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NOTICE  OF  ORDER  OF  CERTIORARI  AND 
VERIFIED  PETITION  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS 

On  December  19,  1973,  Notice  of  Order  of  Certiorari  and  Verified 
Petition  was  served  on  the  Board  by  Harry  Kresky,  attorney  for  the 
petitioners,  Eugene  Gross,  Maria  Gross,  and  John  Gribbin,  seeking  a 
review  of  the  Board’s  denial  on  November  20,  1973  of  the  application, 
based  on  a  decision  of  the  Borough  Superintendent,  dated  August  6, 
1973  acting  on  Alterations  Application  152/72.  Calendar  Number 
350-73-A;  317  East  85th  Street,  north  side,  225  feet  of  Second  Avenue, 
Block  1548,  Lot  10,  Borough  of  Manhattan. 


Docket. 


Harry  M.  Carroll 


Commissioners. 


Avril  H.  Latham,  Chief  Clerk 


Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  January 
8,  1974,  Affecting  Calendar  Numbers — 


John  B.  Cincotta,  Executive  Director 

703-56-BZ 

501-72-BZ 

481-73-BZ 

115-58-BZ 

40-73-BZ 

316-73-BZ 

Richard  B.  Atwell,  Deputy  Director 

481-69-BZ 

224-73-BZ 

396-73-BZ 

494-72-BZ 

296-73-BZ 

404-73-BZ 

Frances  M.  Waldron,  Secretary 

495-72-BZ 

403-73-BZ 

459-73-BZ 

496-72-BZ 

449-73-BZ 

480-73-BZ 

497-72-BZ 

450-73-A 

525-73-BZ 

498-72-BZ 

456-73-BZ 

526-73-BZ 

499-72-BZ 

466-73-BZ 

527-73-BZ 

500-72-BZ 

473-73-BZ 

Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Janu¬ 
ary  8,  1974,  Affecting  Calendar  Numbers — 

21- 73-BZY  300-69-A  438-73-A 

22- 73-BZY  283-73-A  477-73-A 

23- 73-BZY  574-73-A  509-73-A 

24- 73-BZY  591-73-A 

25- 73-BZY  439-73-A 


Telephone — 566-5174. 


Correction  Affecting  Calendar  Number — 
734-72-BZ 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  December  31,  1973 

Cal.  No.  Dept.  Premises  Affected 

692-73-A — B.M. — 201  West  74th  Street  and  2120  Broad¬ 
way,  northeast  corner,  Block  1166,  Lot  25,  Borough  of 
Manhattan,  Alt.  No.  1013-73,  re-  Revocation  of  Building 
Permit. 


693-73-A — B.R. — 531  Forest  Avenue,  northeast  corner  of 
Davis  Avenue,  Block  148,  Lot  36,  West  Brighton,  Bor¬ 
ough  of  Richmond,  Alt.  No.  1-72,  re-  conversion  of  frame 
building  from  residence  to  business,  C2-1  district. 


694-73-BZ — B.Bx. — 30  West  170th  Street,  southwest 
corner  of  Inwood  Avenue,  Block  2864,  Lot  43,  Borough 
of  The  Bronx,  Community  Board  #4,  N.B.  395-73,  re¬ 
proposed  school,  Ml-2  district. 


695-73-A — B.M. — 150  West  47th  Street,  south  side,  216 
feet  east  of  Broadway,  Block  999,  Lot  54,  Borough  of 
Manhattan,  Alt.  No.  928-73,  re-  Revocation  of  Building 
Permit. 


696-73-BZ — B.M. — 8  Mott  Street,  east  side,  103  feet  north 
of  Chatham  Square,  Block  162,  Lot  42,  Borough  of  Man¬ 
hattan,  Community  Board  #3,  Alt.  No.  1195-73,  re¬ 
proposed  change  of  use  from  theatre  to  penny  arcade 
C6-1  district. 


697-73-A  B.M. — 21  West  86th  Street,  north  side,  250 
feet  west  of  Central  Park  West,  Block  1200,  Lot  19 
Borough  of  Manhattan,  Alt.  No.  517-73,  re-  Revocation  of 
Building  Permit. 


698-73-A — B.Q. — 353  Beach  48th  Street,  southwest  corner 
of  Beach  Channel  Drive,  Block  15840,  Lots  6,  8,  12,  14,  18 
20,  23,  25,  29,  31,  35,  45,  52,  Edgemere,  Borough  of 
Queens,  N.B.  775-72  re-  Revocation  of  Building  Permit 
#3262/73. 


699-73-A — B.M. — 50  to  54  West  58th  Street,  south  side, 
195  feet  east  of  Avenue  of  the  Americas,  Block  1273,  Lots 
64,  65,  Borough  of  Manhattan,  Alt.  No.  939-72,  re-  Rein¬ 
statement  of  Construction  Permit  #3881. 


700-73-BZ — B.Q. — 58-97  57th  Street,  east  side,  200.20  feet 
north  of  Flushing  Avenue,  Block  2622,  Lots  13,  101, 
Maspeth,  Borough  of  Queens,  Community  Board  #2, 
Alt.  No.  1235-73,  re-  proposed  open  scrap  metal,  junk’ 
paper  and  rags  storage,  Ml-1  district. 


701-73-BZ— B.B.— 5th  Avenue,  west  side,  25.2  feet  south 
of  56th  Street,  Block  839,  Lots  39,  40,  Borough  of  Brook¬ 
lyn  Community  Board  #1,  Alt.  No.  1480-73,  re-  proposed 
trade  school,  Cl-3  district. 


F.D.  248-256  West  39th  Street,  south  side, 
202  6  feet  east  of  8th  Avenue,  Block  788,  Lot  73,  Borough 
of  Manhattan.  Letter  12/13/73— elevator  in  readiness. 


r UK  EXTENSION  OF  TIME 
To  Complete  Construction 

(Filed  pursuant  to  Section  11-324) 

2N.Ba36R8“3kaWay  BOU'eVardl  B1°ck 


Health  Department;  F.D.— Fire  Department.  nX’  H.U.— 


jainuaky  29,  1974,  10  A.M. 

7WTICE  I?  H?REBY  GIVEN  of  a  public  hearing 
Jiiesday  morning  January  29,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

365-72-BZ 

APPLICANT— Samuel  H.  Lindenbaum  for  72nd  Street  As¬ 
sociates,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
?o7^ntl°n  —  tlm<7  c9(nPlete  which  expired  December  12, 
1973T^eC1S10n  °l  -he  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 

Rei°oUo  T’  P.ermittinS  ^  an  R10,  Cl-5  within  R10,  Cl-9 
and  R8  district  on  a  plot  with  a  four  story  building,  the 
erection  of  a  38  story  mixed  building  that  exceed  the 
permitted  floor  area  ratio  in  the  R10  district  and  encroaches 
on  the  minimum  distance  between  buildings. 

P^’ll112^SThEH'EATED~201'?()9  East  7lst  Street  and 
P  c  ,  Jhird  Yvei,lue>  northeast  corner  and  200-204 

&ttan?2nd  S  ’  B  OCk  H26’  Lots  5-  Borough  of  Man- 


269-37-BZ  — - 

A  Hph=ICR  S"  Peter  LaRosa  for  Ralph  Widmaier  and 
Helen  Ruettgers,  owners. 

SUBJECT— Application  for  consideration — reopening  for  ex- 

1 Q7SS  °f-  -erm  ,of ,  vaUance  which  expired  November  26, 
1973— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7i  of  the  Zoning 

vehfclfr^aKop.1*  a  bUSineSS  “Se  diS‘riCt’  a  motor 

P?hM1o7E?  AFFECTED — 1325  Webster  Avenue,  west 
no?r?hefB^.I69th  S’reet'  B'°Ck  2887’  L°‘ 


702-73-BZ — B.B. — 170  Meserole  Street,  south  side,  125 
feet  east  of  Graham  Avenue,  Block  3953,  Lots  10,  11,  12, 
Borough  of  Brooklyn,  Community  Board  #  ,  Alt.  No. 

1699-72,  re-  proposed  enlargement  of  existing  parking  lot 
R-6  within  Cl-3  district.  ’ 


B.R. — 1111-1113  Victory  Boulevard,  north 
side,  114.43  feet  west  of  Melrose  Avenue,  Block  247,  Lot 
8’  Sunnyside,  Borough  of  Richmond.  Alt.  289-70’  re- 
office  building,  use  group  6,  R3-2  district. 


704-73-A— F.D.— 35-39  West  47th  Street,  north  side,  324 
teet  east  of  Avenue  of  the  Americas,  Block  1263  Lot  14 
Borough  of  Manhattan.  Letter  12/13/73  re-  elevator 
in  readiness. 


489-38-BZ — Vol.  Ill 

AownLerCANT~Larry  MdtZer  f°r  Exxon  Corporation, 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  terrn  of  variance  which  expired  June  3  1973 _ 

decision  of  the  Borough  Superintendent;  previously’ granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 

exS Jng  m  v  residen.ce  use  district,  the  extension  to  an 
existing  gasoline  service  station  accessory  building  for 
two  additional  service  bays  and  the  additional  use  of  minor 
auto  repairs  with  hand  tools  only,  the  parking  of  mote* 
SV)  ill  awaitmg  service,  installation  of  two  additional 
pumpg  gasollne  tanks  and  one  additional  dispensing 
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PREMISES  AFFECTED — 219-01  North  Conduit  Avenue, 
northeast  corner  of  Springfield  Boulevard,  Block  13085, 
Lot  4,  Springfield,  Borough  of  Queens. 


74-44-BZ 

APPLICANT — Larry  Meltzer  for  Linjan  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  September  17,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7i  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  maintenance  of 
a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 375  South  1st  Street,  north 
side,  63  feet  4  inches  east  of  Grand  Street  Extension  and 
206  Grand  Street  Extension,  Block  2399,  Lot  23,  Borough 
of  Brooklyn. 


241-47-BZ 

APPLICANT — Morton  S.  Cahn  for  Ridgewood  Real  Estate 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  October  1,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution 
permitting  in  a  residence  use  district,  the  extension  of 
existing  structure  (knitting  mill). 

PREMISES  AFFECTED — 1623  to  1625  Hancock  Street, 
northwest  side,  245  feet  northeast  of  Wyckoff  Avenue, 
Block  3548,  Lot  97,  Ridgewood,  Borough  of  Queens. 

679-67-BZ 

APPLICANT — Herbert  Gallin  for  Sadie  Heller,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  November  14,  1972 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  72-21  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R7-1  district,  in  an  existing  one  story  building 
occupied  as  a  restaurant,  the  addition  to  the  uses  to  in¬ 
clude  cabaret. 

1  PREMISES  AFFECTED— 1884  Crotona  Avenue,  east  side, 
40.5  feet  south  of  Fairmount  Place,  Block  2950,  Lot  16, 
Borough  of  The  Bronx. 


310-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Anchors 
Aweigh,  Incorporated,  owner;  John  Stalluppi,  lessee. 

:  SUBJECT — Application  May  22,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  and  R3-1  district,  the 
addition  to  the  uses  of  an  existing  automobile  showroom 
and  salesroom  to  include  automobile  and  motorcycle  repair. 

PREMISES  AFFECTED — 161-49  Cross  Bay  Boulevard, 
northeast  corner  of  162nd  Avenue,  Block  14189,  Lots  60, 
66  and  68,  Howard  Beach,  Borough  of  Queens.  Com¬ 
munity  Board  #10. 


506-73-BZ 

APPLICANT — Joseph  Nirenberg  for  Joe  Bueti,  owner; 
Jimmie  Della  Monicu,  lessee. 

SUBJECT — Application  September  12,  1973 — decision  of 
the  Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  for  a  term 
of  5  years,  in  an  existing  three  story  building,  the  addi¬ 


tion  to  the  uses  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 9024  4th  Avenue,  northwest 
corner  of  91st  Street,  Block  6081,  Lot  73,  Borough  of 
Brooklyn.  Community  Board  #10. 


606-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Rose  Associates,  owner. 

SUBJECT — Application  November  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -9  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  16  story  mixed 
building  for  an  accessory  swimming  pool  and  related 
facilities  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio. 

PREMISES  AFFECTED— 240  East  76th  Street  and  1441 
to  1455  Second  Avenue,  southwest  corner,  Block  1430,  Lot 
21,  Borough  of  Manhattan.  Community  Board  #8. 


634-73-BZ 

APPLICANT — Joseph  C.  Schmitt  for  Board  of  Education — 
Office  of  School  Biuldings,  owner. 

SUBJECT — Application  November  29,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  and  R5  district,  the 
erection  of  a  four  story  elementary  school  that  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 2844  Fulton  Street,  southwest 
corner  of  Barbey  Street,  Block  3949,  Lots  18-22,  Borough 
of  Brooklyn.  Community  Board  #5. 


189-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Flushing  Federal 
Savings  &  Loan  Association. 

SUBJECT— Application  March  29,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  a  six  story  and  cellar  enlargement  to  an  existing  bank 
and  office  building  that  will  exceed  the  permitted  floor 
area  ratio,  penetrate  the  sky  exposure  plane  and  have  less 
than  the  required  accessory  parking. 

PREMISES  AFFECTED — 136-21  Roosevelt  Avenue,  north 
side,  175  feet  east  of  Main  Street,  Block  4980,  Lot  11, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

Laid  over  from  December  18,  1973,  for  continued  hear¬ 
ing. 


456-73-BZ 

APPLICANT — Weinberg  &  Kirshenbaum  for  Ciro  Accardo, 
owner. 

SUBJECT — Application  August  7,  1973 — decision  of^  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-3  district,  in 
an  existing  three  story  mixed  building,  the  erection  of  a 
one  story  enlargement  to  the  first  floor  restaurant  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio 
and  the  lot  area  requirements. 

PREMISES  AFFECTED — 6009  8th  Avenue,  east  side,  80 
feet  south  of  60th  Street,  Block  5714,  Lot  6,  Borough  of 
Brooklyn.  Community  Board  #12. 

Hearing  closed. 

JOSEPH  B.  KLEIN,  Chairman 
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JANUARY  29,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  January  29,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

106-69-SM 

APPLICANT — Precision  Polymers — reaffirmation  of  ap¬ 
proval  of  plastic  pipe  and  fittings. 


107-69-SM 

APPLICANT — Harvel  Plastics,  Incorporated — reaffirma¬ 
tion  of  approval  of  plastic  pipe  and  fittings. 


108-69-SM 

APPLICANT — Celanese  Plastics  Company — reaffirmation 
of  approval  of  plastic  pipe  and  fittings. 


132-69-SM 

APPLICANT — Eyanite  Plastics  Company — reaffirmation  of 
approval  of  plastic  pipe  and  fittings. 


133-69-SM 

APPLICANT— Carlon  Products — reaffirmation  of  approval 
of  plastic  pipe  and  fittings. 


144-69-SM 

APPLICANT — Amoco  Chemicals  Corporation — reaffirma¬ 
tion  of  approval  of  plastic  pipe  and  fittings. 

180-69-SM 

APPLICANT — R&G  Sloane  Manufacturing  Division — re¬ 
affirmation  of  approval  of  plastic  pipe  and  fittings. 


181-69-SM 

APPLICANT — R&G  Sloane  Manufacturing  Division — re¬ 
affirmation  of  approval  of  plastic  pipe  and  fittings. 


255-69-SM 

APPLICANT — Amoco  Chemicals  Corporation — reaffirma¬ 
tion  of  approval  of  plastic  pipe  and  fittings. 


305-69-SM 

APPLICANT — Plastiline,  Incorporated — reaffirmation  of 
approval  of  plastic  pipe  and  fittings. 


383-69-SM 

APPLICANT— Colonial  Plastics  Manufacturing  Company 
—reaffirmation  of  approval  of  plastic  pipe  and  fittings. 


426-70-SM 

APPLICANT — Plastiline,  Incorporated — reaffirmation  of 
approval  of  plastic  pipe  and  fittings. 


172-73-SA 

APPLICANT— Weldon-Service  and  Testing  Company- 
fuel  oil-steam  heat  exchanger. 


207- 73-SM 

-APPLICANT — -Fiat  Products  Department,  Formica  Corpo¬ 
ra101})  a  subsidiary  of  American  Cyanamid  Company — 
built-in-shower  or  tub-shower. 

208- 73-SM  ' 

APPLICANT — Quinn-Berry  Division,  Hoover  Ball  and 
Bearing  Company — ballcock  for  water  closets. 

209- 73-SA  ■ 

APPLICANT  Martin  Stamping  and  Stove  Company — fac¬ 
tory  built,  free-standing,  wood  burning  fireplaces. 

214-73-SM 

APPLICANT — United  States  Gypsum  Company — fire  rated 
wall  assembly. 


517-73-SM  “ 

APPLICANT — United  States  Gypsum  Company — fire  rated 
panel  system. 


520-73-SA 

APPLICANT — Wallace  and  Tierman  Division,  Pennwalt 
Corporation — control  and  monitoring  of  pH  in  a  potable 
water  supply. 

1-74-BZY  B.Bx. — 685  White  Plains  Road— Block  3563, 
Lots  1,  19,  20,  56,  61,  65-69,  71  and  73— N.B.  406-73. 

Ioi-42^^TIBB'^l-’731702‘50  Avenue  R— Block  6821,  Lots 

3  74-BZY-B.Bx. — 2200  Givan  Avenue — Block  5141,  Lot 
oUO — N.B.  0-73. 

4- 74-BZY— B.Bx.— 3355  White  Plains  Road— Block  4624 
Lot  37— N.B.  188-73. 

5- 74-BZY-B.Bx.-7"  Gun  Hill  Road— Block  4658,  Lot 


148-73-A 

APPLICANT— Albert  Melniker  for  Standard  Boat  Com¬ 
pany  Incorporated,  owner. 

SUBJECT— Application  March  6,  1973— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  discontinue  the  use  of 
tote  tanks  for  storage  of  lubricating  oil. 

PREMISES  AFFECTED — 1483  Richmond  Terrace,  north 
side,  95.77  feet  east  of  Broadway,  Block  184,  Lot  275  West 
New  Brighton,  Borough  of  Richmond. 


579-73-A 

APPLICANT— Fach,  Sipp  &  Hall  for  Solomon  Scharf 
owner.  ’ 

SUBJECT— Application  November  1,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
permit. 

AFFECTED — 51  Oakville  Street,  north  side, 
50  feet  east  of  Soren  Street,  Block  1985,  Lot  114  Seaview 
Borough  of  Richmond. 


598-73- A  ‘ 

APPLICANT— Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT— Application  November  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 
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PREMISES  AFFECTED— 155-17  Bridgeton  Street,  east 
side,  160  feet  south  of  155th  Avenue,  Block  14141,  Lot  160, 
Howard  Beach,  Borough  of  Queens. 


599-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SLTBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED— 155-21  Bridgeton  Street,  east 
side,  200  feet  south  of  155th  Avenue,  Block  14141,  Lot  58, 
Howard  Beach,  Borough  of  Queens. 


600-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED— 155-25  Bridgeton  Street,  east 
side,  240  feet  south  of  155th  Avenue,  Block  14141,  Lot  54, 
Howard  Beach,  Borough  of  Queens. 


601-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED— 155-29  Bridgeton  Street,  east 
side,  280  feet  north  of  156th  Avenue,  Block  14141,  Lot  53, 
Howard  Beach,  Borough  of  Queens. 


602-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED— 155-57  Bridgeton  Street,  north¬ 
east  corner  of  156th  Avenue,  Block  14141,  Lot  38,  Howard 
Beach,  Borough  of  Queens. 


636-73-A 

APPLICANT— M.  Martin  Elkind  for  303-305  West  92nd 
Street  Realty  Corporation,  owner. 

SUBJECT — Application  November  30,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
permit  #1501/70. 

PREMISES  AFFECTED— 303  West  92nd  Street,  north 
side,  33  feet  west  of  West  End  Avenue,  Block  1252,  Lot 
114,  Borough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 


FEBRUARY  5,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  5,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

38-40-BZ 

APPLICANT — Millard  Bresin  for  Leemilt  Petroleum  Cor¬ 
poration,  owner. 


SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expires  October  30,  1977 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting 
partly  in  a  residence  and  partly  in  a  business  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
on  that  portion  of  the  plot  within  the  business  use  district. 

PREMISES  AFFECTED — 87-68  170th  Street,  west  side, 
58.95  feet  south  of  Hillside  Avenue,  Block  9825,  part  of 
Lot  16,  Jamaica,  Borough  of  Queens. 


505-48-BZ 

APPLICANT — Kenneth  H.  Koons  for  1733  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  October  22,  1973 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition  under 
Sections  7f  and  7i  of  the  Zoning  Resolution  permitting  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1733-1737  Gunhill  Road  and 
1803-1805  Allerton  Avenue,  southeast  corner,  Block  4806, 
Lots  1  and  6,  Borough  of  The  Bronx. 


202-62-BZ 

APPLICANT — Walter  Gorman  for  Shell  Oil  Company, 
long  term  lessee;  Stafac  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
11-412,  permitting  in  a  C2-2  district,  at  an  existing  gasoline 
service  station  the  erection  of  an  enlargement  to  the  acces¬ 
sory  building  and  maintenance  of  an  additional  curb  cut. 

PREMISES  AFFECTED — 950-970  Allerton  Avenue,  south 
side,  from  Paulding  Avenue  to  Williamsbridge  Road,  Block 
4447,  Lot  62,  Borough  of  The  Bronx. 


225-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  New  York  Uni¬ 
versity,  long  term  lessee  and  designated  sponsor. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  September  30,  1973— deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  72-21  and  73-641  of  the  Zoning 
Resolution,  permitting  in  a  C2-5  and  R8  district,  the  erec¬ 
tion  of  a  13  story  dental  school  that  exceeds  the  permitted 
floor  area  ratio  and  lot  coverage,  encroaches  on  the  re¬ 
quired  rear  yard  equivalent  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 415  First  Avenue,  northwest 
corner  of  24th  Street  East,  Block  930,  Lots  34,  38,  41  and 
part  of  Lot  12,  Borough  of  Manhattan. 


667-72-BZ 

APPLICANT — Ulrich  Franzen  and  Associates  for  City  of 
New  York,  Board  of  Higher  Education,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  19, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  erection  of  a 
four  story  combined  Fire  and  Police  facility  that  exceeds 
the  permitted  floor  area  ratio  and  lot  coverage,  encroaches 
on  the  required  rear  yard  and  rear  yard  equivalent  and 
penetrates  the  sky  exposure  plane. 
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PREMISES  AFFECTED — 153  to  161  East  67th  Street, 
north  side,  115  feet  east  of  Lexington  Avenue,  Block  1402, 
Part  of  Lots  25  and  29,  Borough  of  Manhattan. 


617-47-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  long  term  lessee ;  Charles  Manker,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
7a  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  on  a  plot  presently  developed  with  two  gasoline 
service  stations,  the  reconstruction  of  the  site  for  one 
gasoline  service  station,  lubritory,  minor  auto  repairs, 
non-automatic  car  wash,  office  and  sales,  utility  room  and 
the  parking  and  storage  of  more  than  five  motor  vehicles 
with  a  ground  sign. 

PREMISES  AFFECTED — 3102-3132  Fort  Hamilton  Park¬ 
way,  south  side  from  McDonald  Avenue  to  East  2nd  Street, 
275-281  McDonald  Avenue  and  152-170  East  2nd  Street 
and  101-129  Caton  Avenue,  Block  5315,  Lot  1,  Borough 
of  Brooklyn. 


lishment  with  open  sales  and  storage  of  new  and  used  cars 
and  accessory  parking. 

PREMISES  AFFECTED— 2160  and  2180  Hylan  Boulevard 
and  1  to  30  Zwicky  Avenue,  northeast  corner,  Block  3691, 
Lots  1,  3,  5,  7,  9,  11,  14,  18  and  41,  Grant  City,  Borough 
of  Richmond. 


403-73-BZ 

APPLICANT — Millard  Bresin  for  James  D’albro,  owner; 
Amoco  Oil  Company,  lessee. 

SUBJECT  Application  June  24,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  73-211  of 
the  Zoning  Resolution,  to  permit  in  an  C2-3  district,  the  re¬ 
construction  of  an  automotive  service  station  with  accessory 
uses  previously  before  the  Board. 

PREMISES  AFFECTED — 2317  Coney  Island  Avenue, 
southeast  corner  of  Avenue  T,  Block  7315,  Lot  1,  Borough 
of  Brooklyn.  Community  Board  #15. 

Hearing  closed. 

JOSEPH  B.  KLEIN,  Chairman 


501-73-BZ 

APPLICANT — Lauria  &  Rowe  for  Mort  Williams,  owner. 

SUBJECT — Application  September  6,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  building  to  be  occupied  as  retail  stores  with 
offices  on  the  second  floor. 

PREMISES  AFFECTED — Hylan  Boulevard,  west  side, 
45.15  feet  north  of  Robinson  Avenue,  Block  5286,  Lot  39, 
Great  Kills,  Borough  of  Richmond.  Community  Board  #4. 


507-73-BZ 

APPLICANT — Joseph  Nirenberg  for  Jacob  Schachter, 
owner. 

SUBJECT — Application  September  12,  1973 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  con¬ 
version  of  an  existing  three  story  building  from  a  two 
family  dwelling  to  a  three  family  dwelling  that  will  create 
non-compliance  in  floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 217  Bay  Ridge  Parkway,  north 
side,  140  feet  east  of  Ridge  Boulevard,  Block  5928,  Lot 
72,  Borough  of  Brooklyn.  Community  Board  #10. 

582-73-BZ 


FEBRUARY  5,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  February  5,  1974,  at  2  o’clock  at  80  Lafayette 
Stieet,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


6- 74-BZY — B.Q. — 1526  New  Haven  Avenue — Block 
15622,  Lot  1 — N.B.  1070-72. 

7- 74-BZY — B.B. — 5811  Ditmas  Avenue — Block  7916  Lots 
1,  2,  5,  8  and  9— N.B.  63-73. 

8- 74-BZY  B.B. — 2900  Bragg  Street— Block  8815,  Lot  112 
—N.B.  96-73. 

592-73-A 


APPLICANT— Vincent  S.  La  Ganga  for  Anthony  D’Agos¬ 
tino,  owner. 


SUBJECT— Application  November  8,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  building  not 
fronting  on  a  legal  street. 


1 r  *  jy  Lallan  Avenue,  north  side, 

100  feet  west  of  Woodhaven  Avenue,  Block  881  Lot  145 
Todt  Hill,  Borough  of  Richmond. 


593-73-A 


APPLICANT — Maxfield  and  Heywood  Blaufeux  for  Milton 
Green,  owner;  CTR  Enterprises,  Incorporated,  lessee. 

SUBJECT — Application  November  2,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  in  an 
existing  one  story  retail  store  building,  the  conversion  of 
one  store  to  a  restaurant  and  cabaret. 

PREMISES  AFFECTED — 2684  to  2692  Coney  Island 
Avenue  and  751  to  761  Desmond  Court,  northwest  corner, 
Block  7204,  Lots  30  and  34,  Borough  of  Brooklyn.  Com¬ 
munity  Board  #15. 


APPLICANT — David  L.  Seed  for  Union  Carbide  Corpora¬ 
tion,  owner. 

SUBJECT— Application  November  9,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Prestone  Brand  Prime  Gas 
Dryer  AS-130”,  in  12  ounce  Metal  Round  with  seamed 
on  ends  Non-reclosable  top  with  pull-tab  opening,  not  in 
compliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 


596-73-A 


296-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Joseph  &  Lillian 
Costa,  owner ;  American  Motors  Realty  Corporation,  lessee. 

SUBJECT— Application  May  17,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  and  R3-2,  district,  the 
erection  of  a  one  story  automobile  sales  and  service  e’stab- 


APP  LIC  A  NT— James  J.  Trexel  for  E.  I.  du  Pont  de  Ne¬ 
mours  and  Company,  owner. 

SUBJECT— Application  November  13,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  flam¬ 
mable  mixture  known  as  “DuPont  Gas  Line  Anti-Freeze”, 
in  eight  (8)  ounce  cylindrical  metal  can  with  sealed  metal 
top,  not  in  compliance  with  regulations  of  the  Administra¬ 
tive  Code  of  New  York  City. 
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617-73-A 

APPLICANT — Harvey  P.  Clarkson,  President  of  Shreve, 
Lamb  &  Harmon  Associates  for  Prudential  Life  Insurance 
Company,  owner,  Empire  State  Building  Company,  lessee, 
Helmsley  Spear,  Incorporated,  agent. 

SUBJECT — Application  November  16,  1973— appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  exemption 
from  required  re-entry  and  re-entry  signs. 

PREMISES  AFFECTED — 350  Fifth  Avenue  and  2  to  20 
West  34th  Street,  southwest  corner  and  1  to  29  West  33rd 
Street,  Block  835,  Lot  41,  Borough  of  Manhattan. 


621-73-A 

APPLICANT — P.  E.  Truesdale,  president  of  Truesdale 
Chemical  Sales  Company,  Incorporated,  applicant,  44th 
Avenue  Realty,  Incorporated,  owner. 

SUBJECT — Application  November  20,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  storage  of  glycerine. 

PREMISES  AFFECTED — 10-05  44th  Avenue,  northeast 
corner  of  10th  Street,  Block  453,  Lot  1,  Long  Island  City, 
Borough  of  Queens. 

JOSEPH  B.  KLEIN,  Chairman 


FEBRUARY  13,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning ,  February  13,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

19-70-BZ 

APPLICANT — F.  Hale  Atkinson  for  Park  Riding  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  January  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  riding  academy 
and  stable. 

PREMISES  AFFECTED — 49  Caton  Place,  26  East  8th 
Street,  northwest  corner,  Block  5320,  Lot  23,  Borough  of 
Manhattan. 


923-57-BZ 

APPLICANT — Lugwig  P.  Bono  for  the  Square  Sanitarium 
Incorporated  (Westchester  Square  Hospital),  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  26, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
for  more  than  five  motor  vehicles,  the  use  for  such  pur¬ 
pose  to  be  restricted  to  doctors  and  attendants  at  the  hos¬ 
pital  and  for  visitors  and  patients  of  the  hospital ;  the  lot 
will  be  used  solely  as  an  appurtenance  to  the  hospital 
which  is  across  the  street. 

PREMISES  AFFECTED— 2449-2451  St.  Raymond  Avenue, 
1601-1649  Seddon  Street,  northwest  corner  and  2446-2448 
Dorsey  Avenue,  Block  3992,  Lots  32,  37  and  40,  Borough 
of  The  Bronx. 


549-67-BZ 

APPLICANT — Atkin  and  Bassolino  for  Warm  Oil  and 
Coal  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 


ance  which  expired  November  26,  1973 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  an  R3-2  district,  at  an  existing  coal  and  oil  establish¬ 
ment,  structural  alterations  to  the  existing  silos  to  provide 
accessory  parking. 

PREMISES  AFFECTED — 7-9  Elm  Tree  Lane,  south  side, 
80.57  feet  west  of  Forest  Road,  Block  5651,  Lots  245  and 
250,  Borough  of  The  Bronx. 


707-48-BZ — Vol.  II 

APPLICANT — George  Perotto  for  Perotto  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  15, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district  at 
an  existing  gasoline  service  station,  the  enlarging  of  the 
present  accessory  service  bay,  the  additional  uses  of  minor 
auto  repairs  with  hand  tools  only  for  adjustments  main¬ 
tained  solely  within  the  accessory  building  and  the  parking 
of  motor  vehicles,  it  is  also  proposed  to  make  minor 
changes  to  the  curb  cuts  on  Parsons  Boulevard  to  install 
six  (6)  additional  550  gallon  gasoline  tanks  for  a  total  of 
twelve  such  tanks  and  rearrange  one  gasoline  pump  island. 

PREMISES  AFFECTED — 77-02  Parsons  Boulevard,  south¬ 
west  corner  of  77th  Avenue,  Block  6812,  Lot  39,  Flush¬ 
ing,  Borough  of  Queens. 


303-72-BZ 

APPLICANT — Aaron  Halpern  for  Robert  Fleer,  owner. 

SUBJECT — Application  for  consideration- — reopening  for 
extension  of  time  to  complete  which  expired  December  19, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-211  of  the  Zoning 
Resolution,  permitting  in  a  C2-3  district,  the  erection  and 
maintenance  of  an  automotive  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED — 1249  Nostrand  Avenue,  north¬ 
east  corner  of  Parkside  Avenue,  Block  4827,  Lots  1,  3, 
Borough  of  Brooklyn. 


7-73-BZ 

APPLICANT — Millard  Bresin  for  Amoco  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition  under  Sections 
73-211  and  11-412  of  the  Zoning  Resolution,  permitting  in 
a  C2-2  district  the  erection  of  a  one  story  enlargement  to 
an  existing  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED — 3065  Westchester  Avenue, 
northwest  corner  of  Hobart  Avenue,  Block  4195,  Lot  1 
(formerly  Lots  1,  5,  6  and  7),  Borough  of  The  Bronx. 


508-73-BZ 

APPLICANT — Wuest  &  Bailey  for  Vincent  Gaudiello, 
owner ;  Thomas  Hoyt,  lessee. 

SUBJECT — Application  September  12,  1973 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  con¬ 
version  of  a  one  family  dwelling  to  a  two  family  dwelling 
that  creates  non-compliance  in  floor  area  ratio,  open  space 
ratio,  lot  area  per  room,  accessory  parking,  and  parking 
in  the  front  yard. 
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PREMISES  AFFECTED — 214-36  40th  Avenue,  south  side, 
80  feet  east  of  214th  Place,  Block  6289,  Lot  5,  Bayside, 
Borough  of  Queens.  Community  Board  #11. 


510-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  J.  Jones, 
Sr.,  Edward  J.  Jones,  Jr.,  Vivian  J.  Smith  and  Delbert 
C.  Smith,  owners,  Ford  Leasing  Development  Company, 
lessee. 

SUBJECT — Application  September  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1,  Cl-'l  and  R3-2  district, 
the  erection  of  an  automobile  showroom  with  accessory 
sales  and  service,  and  with  accessory  parking  in  the  open 
area. 

PREMISES  AFFECTED — 2500  Victory  Boulevard  and 
657  Willowbrook  Road,  Northeast  corner  of  Gannon 
Avenue,  Block  751,  Lots  9  and  45,  Willowbrook,  Borough 
of  Richmond.  Community  Board  #3. 


511-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  J.  Jones, 
Sr.,  Edward  J.  Jones,  Jr.,  Vivian  J.  Smith  and  Delbert  C. 
Smith,  owners ;  Ford  Leasing  Development  Company 
lessee. 

SUBJECT— Application  September  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  Auto 
Show  Room. 

PREMISES  AFFECTED — 2500  Victory  Boulevard  and 
657  Willowbrook  Road,  northeast  corner,  of  Gannon  Ave¬ 
nue,  Block  751,  Lots  9  and  45,  Willowbrook,  Borough  of 
Richmond. 


541-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Ben  Dyk  Asso¬ 
ciates,  Incorporated,  owner. 

SUBJECT — Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  six  story  multiple  dwelling  that  encroaches  on  the 
required  side  setback. 

PREMISES  AFFECTED — 490  Clove  Road,  west  side, 
233.24  feet  south  of  Delafield  Avenue,  Block  230,  Lot  54, 
Port  Richmond,  Borough  of  Richmond.  Community  Board 
#1. 


629-73-BZ 

APPLICANT — The  Lenox  School,  owner. 

SUBJECT — Application  November  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R10  and  R8  district,  the 
erection  of  a  sixth  floor  addition  to  an  existing  5  story 
school  that  will  encroach  into  the  required  rear  yard. 

PREMISES  AFFECTED — 154  East  70th  Street,  south  side, 
80.6  feet  east  of  Lexington  Avenue,  Block  1404,  Lot  49, 
Borough  of  Manhattan.  Community  Board  #8. 

JOSEPH  B.  KLEIN,  Chairman 


FEBRUARY  13,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  February  13,  1974,  at  2  o’clock  at 
80  Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 


580-73-A 

APPLICANT — Otis  Elevator  Company  for  New  York  City 
Health  and  Hospital  Corporation,  owner. 

SUBJECT — Application  November  1,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  automatic  cart 
lift. 

PREMISES  AFFECTED — 425  Morris  Avenue  and  230  east 
'49th  Street,  southwest  corner,  Block  2335,  Lots  16,  Bor¬ 
ough  of  The  Bronx. 


588-73-A 

APPLICANT — Sheldon  Lobel  for  345  Park  South  Asso¬ 
ciation,  owner. 

SUBJECT — Application  November  5,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  re-entry  from  stair¬ 
ways. 

PREMISES  AFFECTED — 343-361  Park  Avenue  South, 
northeast  corner  of  East  25th  Street,  Block  881,  Lot  1, 
Borough  of  Manhattan. 


615-73-A 

APPLICANT — Tri-Par  Combustion  Corporation,  owner. 

SUBJECT — Application  November  16,  1973 — appeal  from  a 
decision  of  the  Fire  Commisioner,  re-  transportation  of 
fuel  oil  in  tank  trucks  through  city  streets  not  in  conformity 
with  the  requirements  of  the  Administrative  Code  of  the 
City  of  New  York. 


661-73-A 

APPLICANT — Boron  Oil  Company,  owner. 

SUBJECT— Application  December  7,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Harley-Davidson  Two  Cycle 
Motor  Oil,  in  16  ounce  metal  beer  style  can  with  pull  tab 
top,  not  in  compliance  with  the  regulation  of  the  Admin¬ 
istrative  Code  of  New  York  City. 


699-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  St.  Andrew’s  Associates,  lessee. 

SUBJECT — Application  December  26,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED — 50-54  West  58th  Street,  south 
side,  195  feet  east  of  the  Avenue  of  the  Americas,  Block 
1273,  Lots  64  and  65,  Borough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  8,  1974,  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein  and  Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  December  11,  1973  and 
December  18,  1973,  were  approved  as  printed  in  the  Bulletin 
of  December  20,  1973  and  December  27,  1973,  Vol.  58,  Nos. 
51  and  52. 


703-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Arnold  T.  Milton, 
owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  November 
18,  1973 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Sections  7e  and  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  car  washing — non-automatic,  motor 
vehicle  repairs,  sale  of  accessories,  office  and  parking  of 
more  than  five  (5)  motor  vehicles  awaiting  service. 
PREMISES  AFFECTED— 144-27  to  144-35  Farmers  Boule¬ 
vard,  east  side,  from  144th  Road  to  North  Conduit  Avenue, 
1 79-12  to  179-20  144th  Road  and  179-01  to  179-13  North 
Conduit  Avenue,  Block  13090,  Lot  4,  (formerly  Lots  4 
and  95),  South  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
N  egative : .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  18,  1958,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  January  8,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  18,  1958,  as  amended  through  March  17,  1959,  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  and  that  reference 
to  Cal.  No.  703-56-BZ — Vol.  II  is  hereby  deleted  from 
the  resolution  adopted  by  the  Board  on  March  17,  1959, 
on  condition  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  2869-56) 


115-58-BZ 

APPLICANT — Kenneth  H.  Koons  for  Robert  Ahders, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  13, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local  retail  use  district,  the  extension 


of  parking,  from  the  present  four  (4)  car  metal  garage 
to  include  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  on  the  unbuilt  upon  portion  of  the  premises. 
PREMISES  AFFECTED — 1061  Ogden  Avenue,  west  side, 
70  feet  north  of  West  165th  Street,  Block  2526,  Lot  32, 
Borough  of  The  Brtmx. 

APPEARANCES— 

For  Applicant :  Kenneth  H.  Koons. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  . .  4 
Negative: .  o 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  21,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  8,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
21,  1958,  as  amended  through  April  1,  1969,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  of  obtained.”  (Alt.  193-60) 

481-69-BZ 

APPLICANT — Peter  Cardiello,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  extension  of  time  to  complete 
which  expired  June  8,  1973 — decision  of  the  Borough  Su¬ 
perintendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  C8-1  dis¬ 
trict,  the  erection  of  a  fifth  floor  for  use  as  an  accessory 
restaurant  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio  and  penetration  of  the  sky  exposure  plane 
and  the  change  in  occupancy  from  warehouse  to  a  health 
club  without  the  required  accessory  loading  and  parking. 
PREMISES  AFFECTED — 448  87th  Street,  south  side,  134 
feet  west  of  Fifth  Avenue,  Block  6050,  Lot  28,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Peter  Cardiello. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta  and 


Commissioner  Carroll  .  3 

Negative:  .  0 

Not  Voting:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  12,  1969,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  last  on  July  11,  1972;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  12,  1969,  as  amended 
through  July  11,  1972,  only  as  to  the  time  to  complete  the 
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work,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.  (Alt. 
888-67) 


494-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the  re¬ 
quired  front  yard  and  side  yard,  penetrates  the  sky  exposure 
plane  and  the  accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED— 628  92nd  Street,  southeast 
corner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  14,  1972,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  November 
14,  1972,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  257-72) 


495-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zbning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 630  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 


THE  RESOLUTION— 

W hereas,  this  application  was  granted  by  the  Board  on 
November  14,  1972.  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  14,  1972,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  258-72) 


496-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 632  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 

ACTION  OF  BOARD — -Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 

^  Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  o 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  14,  1972,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  14,  1972,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  259-72) 


497-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 

Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plan  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 634  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 
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THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  14,  1972,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  14,  1972,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  260-72) 


498-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the  re¬ 
quired  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plan  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 636  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 

■'  ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

|  THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
|  November  14,  1972,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
I  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem- 
14,  1972,  only  as  to  the  time  to  complete  the  work,  so  that 
|  as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  261-72) 


499-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permited  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
the  required  front  yard  and  side  yard,  penetrates  the  sky 
exposure  plane  and  the  accessory  parking  within  the  front 
yard. 


PREMISES  AFFECTED — 638  92nd  Street,  southeast  cor¬ 
ner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of 
Brooklyn. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
N egative  :  .  q 

THE  RESOLUTION— 

Whereas,  this^application  was  granted  by  the  Board  on 
November  14,  1972,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  14,  1972,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution  ” 
(N.B.  262-72) 


APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November 
14,  1973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R4  district,  the  erec¬ 
tion  of  a  three  story  and  cellar  two  family  dwelling,  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  encroaches 
on  the  required  front  yard  and  side  yard,  penetrates  the  sky 
exposure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 640  92nd  Street,  southeast  corner 
of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough  of  Brook¬ 
lyn. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative.:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  4 
Negative:  .  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  14,  1972,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  November 
14,  1972,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  263-72) 


501-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Joseph  Patashny  and 
Robert  Haskell,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November 
14,  1.973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R4  district,  the  erection 


500-72-BZ 
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of  a  three  story  and  cellar  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  side  yard,  penetrates  the  sky  ex¬ 
posure  plane  and  the  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED— 626  92nd  Street,  southeast 
corner  of  Dahlgren  Place,  Block  6142,  Lot  46,  Borough 
of  Brooklyn. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  14,  1972,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  November 
14,  1972,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  256-72) 


40-73-BZ 

APPLICANT — Gaspare  Rosario  Santoro  for  Anthony  Li- 
castri,  owner. 

SUBJECT — Application  January  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  enlargement  to  an  existing  store  and  residential 
building  that  increases  the  degree  of  non-conformity  and 
non-compliance. 

PREMISES  AFFECTED— 128  Sand  Lane,  west  side,  40.01 
feet  south  of  McLean  Avenue,  Block  3274,  Lots  32,  30, 
South  Beach,  Borough  of  Richmond.  Community  Board 
#3. 

APPEARANCES— 

For  Applicant:  Gaspare  Rosario  Santoro. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  February  19,  1974, 
at  10  A.M.,  at  the  request  of  the  applicant  to  complete  the 
papers,  and  for  hearing. 


224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT — Application  April  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  for  an  existing  steam  plant. 

PREMISES  AFFECTED— 1100  York  Avenue,  northeast 
corner  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8  and  #6. 

APPEARANCES— 

For  Applicant:  S.  B.  Barnes. 

For  Opposition:  Katherine  Backenheimer,  Community 
Board  #6. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1974, 
at  10  A.M.,  for  continued  hearing. 


296-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Joseph  and 
Lillian  Costa,  owner,  American  Motors  Realty  Corpora¬ 
tion,  lessee. 

SUBJECT — Application  May  17,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  and  R3-2  district,  the 
erection  of  a  one  story  automobile  sales  and  service  estab¬ 
lishment  with  open  sales  and  storage  of  new  and  used  cars 
and  accessory  parking. 

PREMISES  AFFECTED— 2160  and  2180  Hylan  Boulevard 
and  1  to  30  Zwicky  Avenue,  northeast  corner  Block  3691, 
Lots  1,  3,  5,  7,  9,  11,  14,  18  and  41,  Grant  City,  Borough  of 
Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Charles  H.  Burger. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1974,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  in¬ 
formation;  hearing  closed. 


403-73-BZ 

APPLICANT — Millard  Bresin  for  James  D’albro,  owner; 
Amoco  Oil  Company,  lessee. 

SUBJECT — Application  June  24,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  73-211  of 
the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  the  re¬ 
construction  of  an  automotive  service  statibn  with  accessory 
uses  previously  before  the  Board. 

PREMISES  AFFECTED — 2317  Coney  Island  Avenue, 
southeast  corner  of  Avenue  T,  Block  7315,  Lot  1,  Borough 
of  Brooklyn.  Community  Board  #15. 

APPEARANCES— 

For  Applicant :  Millard  Bresin. 

For  Opposition :  M.  Cobert. 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  February  5,  1974,  at  10  A.M.,  for  decision;  hearing 
closed. 

THE  VOTE  TO  REOPEN  FOR  HEARING— 
Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  . .  4 
Negative: .  0 


449-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Daughters  of 
Jacob  Geriatric  Center,  Incorporated,  owner. 

SUBJECT — Application  July  31,  1973 — decisibn  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-1  district, 
the  conversion  of  an  existing  six  story  nursing  home  to  a 
residence  for  the  elderly  that  encroaches  on  the  required 
inner  court  and  on  the  minimum  distance  between  build¬ 
ings. 

PREMISES  AFFECTED— 321-335  East  167th  Street  and 
1151-1201  Teller  Avenue,  northeast  corner,  Block  2435, 
Lot  45,  Borough  of  The  Bronx.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
10  A.M.,  for  decision,  hearing  closed;  applicant  to  submit 
additional  information. 


450-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Daughters  of 
Jacob  Geriatric  Center,  Incorporated,  owner. 
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SUBJECT — Application  July  31,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  outer  court, 
bulkhead. 

PREMISES  AFFECTED— 321-335  East  167th  Street,  and 
1151-1201  Teller  Avenue,  Block  2435,  Lot  45,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
10  A.M.,  for  decision,  hearing  closed;  applicant  to  submit 
additional  information. 


456-73-BZ 

APPLICANT — Weinberg  &  Kirshenbaum  for  Ciro  Accardo, 
owner. 

SUBJECT — Application  August  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-3  district,  in 
an  existing  three  story  mixed  building,  the  erection  of  a 
one  story  enlargement  to  the  first  floor  restaurant  that  in¬ 
creases  the  degree  of  non-compliance  in  floor  area  ratio 
and  the  lot  area  requirements. 

PREMISES  AFFECTED — 6009  8th  Avenue,  cast  side,  80 
feet  south  of  60th  Street,  Block  5714,  Lot  6,  Borough  of 
Brooklyn.  Community  Board  #12. 

APPEARANCES— 

For  Applicant :  Harold  Weinberg  and  Ciro  Accardo. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1974,  at 
10  A.M.,  for  decision,  hearing  closed;  applicant  to  submit 
additional  information. 


466-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Harold,  Frederick 
A.  and  Sophie  Menowitz  and  Carol  M.  Penn,  owners ; 
Emigrant  Savings  Bank,  lessee. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-0116)  of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  district,  the  in¬ 
stallation  of  a  non-flashing  illuminated  signs  that  exceeds 
the  permitted  height  above  curb  level  and  the  permitted 
surface  area  along  a  district  boundary. 

PREMISES  AFFECTED — 91-31  Queens  Boulevard,  north¬ 
east  corner  of  60th  Avenue,  Block  1861,  Lot  1,  Elmhurst, 
Borough  of  Queens.  Community  Board  #4. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
10  A.M.,  for  decision;  hearing  closed. 


473-73-BZ 

APPLICANT — Upham,  Meeker  &  Weithorn  for  Jaybor 
Realty  Corporation,  owner,  Melpal  Restaurant,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  August  17,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  02-4  district,  in  an  existing 
one  story  building  occupied  with  retail  stores  the  addition 
to  the  uses  of  one  store  occupied  as  a  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 1784  Jerome  Avenue,  east  side, 
52.6  feet  south  of  176th  Street,  Block  2850,  Lot  9,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #5. 

APPEARANCES— 

For  Applicant:  Arthur  Levine. 

For  Opposition :  None. 


ACTION  Ob  BOARD — Application  reopened  at  the  re¬ 
quest  of  the  Community  Board.  Laid  over  to  February  19, 
1974,  at  10  A.M.,  for  decision;  hearing  previously  closed. 

THE  VOTE  TO  REOPEN  FOR  HEARING— 
Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  q 


481-73-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  CAC  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
previously  before  the  Board,  the  enlargement  in  lot  area 
and  the  erection  of  a  new  structure  to  be  occupied  with 
offices  for  an  open  contractors  establishment  with  accessory 
parking  of  10  trucks. 

PREMISES  AFFECTED — 1775  Allerton  Avenue,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4803,  Lot  19,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Vincent  J.  Latro- 
nica. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
10  A.M.,  for  decision,  hearing  closed;  applicant  to  submit 
additional  information. 


316-73-BZ 

APPLICANT — Charles  M.  Spindler  for  Richard  J.  Grever, 
owner. 

SUBJECT — Application  May  24,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning, 
Resolution,  to  permit  in  an  R4  district,  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses. 
PREMISES  AFFECTED — 31-02  68th  Street,  southwest 
corner  of  31st  Avenue,  Block  1138,  Lot  27,  Jackson 
Heights,  Borough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
Affirmative;  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll..  4 
Negative:  .  o 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  13,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  11,  1973,  then  to  January  8, 
1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  22,  1973,  acting  on  N.B.  Applic.  90/1973,  read: 

“1.  Automotive  service  station,  office  and  accessory 
sales  use  in  R-4  district  contrary  to  Sect.  22-00  Z.R. 

2.  Front  yard  on  31st  Avenue  contrary  to  Sect. 
23-45  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
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is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R4  district,  for  a  term  of  15  years,  the  reconstruction  of  an 
automotive  service  station  with  accessory  uses,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  marked 
“Received  May  24,  1973”,  3  sheets,  “December  7,  1973”,  one 
sheet,  and  “December  28,  1973”,  one  sheet;  on  further  condi¬ 
tion  that  no  automotive  repairs  be  conducted  on  the  premises  ; 
and  that  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


396-73-BZ 

APPLICANT — Norman  Garner  for  Dorado  House  Flush¬ 
ing,  Incorporated,  owner. 

SUBJECT — Application  July  2,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-62  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  in  an 
existing  six  story  building,  the  conversion  of  the  doctor’s 
offices  into  two  apartments  that  creates  non-compliance  in 
floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED— 140-51/59  34th  Avenue,  north 
side,  255  feet  west  of  Parsons  Boulevard,  Block  4981,  Lot 
69,  Flushing,  Borough  of  Queens,  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Norman  Garner. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative;  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  11,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  8,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  8,  1973,  acting  on  Alt.  Applic.  268/1973,  reads: 

“5M.  The  proposed  increase  in  the  amount  of  ad¬ 
ditional  residential  floor  area  due  to  the  conversion  of 
3  doctor’s  offices  U.G.  4  (community  facility  use)  on 
1st  floor  into  2  new  class  “A”  apartment  (residential  use) 
creates  a  non-compliance  as  to  the  minimum  O.S.R.  re¬ 
quired  for  residential  use  and  exceeds  the  maximum 
F.A.  permitted  for  same  contrary  to  Sec.  11-112,  23-142, 
24-172  and  Sec.  24-173  Z.R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-62  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-62  of  the  Zoning  Resolution,  to  permit 
in  an  R6  district,  in  an  existing  six-story  building,  the  con¬ 
version  of  the  doctor’s  offices  into  two  apartments  that  cre¬ 
ates  non-compliance  in  floor  area  ratio  and  open  space  ratio, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  July 
2,  1973”,  14  sheets;  on  further  condition  that  a  pump  of 
greater  capacity  be  installed  to  correct  the  flooding  condition 


adjoining  the  site;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


404-73-BZ 

APPLICANT — Louis  Striar  for  Ford  Leasing  Develop¬ 
ment  Company,  owner. 

SUBJECT — Application  July  5,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01  (b)  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  C8-1  district,  in  conjunc¬ 
tion  with  the  erection  of  an  automobile  showroom  with 
sales  and  service,  the  installation  of  accessory  signs  that 
will  exceed  the  surface  area  along  a  residence  district 
boundary. 

PREMISES  AFFECTED — 1560  and  1570  Bruckner  Boule¬ 
vard,  1555  Story  Avenue,  southeast  corner  of  Boynton 
Avenue,  Block  3653,  Lot  1,  BorPugh  of  The  Bronx. 
Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Louis  Striar. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
TFIE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
November  20,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  18,  1973;  then  to  January  8, 
1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  15,  1973,  acting  on  E.S.  Applic.  139,  140,  141,  and 
142/1973,  reads : 

“1.  Proposed  illuminated  signs  in  an  C8-1  district 
with  an  aggregate  area  of  more  than  50  square  feet, 
located  within  100  feet  of  a  street  line  of  a  street  in  which 
there  lies  the  boundary  of  a  residence  (R6)  district  is 
contrary  to  32-67  and  32-643  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-01  (b)  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-01  (b)  of  the  Zoning  Resolution,  to  permit 
in  a  C8-1  district,  in  conjunction  with  the  erection  of  an  auto¬ 
mobile  showroom  with  sales  and  service,  the  installation  of 
residence  accessory  signs  that  will  exceed  the  surface  area 
along  a  district  boundary  on  condition  that  all  work  shall  sub¬ 
stantially  conform  with  drawings  filed  with  this  application 
marked  “Received  July  5,  1973”— 5  sheets— and  all  laws, 
rules  and  regulations  applicable  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

459-73-BZ 

APPLICANT— Harry  A.  Yarish  for  Joseph  Angelone, 
owner. 
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SUBJECT — Application  August  10,  1973— decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  supermarket  that 
will  encroach  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 2424-48  Flatbush  Avenue,  west 
side,  80  feet  south  of  Avenue  T,  Block  8542,  Lot  46,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #18. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll..  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  27,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  8,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  10,  1973,  acting  on  Alt.  Applic.  766/1973,  reads : 
“1.  Provide  an  open  area  30  ft.  deep  and  not  higher 
than  curb  level  along  the  portion  of  rear  lot  line  within 
the  commercial  district,  C8-1,  which  coincides  with  a 
rear  lot  line  of  an  R4  district  as  per  Sec.  33-292  of  the 
Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-50  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-50  of  the  Zoning  Resolution,  to  permit 
in  a  C8-1  district,  the  erection  of  a  one  story  enlargement 
to  an  existing  supermarket  that  will  encroach  on  the  re¬ 
quired  yard  along  a  district  boundary,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received  August  10,  1973”,  8  sheets, 
and  “December  28,  1973”,  one  sheet;  on  further  condition 
that  the  parking  area  shall  be  closed  after  store  hours;  that 
the  loading  and  unloading  and  sanitation  pickup  be  limited 
to  from  8  A.M.  to  8  P.M. ;  that  the  lighting  be  provided 
and  directed  away  from  adjoining  properties ;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


480-73-BZ 

APPLICANT — Ingram  S.  Carner  for  Thomas  E.  &  Robert 
J.  Halloran,  owners,  Martin  Dellacona  &  James  Smith, 
contract  purchaser. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  and  C2-3  district  the 
change  in  use  of  an  iron  foundry  previously  before  the 
Board,  to  a  private  sanitation  and  carting  establishment 
with  accessory  repairs. 

PREMISES  AFFECTED — 890  Metropolitan  Avenue,  south 
side.  97.8  feet  west  of  Olive  Street,  Block  2916,  Lots  32 
and  33,  Borough  of  Brooklyn.  Community  Board  #1. 


APPEARANCES— 

For  Applicant:  Ingram  S.  Carner,  Thomas  and  Robert 
Halloran,  Martin  Dellacona,  Jr.  and  James  Smith. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Klein,  Commissioner  Hornstein 


and  Commissioner  Carroll  .  3 

Not  Voting:  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  30,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  27,  1973;  then  to  December 
11,  1973;  then  to  January  8,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  9,  1973,  acting  on  Alt.  Applic.  2187/1968. 
reads : 

“1.  Proposed  change  of  existing  iron  foundry  to 
private  sanitation  and  carting  business  including  garage 
for  storage  of  carting  trucks,  transfer  of  salvage  metals, 
baling  of  rags  and  paper  for  shipment  to  mills  (no  food 
or  garbage  in  building),  welding,  manufacture  of  refine 
containers,  metal  finishing,  painting,  cleaning,  rust  proof¬ 
ing  or  similiar  process,  open  parking  of  trucks,  in¬ 
cluding  accessory  parts  for  rebuilding  engine,  truck 
painting,  tire  repairs  and  auto  body  shop  is  contrary  to 
Cal.  62-69- BZ  as  granted  by  Board  of  Standards  and 
Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  this  is  not  an  appropriate 
case  in  which  to  permit  under  Section  11-413  of  the  Zoning 
Resolution,  the  change  in  use  of  the  present  building  in  that 
the  disadvantages  outweigh  the  advantages  to  the'  commu¬ 
nity  in  that  the  proposed  change  in  use  will  impair  the  essen- 
lial  character  and  future  development  of  the  surrounding 
area. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  9,  1973,.  acting  on  Alt.  Applic.  2187/1968,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 

SUBJECT — Application  September  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFTECTED — 33-64  191st  Street,  west  side, 
200  feet  north  of  35th  Avenue,  Block  5259,  Lot  38,  Flushing, 
Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant :  Peter  Casini. 

For  Opposition :  Arthur  Sullivan  and  Val  Reisig. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Vice  Chairman  Agusta  .  1 

Negative:  Chairman  Klein,  Commissioner  Hornstein 
and  Commissioner  Carroll  .  3 


525-73-BZ 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  27,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  11,  1973 ;  then  to  January  8, 
1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1973,  acting  on  N.B.  Applic.  1090/1972, 
reads : 

“1.  Proposed  two  family  dwelling  in  R2  district  is 
contrary  to  Sect.  22-11  Z.R. 

2.  Lot  width  is  contrary  to  Sect.  23-32  Z.R. 

3.  Lot  area  per  dwelling  unit  is  contrary  to  Sect. 
23-221  Z.R. 

4.  Floor  area  ratio  and  open  space  ratio  is  contrary 
to  Sect.  23-141  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding(s)  C  &  E  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1973  acting  on  N.B.  Applic.  1090/1972 
Objection  Nos.  1,  2,  3,  4  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 

526-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 
SUBJECT — Application  September  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  maintenance 
of  a  two  family  dwelling  that  will  exceed  the  permitted 
floor  area  ratio  and  have  less  than  the  required  open  space 
ratio  and  lot  area  per  dwelling  unit. 

PREMISES  AFFECTED — 33-60  191st  Street,  west  side, 
238.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Peter  Casini. 

For  Opposition:  Arthur  Sullivan  and  Val  Reisig. 
RECOMMENDATION  OF  THE  COMMUNITY 


BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Vice  Chairman  Agusta  .  1 

Negative:  Chairman  Klein,  Commissioner  Hornstein 
and  Commissioner  Carroll .  3 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  27,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  11,  1973 ;  then  to  January 
8,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1973,  acting  on  Alt.  Applic.  996/1972, 
reads : 

“1.  Lot  area  per  dwelling  unit  is  contrary  to  Sect. 
23-221  Z.R. 

2.  Floor  area  ratio  and  open  space  ratio  contrary 
to  Sect.  23-141  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding (s)  C  &  E  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1973  acting  on  Alt.  Applic.  996/1972 


Objection  Nos.  1  and  2  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


527-73-BZ 

APPLICANT — Peter  Casini  for  William  T.  Allaire,  owner. 

SUBJECT — Application  September  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  has  less  than  the  required  open  space  ratio. 

PREMISES  AFFECTED — 33-56  191st  Street,  west  side, 
281.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  33,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant :  Peter  Casini. 

For  Opposition :  Arthur  Sullivan  and  Val  Reisig. 

RECOMMENDATION  OF  THE  COMMUNITY 


BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Vice  Chairman  Agusta .  1 

Negative:  Chairman  Klein,  Commissioner  Hornstein 
and  Commissioner  Carroll  .  3 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  27,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  11,  1973;  then  to  January  8, 
1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1973,  acting  on  N.B.  Applic.  1086/1972, 
reads : 

“1.  Proposed  two  family  dwelling  in  R2  district  is 
contrary  to  Sect.  22-11  Z.R. 

2.  Lot  width  is  contrary  to  Sect.  23-32  Z.R. 

3.  Lot  area  per  dwelling  unit  is  contrary  to  Sect. 
23-221  Z.R. 

4.  Floor  area  ratio  and  open  space  ratio  is  contrary 
to  Sect.  23-141  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding(s)  C  &  E  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1973,  acting  on  N.B.  Applic.  1086/1972, 
Objection  Nos.  1,  2,  3,  4  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


Adjourned:  12:20  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  8,  1974,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein  and  Commissioner  Carroll. 

21-73-BZY — B.R. — 50  Belair  Road,  Block  2862,  Lot  68, 
N.B.  1409-73. 

APPEARANCES— 

For  Applicant:  Julius  J.  Rosen  and  A.  Pullman. 

For  Opposition:  Frank  E.  Reilly,  Community  Board  #2. 
ACTION  OF  BOARD — Laid  over  to  January  15,  1974,  at 
2  P.M.,  for  decision. 
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22-73-BZY — B.R. — 1111  Seaside  Boulevard,  Block  3875, 
Lot  1,  N.B.  1414-73. 

APPEARANCES— 

For  Applicant:  Julius  J.  Rosen. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974,  at 
2  P.M.,  for  decision. 


23-73-BZY — B.Q. — 112-12  Ocean  Promenade,  Block 
16185,  Lot  41,  N.B.  61-73. 

APPEARANCES— 

For  Applicant :  Herbert  Berman,  Taki  J.  Langas  and 
Arthur  Fleck. 

For  Opposition :  State  Assemblyman  Herbert  A.  Posner, 
Walter  Ward,  Councilman,  Jack  R.  Schekira  for  Cong. 
F.  J.  Brasco  and  William  Hoppen. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1974,  at 
2  P.M.,  for  continued  hearing. 


24-73-BZY — B.B. — 1041  E.  83rd  Street,  Block  8035,  Lot 
23,  N.B.  80-73. 

•  APPEARANCES— 

For  Applicant :  Maurice  Intrator  and  Baruth  Mappa. 

For  Opposition:  Alex  Liberman,  M.  Cohen,  Alan  S. 
Erlichman,  Howard  E.  Babbush  and  Beth  Curtes  and 
Jack  Schekira  rep.  Cong.  Frank  J.  Brasco. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
2  P.M.,  for  continued  hearing. 


25-73-BZY — B.Q. — 353  Beach  48th  Street,  Block  14850, 

Lots  6,  8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45  and  52,  N.B. 

775-72. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  William  Hoppen,  Assemblyman  Herbert 
A.  Posner  and  Walter  Ward,  Councilman. 

1  ACTION  OF  BOARD — Laid  over  to  January  15,  1974,  at 
2  P.M.,  for  continued  hearing. 

300-69-A 

!  APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Louis  Nesser  585  5th  Avenue 
Corporation,  owner. 

SUBJECT — Application  May  23,  1969 — appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 585  5th  Avenue,  east  side,  80 
feet  north  of  East  47th  Street,  Block  1283,  Lot  4,  Borough 
of  Manhattan. 


“585  5th  Avenue,  Manhattan — Certificate  No.  48150.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner  for 
modification  of  the  Certificate  of  Occupancy  be  and  it  hereby 
is  granted,  and  that  the  Certificate  of  Occupancy  be  modified 
to  require  and  approved  automatic  sprinkler  system  through¬ 
out  the  entire  stairway  and  throughout  the  cellar  area;  and 
that  all  other  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with. 

283-73-A 


APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— State  Homes,  Incorporated. 
SUBJECT  Application  May  7,  1973 — or  modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  A F FECT ED — 72-54/ 62  Main  Street,  Block 
6613,  Lot  64,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri, 
F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  q 


THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  27,  1973,  on  C.O.  17458,  reads: 

“Application  is  hereby  made  to  the  Board  of  Standards 
and  Appeals  in  accordance  with  the  provisions  of  Sec¬ 
tion  1804.4.C.6  of  the  City  Charter  to  Modify  the  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following 
building : 


72-54/62 

#17458.” 


Main  Street,  Flushing,  Queens,  Certificate 


and 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  an  approved  automatic  sprinkler  system 
throughout  the  cellar;  and  that  all  other  laws,  rules  and 
regulations  applicable  be  complied  with. 


574-73-A 


APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Norman  Getlan. 

For  Administration :  Lt.  T.  W.  Milne  and  C.  Palmieri, 
F.  D. 

I  ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  23,  1969  states  that  application  is  hereby  respectfully 
made  to  the  Board  of  Standards  and  Appeals  in  accordance 
with  the  provisions  of  1804.4.C.6  of  the  City  Charter,  to 
mcxlify  Certificate  of  Occupancy  in  relation  to  the  following 
building : 


APPLICANT — Herman  J.  Jessor  for  Starrett  City,  In¬ 
corporated,  owner. 

SUBJECT — Application  October  30,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  fuel  oil  storage  tank 
in  residential  district. 

PREMISES  AFFECTED — 165  Elmira  Loop,  northeast 
corner  of  Schroeders  Avenue,  Block  4452,  Lot  85,  Bor¬ 
ough  of  Booklyn. 

APPEARANCES— 

For  Applicant:  H.  J.  Jessor. 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri, 
F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  ..4 
Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  9,  1973  and  October  23,  1973  on  Order  No.  73-6001, 
reads : 

“1.  Discontinued  use  of  400,000  gallon  fuel  oil  stor¬ 
age  tank  as  same  is  not  in  compliance  with  Section 
Cl 9.50.0  3e  (2)e  which  states  that  no  above  ground 
tank  shall  be  installed  within  250  feet  of  land  zoned  for 
residential  purposes.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
July  9,  1973  and  October  23,  1973,  acting  on  Order  No. 
73-6001,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  fuel  oil  storage 
tank  shall  substantially  conform  to  drawings  marked  “Re¬ 
ceived  October  30,  1973”,  3  sheets,  and  survey  marked 
“Received  December  26,  1973,”  one  sheet;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

591-73-A 

APPLICANT — Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  November  7,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner, _  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Gulfpride  Marine-G  Outboard 
Lubricant  in  eight  (8)  ounce  metal  cans,  not  in  compliance 
with  regulations  of  the  Administrative  Code  of  New  York 
City. 

APPEARANCES— 

For  Applicant:  Robert  E.  Rutherford. 

For  Opposition :  None. 

For  Administration:  C.  Palmieri  and  Lt.  Milne,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  18,  1973,  on  Folder  #122-47(A),  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  ‘Gulfpride  Marine-G  Outboard  Lubri¬ 
cant’  a  combustible  mixture  (F.  P.  153°F.)  in  containers 
as  follows:  8  fl.  oz.  sealed  metal  can  is  disapproved. 
Such  containers  are  not  in  compliance  with  our  regula¬ 
tions  to  wit:  C19.62.0.b  NYC  Adm.  code  requires  that 
combustible  mixtures  be  packaged  in  metal  or  glass 
containers  equipped  with  replaceable  tops  or  caps.” 

and 

W hereas,  the  drawings  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  decided  that  the  Appeal 
should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
June  18,  1973,  acting  on  Folder  #122-47(A)  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  container  substantially  comply  with 
drawings  filed  “November  7,  1973”,  2  sheets;  that  the  label 
have  prominently  displayed  instructions  that  the  entire  con¬ 
tents  are  to  be  emptied  upon  initial  opening,  and  that  the 
label  be  in  such  style  as  is  satisfactory  to  the  Fire  Com¬ 
missioner  ;  and  that  in  all  other  respects,  all  applicable  laws, 
rules  and  regulations  shall  be  complied  with. 

439-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Kent  Realty. 


SUBJECT — Application  July  26,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 136-43,  45,  47 A  Roosevelt 
Avenue,  north  side,  425  feet  east  of  Main  Street,  Block 
4980,  Lot  67,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Theodore  Ain. 

For  Administration :  Lt.  T.  W.  Milne  and  C.  Palmieri, 
F.  D. 

ACTION  OF  BOARD — Application  ivithdrazvn,  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

438-73-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Kent  Realty. 

SUBJECT — Application  July  26,  1973 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 136-49 — 51-53  Roosevelt  Ave¬ 
nue,  north  side,  433.29  feet  north  of  Union  Street,  Block 
4980,  Lot  64,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Opposition :  Theodore  Ain. 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri, 
F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
2  P.M.,  for  decision;  hearing  closed. 

477-73-A 

APPLICANT — Harry  Soled  for  Cong.  Kol  Israel,  Rabbi 
Raphael  Harari,  owner. 

SUBJECT — Application  August  9,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
use  of  synagogue,  contrary  to  Cal.  61 0-72- A. 

PREMISES  AFFECTED — 3211  Bedford  Avenue,  north¬ 
east  corner  of  Avenue  K,  Block  7607,  Lot  8,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled  and  M.  Gaby  Khezrie. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
2  P.M.,  for  continued  hearing. 


509-73- A 

APPLICANT — Stephen  J.  Murphy  for  Concourse  Manage¬ 
ment  Company,  owner. 

SUBJECT — Application  September  13,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of  ap¬ 
proved  wet  sprinkler  system. 

PREMISES  AFFECTED — 2465-81  Jerome  Avenue  and  1-9 
West  Fordham  Road,  northwest  corner,  Block  3200,  Lot 
20,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  S.  J.  Murphy 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri, 
F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
2  P.M.,  for  reinspection  by  Fire  Department,  and  for 
continued  hearing. 


Adjourned:  5:10  P.M. 

John  B.  Cincotta,  Executive  Director. 
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CORRECTION 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  July  3,  1973,  as  they 
appeared  in  Bulletin  28,  Vol.  58,  are  corrected  to  read  as 
follows : 

i  734-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Hylan  Boulevard 
Car  Wash,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  and  R3-2  district,  on 
a  plot  previously  before  the  Board,  in  conjunction  with 
the  erection  of  a  two  story  commercial  building,  the  reduc¬ 
tion  in  the  number  of  accessory  parking  spaces  and  located 
in  the  residence  district. 

I  PREMISES  AFFECTED — 1600  Hylan  Boulevard,  south¬ 
east  corner  of  Raritan  Avenue,  Block  3372,  Lots  1,  22, 
Dongan  Hills,  Borough  of  Richmond.  Community  Board 
•ff  3, 

j APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

I  RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative:  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Walsh  and  Commissioner  Carroll  .  4 

Absent :  Commissibner  Hornstein  .  1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  25,  1973,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  May  29,  1972  then  to  June  19,  1973:  then  to 
July  3,  1973 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  20,  1972,  acting  on  N.B.  Applic.  1112/1972, 
reads : 


i.  jrarKing  requirements  are  below  the  minimum 
required  contrary  to  Sec.  36-21  Z.R. 

2.  Parking  requirements  for  Commercial  District 
not  permitted  in  Residence  District  contrary  to  Sec 
77-11  Z.R.” 


and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding  c,  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  20,  1972,  acting  on  N.B.  Applic.  1112/19 72, 
Objection  Nos.  1  and  2  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


*  In  the  Premises  Section,  Recommendation  of  Community 
Board  and  the  third  line  of  the  Resolution  Section,  the  mat¬ 
ter  in  italics  has  been  corrected  to  read  as  shown  above. 
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COURT  DECISION 

Matter  of  Darby  Motors  vs.  The  Board  of  Standards  and  Ap- 
peals  -On  February  13,  1973  the  Board  denied  BZ  applications  based 
on  a  decision  of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district  the  change 
in  use  of  a  coal  storage  establishment  to  an  automobile  repair  shop 
with  parking  and  sales  in  the  open  area.  On  the  A  cases,  from  the 
Department  of  Buildings,  Certificate  of  Occupancy  Numbers  40724  and 
40725  had  been  revoked.  Calendar  Numbers  625-72-BZ  and  238-72-A, 
Premises  65  Grasmere  Avenue,  northeast  corner  of  Crist  Street,  Block 
^ _ LPi.  L  9rasmere,  Borough  of  Richmond,  and  Calendar  Numbers 
AMt  LIBRARY  Oh  THEr^6"72-BZ  and  244-72-A,  Premises  27  Crist  Street,  north  side,  56.17 

*fe*Lyves*;  Sheridan  Avenue,  Block  3163,  Lot  45,  Grasmere,  Borough 
of  Richmond. 

E  ft)  i  q  T  Richmond  County  Supreme  Court,  Special  Term,  Part  1,  Mr. 

I  £_  0  X  <3  |  f L  Justice  Titone  rendered  the  following: 

...  In  the  Article  78  proceedings  petitioners  seek  to 
annul  a  revocation  of  two  Certificates  of  Occupancy  by  respondent 
Board. 

The  Court  annuls  the  determination  of  the  respondent  Board, 
and  directs  them  to  reinstate  the  Certificate  of  Occupancy. 

Settle  judgment  on  notice  and  in  accordance  herewith  ...” 

(New  York  Law  Journal,  December  19,  1973,  Page  18) 


Harry  M.  Carroll 


Commissioners. 


John  B.  Cincotta,  Executive  Director 
Richard  B.  Atwell,  Deputy  Director 
Frances  M.  Waldron,  Secretary 


Avril  H.  Latham,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  January  15,  1974 
Cal.  No.  Dept.  Premises  Affected 

1- 74-SA — General  Cable  Corporation,  mopeco  ventilat¬ 
ing  heating  and  heat  conversion  kit  various  models,  manu¬ 
factured  by  General  Cable  Corporation,  Appliance. 

2- 74-BZ — B.Q. — 245-01  to  245-41  Northern  Boulevard, 
north  side,  140  feet  east  of  244th  Street,  Block  8112,  Lots 
106,  11,  17,  Douglaston,  Borough  of  Queens,  Community 
Board  #11,  N.B.  834-73,  re-  shopping  mall  with  parking, 
C2-2,  R3-2,  Rl-2  district. 


3-74-BZ — B.M. — 846  to  850  Second  Avenue,  and  301  to 
303  East  45th  Street,  northeast  corner,  Block  1338,  Lots 
1,  3,  Borough  of  Manhattan,  Community  Board  #6, 
N.B.  60-73,  re-  multiple  dwelling  with  stores,  C6-4  dis¬ 
trict. 


4-74-A — B.Q. — 420  Beach  49th  Street,  southeast  corner 
of  Norton  Avenue,  Block  15973,  Lots  1,  6,  15,  20,  Edge- 
mere,  Borough  of  Queens,  N.B.  735-73,  re-  Revocation 
of  Buildng  Permit. 


5-74-BZ — B.R. — 250  Parkinson  Avenue,  west  side,  303.40 
feet  south  of  Ledyard  Place,  Block  3223,  Lot  1 7,  Gras¬ 
mere,  Borough  of  Richmond,  Community  Board  #3, 
Alt.  No.  328-73,  re-  extension  to  existing  school  building, 
Ml-1  district. 


6-74-A — B.B. — 2900  Bragg  Street,  southwest  corner  of 
Emmons  Avenue,  Block  8815,  Lot  112,  Borough  of  Brook¬ 
lyn,  N.B.  96-73,  re-  Revocation  of  Building  Permit. 


7-74-A— B.Bx. — 5601  Palisade  Avenue,  999.77  feet  north 
of  254th  Street,  Block  5933,  Lot  46,  Borough  of  The 
Bronx,  N.B.  168-72,  re-  Revocation  of  Building  Permit. 


8-74-SM — Weyerhaeuser  Company,  panel  15  siding  ma¬ 
terial,  manufactured  by  Weyerhaeuser  Company,  Ma¬ 
terial. 


9-74-SM — Weyerhaeuser  Company,  interior  finish  ma¬ 
terial,  manufactured  by  Weyerhaeuser  Company,  Material. 


10-74-SA — The  Viking  Corporation,  viking  firecycle  sys¬ 
tem  Model  B-2,  manufactured  by  The  Viking  Corpora¬ 
tion,  Appliance. 


11-74-A — B.Bx. — 6375  Broadway,  west  side,  230.80  feet 
north  of  West  254th  Street,  Block  5841,  Lot  1994,  Bor¬ 
ough  of  The  Bronx,  N.B.  28-73,  re-  Revocation  of  Build¬ 
ing  Permit. 


12-74-A — B.M. — 31  Union  Square  West  and  21  East  16th 
Street,  northwest  corner,  Block  844,  Lot  17,  Borough  of 
Manhattan,  Alt.  No.  1157-73,  re-  egress,  elevator  shaft 
enclosures,  public  corridors,  C6-1  district. 


13-74-BZ — B.Bx. — 1630  Castle  Hill  Avenue,  east  side, 
1.99  feet  south  of  Glover  Street,  Block  3989,  Lots  10,  11, 
Borough  of  The  Bronx,  Community  Board  #9,  N.B. 
405-73,  re  -two  family  dwelling,  R6  district. 


14-74-A — B.B. — 1627  Broadway,  north  side,  70  feet  east 
of  Eldert  Street,  Block  3414,  Lot  5,  Borough  of  Brooklyn, 
Alt.  No.  1564-73,  re-  proposed  church. 


16-74-SM — Haveg  Industries  Incorporated,  Teflon  in¬ 
sulated  cable  per  Local  Law  #5  used  in  fire  protection 
systems,  manufactured  by  Haveg  Industries  Incorporated, 
Material. 


17-74-SM — Studco  Corporation,  studco  light  gage  steel 
framing,  manufactured  by  Studco  Corporation,  Material. 


18-74-SM — Studco  Corporation,  studco  light  gage  steel 
framing,  two  hour  fire  rated  wall  and  partition  studs, 
manufactured  by  Studco  Corporation,  Material. 


19-74-BZ — B.Bx. — 5714  to  5716  Mosholu  Avenue,  south 
side,  161  feet  east  of  Fieldston  Road,  and  5711  to  5719 
Faraday  Avenue,  Block  5855,  Lots  2234,  2237,  Borough 
of  The  Bronx,  Community  Board  #14,  N.B.  266-73,  re¬ 
school  and  home  for  elderly,  Cl-2,  R4,  R3-2  district. 


20-74-BZ — B.Bx. — 1882  to  1886  Jerome  Avenue,  east 
side,  51.45  feet  north  of  Mt.  Hope  Place,  Block  2852, 
Lot  4,  Borough  of  The  Bronx,  Community  Board  #5, 
Alt.  No.  334-73,  re-  change  of  use  from  stores  to  auto 
repair  shop  and  parking,  C2-4  district. 


21-74-BZ— B.Q. — 136-26  37th  Avenue,  south  side,  60.35 
feet  west  of  138th  Street,  Block  4978,  Lot  13,  Flushing, 
Borough  of  Queens,  Community  Board  #7,  N.B.  827-73, 
re-  parking  for  office  building,  C4-2  district. 

APPLICATION  FOR  EXTENSION  OF  TIME 
TO  COMPLETE  CONSTRUCTION 

(Filed  pursuant  to  Section  11-324) 

1-74-BZY— B.Bx.— 685  White  Plains  Road,  Block  3563, 
Lots  1,  19,  20,  56,  61,  65,  66,  67,  68,  69,  71,  73,  N.B.  406-73. 


2-74-BZ Y — B.B. — 1702  to  1750  Avenue  R,  Block  6821, 
Lots  201,  212,  N.B.  91-73. 


3-74-BZY — B.Bx. — 2200  Givan  Avenue,  Block  5141,  Lot 
300,  N.B.  3-73. 


4-74-BZY — B.Bx. — 3355  White  Plains  Road,  Block  4624, 
Lot  37,  N.B.  188-73. 


5-74-BZY— B.Bx.— 799  Gun  Hill  Road,  Block  4658,  Lot 
21,  N.B.  130-73. 


6-74-BZY— B.Q. — 1526  New  Haven  Avenue,  Block  15622, 
Lot  1,  N.B.  1070-72. 


7-74-BZY — B.B. — 5811  Ditmas  Avenue,  Block  7916,  Lots 
1,  2,  5,  8,  9,  N.B.  63-73. 


8-74-BZY — B.B. — 2900  Bragg  Street,  Block  8815,  Lot 
112,  N.B.  96-73. 


9-74-BZY — B.B. — 2316  Surf  Avenue,  Block  7070,  Lots 
120,  126,  N.B.  89-73. 


10-74-BZY — B.R. — 3565  Hylan  Boulevard,  Block  5108, 
Lot  1,  Alt.  No.  59-73. 


11-74-BZY — B.B. — 55-59  Pierrepont  Street,  Block  236, 
Lot  15,  Alt.  No.  1659-73. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build* 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — ■ 
Health  Department;  F.D. — Fire  Department. 


15-74-A — B.M. — 122  to  130  East  22nd  Street,  southwest 
corner,  Block  877,  Lot  74,  Borough  of  Manhattan,  Alt. 
No.  428-73,  re-  Revocation  of  Building  Permit. 
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FEBRUARY  13,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  February  13,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

19-70-BZ 

APPLICANT — F.  Hale  Atkinson  for  Park  Riding  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  January  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  riding  academy 
and  stable. 

PREMISES  AFFECTED — 49  Caton  Place,  26  East  8th 
Street,  northwest  corner,  Block  5320,  Lot  23,  Borough  of 
Manhattan. 


923-57-BZ 

■  APPLICANT — Lugwig  P.  Bono  for  the  Square  Sanitarium 
Incorporated  (Westchester  Square  Hospital),  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  26, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
for  more  than  five  motor  vehicles,  the  use  for  such  pur¬ 
pose  to  be  restricted  to  doctors  and  attendants  at  the  hos¬ 
pital  and  for  visitors  and  patients  of  the  hospital ;  the  lot 
will  be  used  solely  as  an  appurtenance  to  the  hospital 
which  is  across  the  street. 

PREMISES  AFFECTED— 2449-2451  St.  Raymond  Avenue, 
1601-1649  Seddon  Street,  northwest  corner  and  2446-2448 
Dorsey  Avenue,  Block  3992,  Lots  32,  37  and  40,  Borough 
of  The  Bronx. 


549-67-BZ 

APPLICANT — Atkin  and  Bassolino  for  Warm  Oil  and 
Coal  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  November  26,  1973 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  an  R3-2  district,  at  an  existing  coal  and  oil  establish¬ 
ment,  structural  alterations  to  the  existing  silos  to  provide 
accessory  parking. 

PREMISES  AFFECTED— 7-9  Elm  Tree  Lane,  south  side, 
80.57  feet  west  of  Forest  Road,  Block  5651,  Lots  245  and 
250,  Borough  of  The  Bronx. 


707-48-BZ — Vol.  II 

APPLICANT — George  Perotto  for  Perotto  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  15, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district  at 
an  existing  gasoline  service  station,  the  enlarging  of  the 
present  accessory  service  bay,  the  additional  uses  of  minor 
auto  repairs  with  hand  tools  only  for  adjustments  main¬ 
tained  solely  within  the  accessory  building  and  the  parking 
of  motor  vehicles,  it  is  also  proposed  to  make  minor 
changes  to  the  curb  cuts  on  Parsons  Boulevard  to  install 
six  (6)  additional  550  gallon  gasoline  tanks  for  a  total  of 
twelve  such  tanks  and  rearrange  one  gasoline  pump  island. 


PREMISES  AFFECTED — 77-02  Parsons  Boulevard,  south¬ 
west  corner  of  77th  Avenue,  Block  6812,  Lot  39,  Flush¬ 
ing,  Borough  of  Queens. 


303-72-BZ 

APPLICANT — Aaron  Halpern  for  Robert  Fleer,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  19, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  73-211  of  the  Zoning 
Resolution,  permitting  in  a  C2-3  district,  the  erection  and 
maintenance  of  an  automotive  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED — 1249  Nostrand  Avenue,  north¬ 
east  corner  of  Parkside  Avenue,  Block  4827,  Lots  1,  3, 
Borough  of  Brooklyn. 


7-73-BZ 

APPLICANT — Millard  Bresin  for  Amoco  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition  under  Sections 
73-211  and  11.-412  of  the  Zoning  Resolution,  permitting  in 
a  C2-2  district  the  erection  of  a  one  story  enlargement  to 
an  existing  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED — 3065  Westchester  Avenue, 
northwest  corner  of  Hobart  Avenue,  Block  4195,  Lot  1 
(formerly  Lots  1,  5,  6  and  7),  Borough  of  The  Bronx. 


508-73-BZ 

APPLICANT — Wuest  &  Bailey  for  Vincent  Gaudiello, 
owner ;  Thomas  Hoyt,  lessee. 

SUBJECT — Application  September  12,  1973 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  con¬ 
version  of  a  one  family  dwelling  to  a  two  family  dwelling 
that  creates  non-compliance  in  floor  area  ratio,  open  space 
ratio,  lot  area  per  room,  accessory  parking,  and  parking 
in  the  front  yard. 

PREMISES  AFFECTED — 214-36  40th  Avenue,  south  side, 
80  feet  east  of  214th  Place,  Block  6289,  Lot  5,  Bayside, 
Borough  of  Queens.  Community  Board  #11. 


510-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  J.  Jones, 
Sr.,  Edward  J.  Jones,  Jr.,  Vivian  J.  Smith  and  Delbert 
C.  Smith,  owners,  Ford  Leasing  Development  Company, 
lessee. 

SUBJECT — Application  September  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1,  Cl-1!  and  R3-2  district, 
the  erection  of  an  automobile  showroom  with  accessory 
sales  and  service,  and  with  accessory  parking  in  the  open 
area. 

PREMISES  AFFECTED— 2500  Victory  Boulevard  and 
657  Willowbrook  Road,  Northeast  corner  of  Gannon 
Avenue,  Block  751,  Lots  9  and  45,  Willowbrook,  Borough 
of  Richmond.  Community  Board  #3. 


511-73-A 

APPLICANT — ’Leonard  F.  Rothkrug  for  Edward  J.  Jones, 
Sr.,  Edward  J.  Jones,  Jr.,  Vivian  J.  Smith  and  Delbert  C. 
Smith,  owners;  Ford  Leasing  Development  Company 
lessee. 
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SUBJECT — Application  September  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  Auto 
Show  Room. 

PREMISES  AFFECTED— 2500  Victory  Boulevard  and 
657  Willowbrook  Road,  northeast  corner,  of  Gannon  Ave¬ 
nue,  Block  751,  Lots  9  and  45,  Willowbrook,  Borough  of 
Richmond. 


541-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Ben  Dyk  Asso¬ 
ciates,  Incorporated,  owner. 

SUBJECT — Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  six  story  multiple  dwelling  that  encroaches  on  the 
required  side  setback. 

PREMISES  AFFECTED — 490  Clove  Road,  west  side, 
233.24  feet  south  of  Delafield  Avenue,  Block  230,  Lot  54, 
Port  Richmond,  Borough  of  Richmond.  Community  Board 
#1. 


629-73-BZ 

APPLICANT — The  Lenox  School,  owner. 

SUBJECT — Application  November  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  RIO  and  R8  district,  the 
erection  of  a  sixth  floor  addition  to  an  existing  5  story 
school  that  will  encroach  into  the  required  rear  yard. 

PREMISES  AFFECTED — 154  East  70th  Street,  south  side, 
80.6  feet  east  of  Lexington  Avenue,  Block  1404,  Lot  49, 
Borough  of  Manhattan.  Community  Board  #8. 

JOSEPH  B.  KLEIN,  Chairman 


FEBRUARY  13,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  February  13,  1974,  at  2  o’clock  at 
80  Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

436-72-SA 

APPLICANT — LaBour  Company — centrifugal  pump  for 
chemical  processes. 


231-73-SA 

APPLICANT — Norris  Industries — fire  extingishing  sys¬ 
tems. 


234-73-SA 

APPLICANT — Seeburg  Corporation  of  Delaware — vending 
machine  for  hot  liquids. 


235-73-SA 

APPLICANT — Seeburg  Corporation  of  Delaware — vending 
machines. 


246-73-SA 

APPLICANT — ADT  Company,  Incorporated — transmitter 
for  sprinkler  system. 


1-74-SA 

APPLICANT — General  Cable  Corporation,  Apparatus  Di¬ 
vision,  Mopeco  Product  Line — supply  of  electrical  power 
and  ventilation  of  manholes  with  heated  or  unheated  air. 


580-73-A 

APPLICANT — Otis  Elevator  Company  for  New  York  City 
Health  and  Hospital  Corporation,  owner. 

SUBJECT — Application  November  1,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  automatic  cart 
lift. 

PREMISES  AFFECTED — 425  Morris  Avenue  and  230  east 
149th  Street,  southwest  corner,  Block  2335,  Lots  16,  Bor¬ 
ough  of  The  Bronx. 


588-73-A 

APPLICANT — Sheldon  Lobel  for  345  Park  South  Asso¬ 
ciation,  owner. 

SUBJECT — Application  November  5,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  re-entry  from  stair¬ 
ways. 

PREMISES  AFFECTED— 343-361  Park  Avenue  South, 
northeast  corner  of  East  25th  Street,  Block  881,  Lot  1, 
Borough  of  Manhattan. 


615-73-A 

APPLICANT — Tri-Par  Combustion  Corporation,  owner. 

SUBJECT — Application  November  16,  1973 — appeal  from  a 
decision  of  the  Fire  Commisioner,  re-  transportation  of 
fuel  oil  in  tank  trucks  through  city  streets  not  in  conformity 
with  the  requirements  of  the  Administrative  Code  of  the 
City  of  New  York. 


661-73-A 

APPLICANT — Boron  Oil  Company,  owner. 

SUBJECT — Application  December  7,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Harley-Davidson  Two  Cycle 
Motor  Oil,  in  16  ounce  metal  beer  style  can  with  pull  tab 
top,  not  in  compliance  with  the  regulation  of  the  Admin¬ 
istrative  Code  of  New  York  City. 


699-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  St.  Andrew’s  Associates,  lessee. 

SUBJECT — Application  December  26,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED — 50-54  West  58th  Street,  south 
side,  195  feet  east  of  the  Avenue  of  the  Americas,  Block 
1273,  Lots  64  and  65,  Borough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 


FEBRUARY  19,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  19,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

57-65-A 

APPLICANT — Emanuel  Weiner  for  Raymond  Heetiner, 
owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  31, 
1974 — appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  exits,  stairs  to  cellar,  stairway  to  street ;  pre¬ 
viously  granted  on  condition. 

PREMISES  AFFECTED — 2912  3rd  Avenue,  east  side, 
126.30  feet  south  of  East  152nd  Street,  Block  2362,  Lot  12, 
Borough  of  The  Bronx. 


791-72-A 

APPLICANT — Martyn  and  Don  Weston  for  Frederick  W. 
Richmond  Foundation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent  re-  egress  from  each  apartment; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 73-79  Middagh  Street,  north¬ 
west  corner  of  Henry  Street,  Block  211,  Lot  22,  Borough 
of  Brooklyn. 


779-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Brooklyn  Section, 
National  Council  of  Jewish  Women,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  February  13, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  73-641  and  72-21  of 
the  Zoning  Resolution,  permitting  in  a  C8-2  and  R5  dis¬ 
trict,  the  enlargement  in  area  of  an  existing  three  story 
building  by  adding  two  additional  stories  and  a  five  story 
horizontal  addition  that  will  exceed  the  permitted  floor 
area  ratio  and  lot  coverage,  encroaches  on  the  required 
side  and  rear  yards,  penetrates  the  sky  exposure  plane  and 
without  the  required  accessory  parking. 

PREMISES  AFFECTED— 1001-1005  Quentin  Road,  1671- 
1683  East  10th  Street,  northeast  corner,  Block  6642,  Lot 
45,  Borough  of  Brooklyn. 

720-59-BZ 

APPLICANT — Walter  T.  Gorman  for  Mobil  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7a  and  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  reconstruction  of  an  existing  gasoline 
service  station  with  the  conjunctive  uses  of  brake  testing 
station,  lubritorium,  car  washing,  sale  of  accessories  and 
extend  such  uses  to  include  minor  auto  repairs,  parking 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 619-641  Coney  Island  Avenue, 
east  side,  1-5  Slocum  Place  and  2-8  Matthews  Place,  be¬ 
tween  Slocum  Place  and  Matthews  Place,  Block  5141, 
Lot  53  (formerly  Lots  53  and  74),  Borough  of  Brooklyn. 


932-23-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  5002  7th  Avenue 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  April  1,  1967— decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  7f  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  reconstruction  of  existing  garage, 
and  the  additional  use  of  gasoline  service  station. 

PREMISES  AFFECTED — 5002  7th  Avenue  and  674-684 
50th  Street,  southwest  corner,  Block  793,  Lot  31,  Borough 
of  Brooklyn. 


426-31-BZ— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Louis  Richman, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  October  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  change  in  occupancy  from  a  storage 
garage  for  more  than  five  cars,  automobile  repairs  in 
connection  with  public  and  garage  and  gasoline  service 
station,  all  perviously  granted  by  the  Board,  to  motor 
vehicle  repair  shop,  collision  repairs,  auto  painting  and 
spraying  and  parking  of  cars  awaiting  service. 

PREMISES  AFFECTED— 2312-2316  Atlantic  Avenue, 
south  side,  79  feet  11  inches  west  of  Eastern  Parkway, 
Block  1435,  Lot  36,  Borough  of  Brooklyn. 

40-73-BZ 

APPLICANT — Gaspare  Rosario  Santoro  for  Anthony 
Licastri,  owner. 

SUBJECT — Application  January  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  enlargement  to  an  existing  store  and  residential 
building  that  increases  the  degree  of  non-conformity  and 
non-compliance. 

PREMISES  AFFECTED — 128  Sand  Lane,  west  side,  40.01 
feet  south  of  McClean  Avenue,  Block  3274,  Lots  32,  30, 
South  Beach,  Borough  of  Richmond.  Community  Board  #3. 

Laid  over  from  January  8,  1974,  at  the  request  of  the 

applicant  to  complete  the  papers,  and  for  hearing. 


597-73-BZ 

APPLICANT — Jerome  L.  Grushkin  for  New  Willowbrook 
Development  Corporation,  owner. 

SUBJECT — Application  November  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  two  family  dwelling  that  penetrates  the  sky-exposure 
plane. 

PREMISES  AFFECTED — 60  Rupert  Street,  southeast  cor¬ 
ner  of  Soren  Street,  Block  1971,  Lot  7,  Willowbrook, 
Borough  of  Richmond.  Community  Board  #3. 

Laid  over  from  January  15,  1974,  for  continued  hearing, 
at  the  request  of  the  Community  Planning  Board  #3. 


128-73-BZ 

APPLICANT — Weinberg  &  Kirshenbaum  for  Albert  Fish¬ 
man,  owner. 

SUBJECT — Application  February  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  conversion 
of  a  one  story  and  basement  building  from  store  and  two 
family  dwelling  to  an  animal  hospital  and  one  family 
dwelling. 

PREMISES  AFFECTED — 8423  Flatlands  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  8005,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #17. 


129-73-A 

APPLICANT — Weinberg  &  Kirshenbaum  for  Albert  Fish¬ 
man,  owner. 

SUBJECT — Application  February  26,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  extension  of 
commercial  use  within  a  frame  building. 
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PREMISES  AFFECTED— 8423  Flatlands  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  8005,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 


564-73-BZ 

APPLICANT — Sheldon  Lobel  for  Celebrity  Checks,  Incor¬ 
porated,  owner. 

SUBJECT — Application  October  24,  1973- — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5 
district  the  erection  of  a  four  story  bank  and  office  building 
that  exceeds  the  permitted  floor  area  ratio,  penetrates  the 
sky  exposure  plane  and  has  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED — 34-45  Junction  Boulevard, 

northeast  corner  of  35th  Avenue,  Block  1730,  Lot  31,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #3. 


612-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  North  Conduit 
Properties,  Incorporated,  owner. 

SUBJECT — Application  November  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall,  has 
less  than  the  required  open  space  ratio,  lot  area  per  room 
and  minimum  distance  between  building,  encroaches  on  the 
required  front  and  side  yards,  penertates  the  sky  exposure 
plane  and  with  balconies  within  the  required  open  space. 

PREMISES  AFFECTED— 185-01/09  141st  Avenue  and 
140-19/41  Coombs  Street,  northeast  corner,  Block  13044, 
Lot  44,  Springfield  Gardens,  Borough  of  Queens.  Com¬ 
munity  Board  #13. 


613-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  North  Conduit 
Properties,  Incorporated,  owner. 

SUBJECT — Application  November  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  distance  be¬ 
tween  buildings. 

PREMISES  AFFECTED— 185-01/09  141st  Avenue  and 
140-19/41  Coombs  Street,  northeast  corner,  Block  13044, 
Lot  44,  Springfield  Gardens,  Borough  of  Queens. 


669-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Abraham  Feinberg,  owner,  West  52nd  Street 
Operating  Corporation,  lessee. 

SUBJECT — Application  December  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C5-3  dis¬ 
trict,  in  an  existing  nine  story  and  penthouse  garage  and 
restaurant  structure,  the  addition  to  the  restaurant  use  to 
include  cabaret. 

PREMISES  AFFECTED— 27-39  West  52nd  Street,  north 
side,  432.6  feet  west  of  5th  Avenue,  Block  1268,  Lots  15, 
16,  17  and  18,  Borough  of  Manhattan.  Community  Board 
#5. 


224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT — Application  April  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  for  an  existing  steam  plant. 

PREMISES  AFFECTED— 1100  York  Avenue,  northeast 
corner  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8  and  6. 

Laid  over  from  January  8,  1974,  for  continued  hearing. 


473-73-BZ 

APPLICANT — Upham,  Meeker  &  Weithorn  for  Jaybar 
Realty  Corporation,  owner;  Melpal  Restaurant,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  August  17,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  in  an  existing 
one  story  building  occupied  with  retail  stores  the  addition 
to  the  uses  of  one  store  occupied  as  a  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 1784  Jerome  Avenue,  east  side, 
52.6  feet  south  of  176th  Street,  Block  2850,  Lot  9,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #5. 

Hearing  closed. 

JOSEPH  B.  KLEIN,  Chairman 


FEBRUARY  19,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  February  19,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

502-73-SM 

APPLICANT — Raymond  C.  Frobosilo  and  Samuel  W.  Le¬ 
vine — retractable  barrier  for  fire  escape  windows. 


461-73-A 

APPLICANT — Arthur  W.  Cattrill  for  Cambridge  Tile 
Manufacturing  Company,  owner. 

SUBJECT — Application  August  10,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Camset  C-100”,  in  five  (5) 
and  three  and  one  half  (3*4)  gallon  Polyethylene  pails,  not 
in  compliance  with  regulation  of  the  Administrative  Code 
of  New  York  City. 


577-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Joseph  Fago,  owner. 

SUBJECT — Application  November  1,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 149  Fulton  Street,  west  side, 
279.06  feet  south  of  Warren  Street,  Block  562,  Lot  90, 
Stapleton,  Borough  of  Richmond. 


586-73-A 

APPLICANT — T.  J.  Walocha  for  Bell  &  Howell  Business 
Group,  owner. 

SUBJECT — Application  November  5,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  com¬ 
bustible  mixture  known  as  Positive  Toner  Starter — Posi¬ 
tive  Toner  Replenisher — Reversal  Toner  Starter — Reversal 
Toner  Replenisher — Type  400  Reversal  Starter  Toner — 
Type  400  Reversal  Replenisher  in  one  quart  polyethylene 
bottles,  not  in  compliance  with  regulations  of  the  Adminis¬ 
trative  Code  of  New  York  City. 
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627-73-A 

APPLICANT — Cities  Service  Oil  Company,  owner. 

SUBJECT — Application  November  26,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Citgo  extra  range  2  cycle 
engine  oil”  in  one  pint  metal  sealed  can,  “Citgo  extra 
range  snowmobile  oil”  in  one  quart  metal  sealed  can,  not 
in  compliance  with  regulations  of  the  Administrative  Code 
of  New  York  City. 


628-73-A 

APPLICANT — Cities  Service  Oil  Company,  owner. 

SUBJECT — Application  November  26,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  com¬ 
bustible  mixture  konwn  as  “Yamalube  2  cycle  engine  oil” 
in  one  quart  fiber  sealed  can,  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  New  York  City. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  IS,  1974,  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll. 

356-72-A 

APPLICANT — Louis  Lieberman  for  Columbia  Institute  of 
Chiropractic,  owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
amend  resolution  (on  motion  of  Board) — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  live  load, 
egress,  winders  and  width  of  stairs ;  previously  granted 
on  condition. 

PREMISES  AFFECTED— 261-263  West  71st  Street,  north 
side,  172  feet  east  of  West  End  Avenue,  Block  1163,  Lots 
8,  &y2.  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  appeal  was  granted  by  the  Board  on 
October  31,  1972,  on  certain  conditions;  and 
Whereas,  Objection  C5  was  inadvertently  omitted  from 
the  publication  of  the  decision  of  the  Borough  Superintendent. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
31,  1972,  so  that  as  amended  it  shall  read: 

Whereas,  the  decision  of  the  Borough  Superin¬ 
tendent,  dated  May  5,  1972  on  Alt.  Applic.  317-71,  reads: 

“C2 — Class  III  building  not  permitted  as  a  Public 
building  higher  than  2  stories,  sect.  C26-254  (A.  C.). 

C3 — Based  on  an  occupancy  load  of  more  than  one 
(1)  person  per  50  sq.  ft.,  two  means  of  egress  required 
C26-273  [6.1.2.2.3(3)a(2) ]. 

C4 — Min.  width  of  stairs  to  be  44"  C26-292(i) 
A.  C. 

C5 — Winders  are  not  permitted  for  stair  that  is  a 
primary  means  of  egress  C26-292  [6.4.1.4(d)]  A.  C.” 
and 

Whereas,  the  premises  were  inspected  by  a  com¬ 
mittee  of  the  Board  which  recommended  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  May  5,  1972,  acting  on  Alt.  Applic. 
317-71,  Objection  Nos.  C2,  C3,  C4  and  C5  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  substan¬ 
tially  conform  to  drawings  marked  “Received  May  18, 
1972,"  7  sheets  and  “October  19,  1972,”  6  sheets;  and 
that  all  laws,  rules  and  regulations  applicable  thereto 
shall  be  complied  with. 


118-53-BZ 

APPLICANT — Henry  H.  Jenet  for  Henry  H.  and  August 
Jenet,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  19,  1973;  and  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 


7e  of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  business  building 
(retail  stores)  with  a  loading  and  unloading  area,  and  to 
permit  a  business  entrance  (curb  cut)  to  rear  of  proposed 
structure. 

PREMISES  AFFECTED— 106-57  to  106-61  160th  Street, 
east  side,  25  feet  north  of  107th  Avenue,  Block  10128, 
Lot  50  (formerly,  106-57  to  106-65  160th  Street  and  100-01 
to  100-09  107th  Avenue,  northeast  corner,  Block  '10128, 
Lots  48  and  50),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Henry  R.  Jenet. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  term  of  variance  extended  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  19,  1953,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  January  15,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  19,  1953,  as  amended  through 
June  15,  1954,  by  adding  thereto: 

“that  this  variance  shall  continue  for  a  term  of  one  year 
from  the  date  of  this  amended  resolution ;  that  the 
premises  affected  shall  be  reduced  in  area  by  omitting 
Lot  48 ;  and  that  access  shall  be  permitted  to  the  loading 
and  unloading  area  by  easement  over  Lot  48,  on  condition 
that  all  fences  along  the  north  and  east  lot  lines  of 
Lot  50,  and  the  east  lot  line  and  rear  portion  of  the 
building  line  of  Lot  48  along  107th  Avenue,  shall  be 
repaired  and  maintained  in  good  condition ;  that  the 
entire  open  area  at  the  rear  of  Lot  50,  and  the  rear  of 
Lot  48  over  which  the  easement  is  provided,  shall  be 
paved  in  accordance  with  the  rules  and  regulations  of 
the  Department  of  Buildings ;  that  sidewalk,  curb  and 
curb  cut  shall  be  installed  on  107th  Avenue  in  front  of 
the  aforementioned  portion  of  Lot  48  in  compliance  with 
the  rules  and  regulations  of  the  Department  of  High¬ 
ways  ;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects ;  and 
that  a  new  Certificate  of  Occupancy  shall  be  obtained." 
(N.B.  7417-52) 


707-56-BZ — Vol.  II 

APPLICANT — Atkin  and  Bassolino  for  Leonard  and  Joseph 
Mallimson,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  21,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7f,  7e  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubrication,  auto  washing— non  automatic,  office,  sale  of 
accessories,  minor  repairs  with  hand  tools  only,  safety 
inspection  station  and  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 1500-1,510  Williamsbridge  Road 
and  1601-1611  Eastchester  Road,  northeast  corner,  Block 
4082,  Lot  5  (formerly  Lots  5  and  10),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  Gibson. 
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ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  . .  0 

THE  RESOLUTION— 


W  hereas,  this  application  was  granted  by  the  Board  on 
!  April  21,  1959,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
i  on  January  15,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  21, 
1959,  as  am  ended  through  June  9,  1959,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
.  shall  read : 

“granted  for  a  term  of  ten  years  from  April  21,  1974,  to 
permit  .  .  .;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  1818-56) 


600-71-BZ 

APPLICANT — Albert  Melniker  for  Emma  J.  and  Walter 
H.  Stiering,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  in  an  existing  two 
story  building  the  extension  of  the  store  to  occupy  the 
entire  first  floor  with  accessory  storage. 

PREMISES  AFFECTED — 905  Forest  Avenue,  north  side, 
137.5  feet  west  of  Elizabeth  Street,  Block  225,  Lot  52, 
West  New  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  14,  1972,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  14,  1972,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  253-71) 


656-72-BZ 

APPLICANT — Otto  J.  Schumm  for  St.  Jacobus  Lutheran 
Church,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R5  dis¬ 
trict,  the  erection  of  a  two  story  enlargement  to  a  church 
and  community  facility  structure  that  encroaches  on  the 


required  front  and  side  yards,  exceeds  the  permitted  lot 
coverage  and  without  the  required  accessory  parking. 

PREMISES  AFFECTED — 72-01  43rd  Avenue,  northeast 
corner  of  72nd  Street,  Block  1353,  Lot  1,  Woodside,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Otto  J.  Schumm. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  o 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  16,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
16,  1973,  by  adding  thereto: 

“that  part  of  the  building  may  be  omitted,  on  condition 
that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  No¬ 
vember  15,  1973’,  seven  sheets;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Alt.  680-72) 


341-72-A 

APPLICANT — Salamon  and  Salamon  for  Wallace  and 
Wallace  Fuel  Oil  Company,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  Fuel  Oil  Transportation  trucks; 
previously  granted  on  condition. 

APPEARANCES— 

For  Applicant:  David  Gruber  and  Betty  Clark. 

For  Administration:  Lt.  T.  W.  Milne,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
10  A.M.,  Special  Order  Calendar,  for  decision. 


297-72-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Johnad  Realty 
Corporation,  owner;  Ford  Leasing  Development  Company, 
lessee. 

SUBJECT — Application  reopened  May  29,  1973  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Sections 
11-412  and  73-49  of  the  Zoning  Resolution,  to  permit  in  a 
C8-1  and  R6  district,  at  an  existing  automotive  sales  and 
service  establishment  previously  before  the  Board,  the  ex¬ 
pansion  of  the  use  of  the  existing  non-storage  garage  to 
include  roof  parking. 

PREMISES  AFFECTED— 630-646  East  Fordham  Road, 
southwest  corner  of  Belmont  Avenue,  Block  3078,  Lots  48, 
57,  Borough  of  The  Bronx.  Community  Board  #6. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1974,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  infor¬ 
mation  ;  hearing  closed. 


286-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Interstate  Lath, 
Plaster  &  Drywall  Corporation,  owner. 
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SUBJECT— Application  May  9,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-52  oi 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5  dis¬ 
trict,  a  one  story  and  two  story  enlargement  to  an  existing 
one  story  building  and  the  change  in  use  from  restaurant 
to  a  building  contractors  establishment  with  offices  that 
will  encroach  on  the  required  rear  yard. 

PREMISES  AFFECTED— 1050  East  Gun  Hill  Road  and 
3340  Hone  Avenue,  southeast  corner,  Block  4638,  Lot  25, 
Borough  of  The  Bronx.  Community  Board  #13. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  February  5,  1974,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  the 
applicant. 

377-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Samuel  Hofstein, 
owner. 

SUBJECT— Application  June  19,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the.  erection  of  a 
two  story  and  basement  office  building  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 43-14  Little  Neck  Parkway, 
west  side,  324.53  feet  north  of  Northern  Boulevard,  Block 
8129,  Lot  44,  Little  Neck,  Borough  of  Queens.  Community 
Board  #11. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Jesse  Gruber,  Frank  and  Martha  Beam. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1974,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  the 
applicant. 


389-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Rosario  P.  Drago ; 
Drago  Funeral  Home,  owner. 

SUBJECT— Application  June  27,  1973— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-27 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the 
reconstruction  and  enlargement  in  area  of  a  funeral  estab¬ 
lishment  that  will  exceed  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED— 43-10  30th  Avenue,  south  side, 
48  feet  east  of  43rd  Street,  Block  697,  Lots  68  and  115, 
Astoria,  Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1974,  at 
10  A.M.  for  decision,  hearing  closed;  applicant  to  submit 
additional  information. 


394-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Paul  and  Nunzia 
Petrone,  owners. 

SUBJECT — Application  June  19,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of 
an  accessory  five  car  garage  to  an  automobile  repair  shop. 

PREMISES  AFFECTED— 211-21  and  211-27  45th  Road, 
north  side,  200  feet  east  of  211th  Road,  Block  1713,  Lots 
46  and  47,  Bayside,  Borough  of  Queens.  Community  Board 
#11. 


APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Sylvester  J. 
Garamella. 

For  Opposition:  Frances  Nowakowski,  Dorothy  Dom- 
broski  and  John  Trypuc,  Sr. 

ACTION  OF  BOARD— Laid  over  to  January  29,  1974,  at 
10  A.M.,  for  decision;  hearing  closed. 


406-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Shaare  Zion  Con¬ 
gregation,  owner. 

SUBJECT — Application  July  6,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  and  R5  district,  the 
erection  of  a  four  story  enlargement  to  a  Synagogue  for 
use  as  a  youth  center  with  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED— 2003  East  5th  Street  and  2030 
Ocean  Parkway,  west  side,  182.2  feet  south  of  Avenue  T, 
Block  7108,  Lots  17,  18,  69,  78  and  79,  Borough  of  Brook¬ 
lyn.  Community  Board  #13. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug,  Abe  M.  Cohen, 
Mac  A.  Haddad,  Rabbi  Jacob  S.  Kassi. 

For  Opposition :  Theresa  Randozzo,  Michael  Arcuri, 
Joseph  Pannizzo,  Joseph  Zacchi,  Laura  and  Joseph 
Tesoriero,  Salvatore  Minegers,  William  E.  Wiseman, 
Brian  E.  Comerford,  Joseph  Nagaliei,  Thomas  Tedesco, 
William  F.  Wiseman,  C.  F.  Jordan,  and  many  others. 

ACTION  OF  BOARD— Laid  over  to  February  5,  1974,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  infor¬ 
mation  ;  hearing  closed. 


435-73-BZ 

APPLICANT — Meier-Marus  for  E.  N.  Madison,  owner. 
SUBJECT— Application  July  26,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-33  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  installation 
of  an  oxygen  storage  tank  that  exceeds  the  permitted  size. 
PREMISES  AFFECTED— 40-14  19th  Avenue,  southwest 
corner  of  41st  Street,  Block  801,  Lots  35  and  41,  Astoria. 
Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Frank  G.  Meier,  John  D.  Doty  and  Stan 
Novalany. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  January  29,  1974,  at 
10  A.M.,  for  decision,  hearing  closed;  applicant  to  submit 
additional  information. 


491-73-BZ 

APPLICANT— James  Whitford,  Jr.  for  Richmond  County 
Savings  Bank,  owner. 

SUBJECT— Application  August  23,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  for  a  term  of 
five  years,  the  maintenance  of  a  trailer  as  an  enlargement 
to  a  bank  that  increases  the  degree  of  non-conformity. 
PREMISES  AFFECTED— 1460  Richmond  Avenue,  south¬ 
west  corner  of  Lander  Avenue,  Block  1595,  Lot  20,  Bulls 
Head,  Borough  of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  John  Bruno  and 
James  Whitford,  Jr. 

For  Opposition :  None. 
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ACTION  OF  BOARD — Laid  over  to  January  29,  1974,  at 
10  A.M.,  for  decision,  hearing  closed;  applicant  to  submit 
additional  information. 


492-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Commodore  Hotel 
of  Belle  Harbor,  Incorporated,  owner. 

SUBJECT — Application  August  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
four  story  domiciliary  care  facility  that  exceeds  the  per¬ 
mitted  floor  area  ratio. 

PREMISES  AFFECTED — 198  Beach  127th  Street,  south¬ 
east  corner  and  126-11  Rockaway  Beach  Boulevard,  Block 
16236,  Lots  1  and  95,  Belle  Harbor,  Borough  of  Queens. 
Community  Board  #14. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Harry  Soled  and 
Emil  Rausman. 

For  Opposition:  Walter  Ward,  Jack  R.  Schekira,  Burton 
F.  Salpeter,  M.D.,  Gerdi  Lipschitz,  May  C.  Fetscher, 
Mae  Weinschee,  Richard  Wind,  Lucy  McDonough, 
Kevin  Wilkinson,  Charlotte  Katz,  Greta  Taylor,  Frances 
Casal,  Ann  Scharkeet,  Lynn  Matises,  Bill  O’Brien,  Ben¬ 
jamin  Wassner,  Bill  O’Brien,  Mary  Hegarty  and  many 
others. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1974,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 


547-73-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  the  City  of  New 
York,  owner. 

SUBJECT — Application  October  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  RIO  district,  the  conver¬ 
sion  of  an  existing  6  story  garage  building  to  residential 
use  that  has  less  than  the  required  inner  court. 

PREMISES  AFFECTED — 2  West  90th  Street,  south  side, 
100  feet  west  of  Central  Park  West,  Block  1203,  Lot  37, 
Borough  of  Manhattan.  Commounity  Board  #7. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
10  A.M.,  for  decision;  hearing  closed. 


548-73-A 

APPLICANT — Samuel  .J  Kisseloff  for  the  City  of  New 
York,  owner. 

SUBJECT — Application  October  11,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  rear  yard  and 

*  interior  court. 

PREMISES  AFFECTED — 2  West  90th  Street,  south  side, 
100  feet  west  of  Central  Park  West,  Block  1203,  Lot  37, 
Borough  of  Manhattan. 

APPERANCES— 

For  Applicant :  Samuel  J.  Kisseloff. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
10  A.M.,  for  decision;  hearing  closed. 


553-73-BZ 

APPLICAN  T — Dominick  Salvati  and  Son  for  Crosstown 
Parking  Corporation,  owner. 


SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml -6  district,  the  erection  of  a 
three  story  building  for  use  as  an  indoor  tennis  establish¬ 
ment  with  roof  tennis  that  encroaches  on  the  required  rear 
yard  and  rear  yard  equivalent. 

PREMISES  AFFECTED — 15  to  23  West  30th  Street  and 
14  to  22  West  31st  Street,  north  side,  182.75  feet  east  of 
Broadway,  Block  832,  Lots  27,  29,  30,  31,  54,  55,  56,  57  and 
58,  Borough  of  Manhattan.  Community  Board  #5. 

APPEARANCES— 

For  Applicant:  Gaspare  J.  Gallo. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1974,  at 
10  A.M.,  for  decision;  hearing  closed;  applicant  to  submit 
additional  information. 


554-73-A 

APPLICANT — Dominick  Salvati  and  Son  for  Crosstown 
Parking  Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent — re-  air  supported 
structures,  stairs. 

PREMISES  AFFECTED — 15  to  23  West  30th  Street  and 
14  to  22  West  31st  Street,  north  side,  182.75  feet  east  of 
Broadway,  Block  832,  Lots  27,  29,  30,  31,  54,  55,  56,  57  and 
58,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Gaspare  J.  Gallo. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1974  at 
10  A.M.,  for  decision;  hearing  closed;  applicant  to  submit 
additional  information. 


583-73-BZ 

APPLICANT — The  New  York  Bank  for  Savings  for  Avon 
Associates,  Incorporated,  owner;  The  New  York  Bank 
for  Savings,  lessee. 

SUBJECT — Application  November  2,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C5-2  district,  the  in¬ 
stallation  of  an  illuminated  business  sign. 

PREMISES  AFFECTED — 108  West  34th  Street,  south 
side,  78.8  feet  West  of  Broadway,  Block  809,  Lot  49, 
Borough  of  Manhattan.  Community  Board  #5. 

APPEARANCES— 

For  Applicant:  Jerome  P.  Schneider  and  Joseph  Lom¬ 
bardi. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1974,  at 
10  A.M.,  for  decision ;  previously  inspected ;  hearing  closed. 


597-73-BZ 

APPLICANT — Jerome  L.  Grushkin  for  New  Willowbrook 
Development  Corporation,  owner. 

SUBJECT — Application  November  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  two  family  dwelling  that  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 60  Ruppert  Street,  southeast 
corner  of  Soren  Street,  Block  1971,  Lot  7,  Willowbrook, 
Borough  of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

For  Opposition :  None. 
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ACTION  OF  BOARD— Laid  oyer  to  February  19,  1974,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  the 
Community  Planning  Board  #3. 

242-72-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Madison  Prop¬ 
erties  Company,  owner. 

SUBJECT— Application  April  5,  1972— decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  in  an  existing  one 
story  and  cellar  building  previously  before  the  Board,  the 
change  in  occupancy  from  accessory  storage  to  offices  and 
retail  store. 

PREMISES  AFFECTED— 1612-1624  East  16th  Street, 
west  side,  100  feet  south  of  Avenue  P,  Block  6778,  Lot  10, 
Borough  of  Brooklyn.  Community  Board  #14. 
APPEARANCES— Leonard  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commisisoner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  7,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  18,  1973;  then  to  January 
15,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  1,  1971,  acting  on  Alt.  Applic.  1820/1971, 
reads : 

“1.  Proposed  change  of  occupancy  in  the  cellar  of 
a  commercial  building  within  an  R-6  District  from  acces¬ 
sory  storage  to  retail  store  and  office  (Use  Group  6)  is 
contrary  to  Cal.  No.  230-68-BZ  Board  of  Standards  and 
Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R6  district,  in  an  existing  one  story  and  cellar  building 
previously  before  the  Board,  the  change  in  occupancy  from 
accessory  storage  to  offices  and  retail  store,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  December  3,  1972”, 
5  sheets,  and  “April  5,  1972”,  one  sheet;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


390-73-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Mastronardi, 
owner. 

SUBJECT — Application  June  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 


a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 88-70  Ransom  Street,  west 
side,  97.08  feet  north  of  Braddock  Avenue,  Block  7968, 
Lot ’36,  Bellerose,  Borough  of  Queens.  Community  Board 
#13. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  4,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  18,  1973;  then  to  January  15, 
1974 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  1,  1973,  acting  on  N.B.  Applic.  237/1973,  reads: 

“1.  Floor  area  ratio  more  than  .50  and  open  space 
ratio  under  1.5  is  contrary  to  Sec.  23-141  of  the  Z.R. 

2.  Lot  area  per  room  under  375  sq.  ft.  is  contrary  to 
Sec.  23-222  of  the  Z.R. 

3.  Open  space  parking  in  a  required  front  yard  is 
contrary  to  Sec.  23-44  of  the  Z.R. 

4.  Height  of  building  penetrates  the  sky  exposure 
plane  contrary  to  Sec.  23-631  of  the  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  3-story,  2  family  dwelling 
that  exceeds  the  permitted  floor  area,  has  less  than  the  re¬ 
quired  open  space  ratio  and  lot  area  per  room  and  penetrates 
the  sky  exposure  plane,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received  June  28,  1973”,  6  sheets ;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


391-73-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Mastronardi, 
owner. 

SUBJECT — Application  June  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 88-68  Ransom  Street,  west 
side,  119.08  feet  north  of  Braddock  Avenue,  Block  7968, 
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Lot  37,  Bellerose,  Borough  of  Queens.  Community  Board 

#13. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  4,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  18,  1973;  then  to  January  15, 
1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  1,  1973,  acting  on  N.B.  Applic.  238/1973,  reads: 
“1.  Floor  area  ratio  more  than  .50  and  open  space 
ratio  under  1.5  is  contrary  to  Sec.  23-141  of  the  Z.  R. 

2.  Lot  area  per  room  under  375  sq.  ft.  is  contrary  to 
Sec.  23-222  of  the  Z.  R. 

3.  Open  space  parking  in  a  required  front  yard  is 
contrary  to  Sec.  23-44  of  the  Z.  R. 

4.  Height  of  building  penetrates  the  sky  exposure 
plane  contrary  to  Sec.  23-631  of  the  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that_the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  erection  of  a  3-story,  2  family  dwelling  that 
exceeds  the  permitted  floor  area,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  penetrates  the 
sky  exposure  plane,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received  June  28,  1973”,  6  sheets;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


392-73-BZ 

APPLICANT — M.  Martin  Elkind  for  Vincent  Mastronardi, 
owner. 

SUBJECT — Application  June  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 88-64  Ransom  Street,  west  side, 
141.08  feet  north  of  Braddock  Avenue,  Block  7968,  Lot  137, 
Bellerose,  Borough  of  Queens.  Community  Board  #13. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

AC  I  ION  Oh  BOARD — Application  granted  on  condition. 

the  vote— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  4,  1973,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  December  18,  1973 ;  then  to  January 
15,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  1,  1973,  acting  on  N.B.  Applic.  239/1973,  reads: 

“1.  Floor  area  ratio  more  than  .50  and  open  space 
ratio  under  1.5  is  contrary  to  Sec.  23-141  of  the  Z.R. 

2.  Lot  area  per  room  under  375  sq.  ft.  is  contrary 
to  Sec.  23-222  of  the  Z.R. 

3.  Open  space  parking  in  a  required  front  yard  is 
contrary  to  Sec.  23-44  of  the  Z.R. 

4.  Height  of  building  penetrates  the  sky  exposure 
plane  contrary  to  Sec.  23-631  of  the  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  erection  of  a  3-story,  2 
family  dwelling  that  exceeds  the  permitted  floor  area,  has 
less  than  the  required  open  space  ratio  and  lot  area  per 
room  and  penetrates  the  sky  exposure  plane,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  June  28,  1973”,  6 
sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


496-73-BZ 

APPLICANT — Harry  A.  Yarish  for  Marie  Holdrith, 
owner. 

SUBJECT — Application  August  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  building  for  use  as  a  furniture 
showroom  that  exceeds  the  permitted  floor  area  ratio  has 
less  than  the  required  accessory  parking,  and  without  the 
required  loading  berth. 

PREMISES  AFFECTED— 2414  to  2420  Flatbush  Avenue, 
southeast  corner  of  Avenue  T,  Block  8542,  Lot  41,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #18. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Opposition :  Edw.  Gross. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  11,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  15,  1974;  and 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  17,  1973,  acting  on  N.B.  Applic.  291/1973, 
reads : 
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“1.  The  proposed  building  exceeds  the  floor  area 
permitted  for  such  commercial  structures  in  C8-1  dis¬ 
tricts  contrary  to  Sec.  33-122  of  the  Zoning  Resolution. 

2.  Provide  accessory  off-street  parking  at  the  rate 
of  1  space  per  300  ft.  of  floor  area  (total  60  cars)  per 
Sec.  36-21  of  the  Zoning  Resolution. 

3.  Provide  one  accessory  required  loading  berth 
33'  x  12'  x  14'  high  as  per  Sec.  36-62  and  Sec.  36-681 
of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  b  and  c,  under  Sec¬ 
tion^  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  17,  1973,  acting  on  N.B.  Applic.  291/1973 
Objection  Nos.  1,  2  and  3,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


546-73-BZ 

APPLICANT— Lauria  &  Rowe  for  John  Lagana,  Jr., 
owner;  Thomas  Mclnerney,  lessee. 

SUBJECT— Application  October  9,  1973— decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73- 
241  of  the  Zoning  Resolution,  to  permit  in  an  C2-1  district, 
at  an  existing  restaurant  with  accessory  amusement  park 
and  miniature  golf  course  previously  before  the  Board, 
the  erection  of  a  one  story  enlargement  to  the  restaurant 
and  the  addition  to  the  uses  to  include  cabaret. 
PREMISES  AFFECTED— 1300  Hylan  Boulevard,  east  side, 
181.76  feet  north  of  Old  Town  Road,  Block  3224,  Lot  14, 
Grasmere,  Borough  of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Ed.  Lauria. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  4,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  18,  1973 ;  then  to  January 
15,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  2,  1973,  acting  on  Alt.  Applic.  20/1973,  reads : 

“1.  The  proposed  relocation  of  the  Miniature  Golf 
Course  and  the  elimination  of  the  existing  Kiddie  Rides 
is  contrary  to  Cal.  No.  BZ  110-73  of  the  Board  of 
Standards  and  Appeals  and  must  be  referred  back  for 
their  action. 

2.  The  proposed  change  in  use  from  Eating  and 
Drinking  establishment  (Use  Group  6)  to  Eating  and 
Drinking  place  where  there  is  Entertainment  and 
Dancing  Use  Group  12A  in  a  C2-1  district,  is  contrary 
to  Article  III,  Section  32-21  of  the  Zoning  Resolution. 

3.  The  addition  of  amusements  in  the  form  of  Pin¬ 
ball  Machines,  Use  Group  15A  etc.,  within  the  building, 
is  contrary  to  Article  III,  Section  32-24  of  the  Zoning 
Resolution  and  previous  Board  cases  granted.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 


Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-241  of  the  Zoning  Resolution;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use  and  the  enlargement 
of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-241  of  the  Zoning  Resolution  and  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion  in  a  C2-1  district,  for  a  term  of  5  years,  at  an  existing 
restaurant  with  accessory  amusement  park  and  miniature 
golf  course  previously  before  the  Board,  the  erection  of  a 
one  story  enlargement  to  the  restaurant  and  the  addition  to 
the  uses  to  include  cabaret,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
marked  “Received  October  9,  1973”,  4  sheets,  “December 
13,  1973”,  one  sheet,  and  “January  11,  1974”,  one  sheet;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


Adjourned:  3:05  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  15,  1974,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein  and  Commissioner  Carroll. 


1-38-SR — Vol.  II 

APPLICANT — Rules  for  Arc  and  Gas  Welding  and  Oxygen 
Cutting  of  Steel  Covering  the  Specifications  for  Design, 
Fabrication  and  Inspection  of  Arc  and  Gas  Welded  Steel 
Structures  and  the  Qualification  of  Welders  and  Super¬ 
visors. 

APPEARANCES : 

For  Applicant:  I.  Minkin,  Building  Dept.,  D.  M.  McGee, 
American  Iron  &  Steel  Inst.,  M.  Lincer  and  L.  Plofker, 
N.  Y.  A.  C.  E.,  S.  H.  Marcus,  American  Inst,  of  Steel 
Const,  and  N.  Steinberg,  Iron  Workers  Local  40  and 
361. 

ACTION  OF  BOARD — Rules  reopened  and  amended  in 
accordance  with  the  report  and  recommendation  of  the 
Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Modifications  to  the  Rules  for  Arc  and  Gas  Welding  and 
Oxygen  Cutting  of  Steel  Covering  the  Specifications  for 
Design,  Fabrication  and  Inspection  of  Arc  and  Gas  Welded 
Steel  structures  and  the  qualification  of  Welders  and  Super¬ 
visors. 

Adopted  by  the  Board  of  Standards  and  Appeals  February 
25,  1938. 

Effective  March  31,  1938.  Amended  May  17,  1940.  Effec¬ 
tive  June  10,  1940;  Amended  September  17,  1954;  Effective 
October  18,  1954;  Amended  May  25,  1956,  Effective  June 
25,  1956,  Amended  December  13,  1968,  Effective  January  18, 
1969;  and  Amended  January  15,  1974,  Effective  February  4, 
1974. 

(Calendar  Number  1-38-SR — Volume  2) 
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Authority:  Pursuant  to  the  authority  vested  in  the  Board 
of  Standards  and  Appeals  by  Section  666,  paragraph  2,  of 
the  Charter  of  the  City  of  New  York. 

Scope:  Rules  one  through  twelve  (1-12)  as  amended  up 
to  and  including  the  rules  amended  on  December  13,  1968, 
are  supplementary  and  additional  to  the  requirements  of  the 
provisions  of  the  Administrative  Code  (Building  Code)  in 
effect  prior  to  enactment  of  Local  Law  No.  76/68. 

Rules  thirteen  through  seventeen  (13-17)  are  supplementary 
and  additional  to  the  requirements  of  the  Administrative  Code 
(Building  Code),  as  enacted  by  Local  Law  No.  76/68. 

However,  nothing  contained  herein  shall  be  construed  to 
prohibit  the  Commissioner  of  Buildings  from  permitting,  on 
an  application  filed  pursuant  to  the  provisions  of  the  Admin¬ 
istrative  Code  in  effect  prior  to  enactment  of  Local  Law 
76/68,  the  use  of  rules  13-17  in  lieu  of  rules  1-12. 

Rule  4.2.2  is  hereby  repealed. 

Rule  13 — The  Board  of  Examiners  for  Welders 

13.1 —  The  Board  of  Examiners  for  Welders  shall  be  ap¬ 
pointed  by  the  Commissioner  of  Buildings  from  members  of 
the  staff  of  the  department.  All  welders’  licenses  issued  shall 
be  uniform  for  the  five  boroughs  and  shall  be  issued  in 
accordance  with  Rule  14. 

13.2 —  Welders  to  be  licensed.  No  person  shall  perform 
welding  work  on  any  structural  members  of  a  structure  with¬ 
out  having  obtained  a  welder’s  license  from  the  Board  of 
Examiners  for  welders  except  as  provided  in  Rule  13.3. 

13.2.1 —  Before  a  welder’s  license  may  be  issued  authorizing 
a  person  to  perform  welding  work  on  a  structural  member 
of  a  structure  the  person  applying  for  such  certificate  shall 
have  been  qualified  as  provided  in  Section  C26-1005.3(b)  (1). 

13.2.2 —  The  Commissioner  of  Buildings  may  revoke  or  sus¬ 
pend  a  license  of  any  person  if  workmanship  on  any  structural 
welding  is  such  as  to  indicate  incompetency  or  negligence 
which  might  endanger  a  structure  or  result  in  injury  to 
human  beings. 

13.2.3 —  Renewal  of  a  license  may  be  made  without  additional 
requalification  test  if  the  applicant  of  record  indicates  one 
month  of  satisfactory  welding  experience  during  the  previous 
year. 

13.3 —  Exceptions  to  requirements  for  welders’  licenses. 

Welders’  licenses  will  not  be  required  for  the  attach¬ 
ment  of  steel  studs  to  structural  beams  by  semi-automatic 
equipment  when  the  method  of  attachment  has  been  approved 
by  the  Board. 

Rule  14 — Qualification  tests  for  welders 

14.1 —  Before  the  examiners  for  welders  shall  issue  a 
welder’s  license,  the  applicant  shall  pass  the  applicable  tests 
prescribed  by  the  Department  of  Personnel.  Where  welders 
are  to  perform  welding  work  outside  of  New  York  City  on 
structures  to  be  erected  in  the  City  of  New  York  and  said 
welders  do  not  possess  valid  New  York  City  welders’  licenses, 
documentary  evidence  from  a  testing  laboratory,  acceptable 
to  the  Commissioner  of  Buildings,  and  to  the  engineer  or 
architect  designated  for  controlled  inspection,  attesting  that 
the  applicant  has  passed  the  prescribed  qualification  test  is 
acceptable  for  a  specific  structure. 

14.2—  The  foregoing  provisions  of  rule  14.1  are  not  intended 
to  prohibit  the  re-testing  of  an  applicant  who  has  failed  pre¬ 
vious  tests.  Further,  a  welder  qualified  to  perform  welding 
outside  of  New  York  City  by  a  testing  laboratory  may  be  re¬ 
quired  to  re-qualify  when  he  does  not  possess  a  valid  New 
York  City  welder’s  license  and  said  re-qualification  is  or¬ 
dered  by  the  testing  laboratory  and/or  the  engineer  or  archi¬ 
tect  responsible  for  controlled  inspection  of  welding  work. 

14.3 —  Classifications  of  Licenses : 

CLASS  1 

Shop  and  Field — For  groove  and  fillet  welding  of  unlimited 
thickness,  and  in  all  positions. 


CLASS  1— RESTRICTED 

Shops  and  Field — For  groove  welding  materials  of  limited 
thickness  (54  inch  maximum)  and  for  fillet  welding  of  un¬ 
limited  thickness  materials,  in  all  positions. 

CLASS  2 

Shop  and  Field — For  groove  welding  of  unlimited  thickness 
in  the  flat  position  and  for  fillet  welding  in  the  flat  and  hori¬ 
zontal  positions  only. 

CLASS  2— RESTRICTED 

.  Shop  Only — For  groove  welding  of  limited  thickness  mate¬ 
rials  (54  inch  maximum)  in  the  flat  position  and  fillet  weld¬ 
ing  in  the  flat  and  horizontal  positions  only. 

CLASS  3 

Shop  and  Field — For  fillet  welding  of  unlimited  thickness 
materials  in  all  positions. 

CLASS  3— RESTRICTED 

.  Shop  Only — For  fillet  welding  of  unlimited  thickness  mate¬ 
rials  in  the  flat  and  horizontal  positions  only. 

14.4 —  Qualification  Requirements. 

14.4.1—  The  Commissioner  of  Buildings  shall  promulgate 
qualification  requirements  pursuant  to  Section  B26-1.3  of 
the  Administrative  Code.  Pending  promulgation  of  said  re¬ 
quirements,  Rule  5.4  of  these  rules  may  be  applicable. 

14.5 —  Re-test — In  case  a  welder  fails  to  meet  the  require¬ 
ments  of  one  or  more  test  welds,  a  re-test  may  be  allowed 
under  the  following  conidtions : 

14.5.1—  An  immediate  re-test  may  be  made  which  shall  con¬ 
sist  of  two  test  welds  of  each  of  which  he  failed,  each  of 
which  shall  meet  all  the  requirements  specified  for  such 
welds. 

14.5.2 —  A  re-test  may  be  made  provided  there  is  evidence 
that  the  welder  has  had  further  training  or  practice.  In  this 
case  a  complete  re-test  shall  be  made. 

14.6 —  Welders  who  have  been  certified  by  the  Board  of  Ex¬ 
aminers  may  be  assigned  to  other  electric  arc  welding  proc¬ 
esses.  As  a  prerequisite  to  such  an  assignment,  the  welder 
shall  have  been  trained  in  the  process  by  his  employer,  an 
inspection  agency,  or  a  testing  laboratory  acceptable  to  the 
Commissioner,  and  said  welder  shall  be  given  a  certificate 
for  the  required  test.  No  further  certification  by  the  Board 
of  Examiners  for  Welders  shall  be  required,  except  for  an¬ 
nual  renewals. 

All  persons  performing  welding  shall  have  in  their  pos¬ 
session  their  welding  license  and  any  additional  certifica¬ 
tions  issued  pursuant  to  Rule  14.6.  Upon  request  of  an 
engineer  or  inspector  of  the  department  or  upon  request  of 
an  engineer  or  architect  designated  for  controlled  inspection 
of  welding  work  on  the  structure  or  upon  request  of  an 
authorized  representative  of  a  recognized  testing  laboratory 
designated  to  inspect  welding  work  on  the  structure,  a 
person  performing  welding,  which  is  subject  to  these  rules, 
shall  present  his  license  to  said  engineer,  architect,  inspector 
or  testing  laboratory  representative  for  inspection. 

14.7 —  Existing  Licenses.  All  persons  holding  a  valid 
welder  certificate  or  qualification  or  welder’s  license  issued 
prior  to  the  promulgation  of  these  revised  Rules  of  the 
Board  shall  be  considered  to  have  qualified  under  the  tests 
prescribed  herein. 

Rule  15 — Quality  Control 

The  quality  of  welds  permitted  under  the  Building  Code 
shall  conform  to  the  requirements  of  the  Building  Code 
(Administrative  Code)  and  applicable  reference  standard 
adopted  for  use  in  New  York  City  and  with  all  other 
requirements  of  these  Rules  and  the  Building  Code. 

Rule  16 — Supervision  and  Inspection 

16.1 — All  welding  to  be  done  on  a  structure  or  any  part 
thereof  and  subject  to  these  rules  shall  be  performed  under 
the  observation  of  a  representative  of  the  licensed  profes- 
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sional  engineer  or  registered  architect  designated  for  con¬ 
trolled  inspection,  pursuant  to  Section  26-106.3  of  the  Admin¬ 
istrative  Code.  The  architect  or  engineer  designated  for 
controlled  inspection  may  engage  an  inspection  agency 
responsible  to  him,  which  agency  shall  be  acceptable  to  the 
Commissioner  of  Buildings.  Welding  inspection  agencies 
shall  have  a  minimum  of  5  years  experience  as  such.  The 
Commissioner  of  Buildings  shall  maintain  a  list  of  acceptable 
inspection  agencies. 

16.1.1—  The  Commissioner  of  Buildings  may,  in  the  case  of 
minor  welding  operations,  including  stairs  and  fire  escapes, 
waive  the  requirements  for  inspection  when,  in  his  judgment, 
such  inspection  may  be  adequately  made  by  a  steel  inspector 
regularly  employed  by  the  Department  of  Buillings. 

16.1.2—  Except  when  a  welding  inspector  is  a  registered 

architect  or  licensed  professional  engineer,  each  welding  in¬ 
spector  shall  have  at  least  3  years  experience  in  the  field  of 
welding  and/or  welding  inspection  or  possess  a  current 
New  York  City  welding  license  in  order  to  be  authorized  to 
inspect  any  welding.  Each  welding  inspector,  if  other  than 
the  architect  or  engineer  designated  for  controlled  inspection, 
shall  be  acceptable  to  the  Engineer  or  Architect  and  an 
affidavit  to  the  effect  that  said  inspector  has  the  prerequisite 
experience  and  is  acceptable  is  to  be  filed  with  each  applica¬ 
tion  for  which  the  welding  work  is  being  performed  before 
any  welding  operations  are  to  commence.  Unless  directly 
employed  by  the  architect  or  engineer  responsible  for  con¬ 
trolled  inspection,  the  inspectiors  shall  be  in  the  employ  of 
an  inspection  agency  acceptable  to  the  Commissioner  of 
Buildings.  .  •  ,  „  , 

16.2 —  Personnel  performing  welding  inspection  shall  take 
adequate  means  to  assure  that  the  preparing,  oxygen  cutting, 
assembling,  and  welding  of  a  structure  conform  to  the  design 
and  that  the  resulting  structure  is  free  from  deficiencies  and 
injurious  effects.  Adequate  daily  records  of  the  process  of 
the  work  shall  be  maintained  and  submitted  weekly  to  the 
registered  architect  or  licensed  professional  engineer  respon¬ 
sible  for  supervision  of  welding  work.  Such  records  shall 
be  available  to  the  Building  Commissioner  or  his  representa¬ 
tive  for  a  period  of  at  least  2  years  after  the  completion  of 
all  welding  work.  The  records  shall  indicate  a  definite  and 
personal  responsibility  for  acceptance  of  every  weld  as  to 
size,  location,  type  of  filler  metal  used  and  quality  of  work¬ 
manship,  and  show  evidence  that  no  weld  called  for  m  the 
design  has  been  omitted.  Each  welder  shall  place  his.  identi¬ 
fication  symbol  on  his  work  and  the  inspector,  after  inspect¬ 
ing  each  weld,  shall  do  likewise. 

16.2.1—  The  inspector  shall  inspect  for  defects  and  irregu¬ 
larities,  plate  cracks  adjacent  to  or  behind  welds,  crater 
cracks  or  cracks  in  the  weld  metal. 

16.2.2—  The  inspector  shall  gauge  all  welds  for  sufficiency 
of  throat  or  other  critical  cross  section  dimensions. 

16.2.3— ' The  inspector  shall  carefully  observe  and  reject 
unallowable  or  out  of  tolerance  undercutting,,  overlap  .  or 
lack  of  fusion  at  edges  of  weld,  lack  of  penetration,  porosity, 
location  of  craters,  size  and  shape  of  bead  and  order  occa¬ 
sional  chipping  to  determine  penetration  and  correct  all  or 
any  irregularities  of  workmaship  contrary  to  the  design. 

16.2.4—  A  staff  of  inspectors  shall  be  available  on  each  job 
site  to  provide  either 

(A)  one  (1)  inspector  for  each  six  (6)  welders  located 
on  any  four  (4)  adjacent  tiers  or 

(B)  one  (1)  inspector  for  each  twelve  (12)  welders  when 
said  welders  are  located  on  any  two  (2)  immediately  ad¬ 
jacent  tiers. 

16.3—  Daily  inspection  shall  be  made  of  preheating  equip¬ 
ment  to  see  that  it  is  functioning  properly.  Preheat,  drying 
cabinets  for  low  hydrogen  electrodes  shall  be  maintained 
within  easy  access  of  all  welding  operators.  Above  informa¬ 
tion  is  to  be  included  in  daily  welding  inspector’s  reports. 

16.4 —  Before  equipment  used  to  supply  welding  current  is 
used  at  the  job  site,  it  shall  be  tested  at  the  job  site  by  a 
welding  inspector  to  ascertain  proper  functioning  of  the 
equipment  and  to  establish  the  arc  voltage  and  current  pro¬ 


duced  by  this  equipment.  This  certification  shall  be  filed 
with  the  welding  report. 

16.5 — The  architect  or  engineer  shall  give  consideration  to 
inspection  requirements  of  all  welded  joints  that  are  critical 
to  the  integrity  of  the  structure. 

16.5.1 —  Any  nondestructive  testing  deemed  necessary  to 
assure  the  adequacy  of  critical  welds  shall  be  shown  on  the 
plans.  This  testing  shall  be  in  accordance  with  Rules  17.1  and 
17.2. 

16.5.2 —  In  critical  joints  where  there  is  high  restraint  to 
the  shrinkage  of  large  welds  that  apply  strains  in  the  thru¬ 
thickness  direction  of  the  material,  nondestructive  testing  for 
lamellar  tearing  of  the  base  metal  behind  the  weld  shall  be 
specified.  (See  Commentary:  on  Highly  Restrained  Welded 
Connections,  AISC  Engineering  Journal  Third  Quarter, 
1973).  These  joints  shall  be  shown  on  the  plans  and  inspec¬ 
tion  procedures  shall  be  in  accordance  with  Rule  17.2.1. 

16.5.3 —  To  insure  general  weld  quality,  the  architect  or 
engineer  shall  specify  a  quality  control  program  of  25%  selec¬ 
tion  of  other  less  critical  groove  and  butt  welds  to  be  checked 
by  nondestructive  testing.  The  method  of  inspection  shall  be 
shown  on  the  plans  and  be  in  accordance  with  Rules  17.1 
and  17.2.  For  those  welds  over  24  inches  in  length  which 
are  specified  for  inspection  only  one  quarter  of  their  length 
need  be  examined.  However,  if  in  the  opinion  of  the  archi¬ 
tect  or  engineer,  nondestructive  testing  is  not  required,  he 
shall  so  specify  on  the  plans. 

Rule  17  Nondestructive  Testing 

17.1 —  Nondestructive  testing  of  weld  metal  area,  as  defined 
by  AWS  A3.0-69  may  be  specified  by  the  architect  or  engineer 
designated  for  control  inspection  to  augment  other  inspection 
requirements,  or  nondestructive  testing  may  be  required  by 
the  Commissioner  of  Buildings  should  there  be  evidence  as 
to  the  inadequacy  of  any  welding.  Minimum  nondestructive 
testing  specified  in  Rule  16.5  shall  be  required. 

17.2 —  Nondestructive  testing  of  welds  shall  conform  with 
the  requirements  of  Section  6.7  Nondestructive  Testing  of 
AWS  D  1.1 -72  Structural  Welding  Code,  1972  and  AWS 
Dl.  1-Rev.  1-73,  1973  Revisions  to  Structural  Welding  Code. 
Other  methods  of  nondestructive  testing  acceptable  to  the 
Commissioner  of  Buildings  consistent  with  good  practice  may 
be  used. 

17.2.1 — Where  required  by  these  Rules  or  by  the  plans,  the 
following  ultrasonic  inspection  procedure  shall  be  followed: 

(a)  Equipment  and  personnel  shall  be  qualified  in  accord¬ 
ance  with  AWS  D  1.1 -72  and  AWS  Dl. 1-Rev.  1-73,  Part  III 
of  Section  6  Inspection,  hereafter  referred  to  as  AWS  Dl.l. 

(b)  The  weld  itself  shall  be  tested  in  full  accordance  with 
AWS  D.l. 

(e)  The  rectangular  area  of  base  metal  directly  behind  the 
weld  (that  material  subjected  to  thru- thickness  weld  shrink¬ 
age  strains)  shall  be  inspected  for  lamellar  tearing  in  accord¬ 
ance  with  AWS  D.1.1  except  that  base  metal  shall  be  eval¬ 
uated  in  accordance  with  the  following: 

1.  All  discontinuities  detected  in  the  base  metal  be¬ 
hind  the  weld  which  have  a  decibel  rating  more  serious 
than  that  permitted  by  Table  8.15.3,  line  1,  “Large  Re¬ 
flectors”,  AWS  Dl.l,  shall  be  recorded.  (Testing  shall  be 
done  from  Face  A  and/or  B  as  defined  by  AWS  Dl.l, 
Legend  of  Table  6.20.5.2,  with  a  70°  transducer  where 
possible). 

2.  All  recorded  discontinuities  in  the  base  metal  as 
described  above  and  in  addition  any  visual  indication  of 
lamellar  tearing  shall  be  referred  to  the  architect  or 
engineer.  The  architect  or  engineer,  after  giving  due 
consideration  to  the  character,  size,  and  location  of  any 
discontinuities  in  addition  to  the  stress  condition  shall 
determine  the  corrective  measures,  if  any,  which  are  to 
be  taken.  When  the  safety  of  the  structure  is  deemed 
questionable  by  the  Commissioner  of  Buildings,  such 
further  testing  as  required  by  Section  C26-1002.2.  shall 
be  performed  and  if  deemed  unsatisfactory,  the  defects 
shall  be  corrected. 
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Weld  thickness  (in.)  in  Table  8.15.3  AWS  Dl.l  shall  be 
taken  as  the  thickness  of  the  material  bound  by  Face  A  and 
Face  B. 

17.3 — Nondestructive  testing  equipment.  Nondestructive 
systems,  methods  and  techniques  for  testing  shop  and  field 
welds  may  be  used  on  condition  that  all  such  systems,  meth¬ 
ods,  techniques  and  apparatus  shall  be  in  accordance  with 
Section  6  of  AWS  Dl.l -72  and  AWS  Dl.l — Rev.  1-73,  un¬ 
less  otherwise  specified  herein.  Equipment  shall  be  required 
to  be  acceptable  to  an  Inspection  Agency  of  Welding  approved 
by  the  City. 


21-73-BZY — B.R. — 50  Belair  Road,  Block  2862,  Lot  68, 
N.B.  1409-73. 

APPEARANCES— 

For  Applicant:  J.  J.  Rosen  and  A.  Pullman. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1974,  at 
2  P.M.,  pending  the  decision  of  the  Court  of  Appeals. 


22-73-BZY — B.R.— 1111  Seaside  Boulevard,  Block  3875, 
Lot  1,  N.  B.  1414-73. 

APPEARANCES— 

For  Applicant :  J.  J.  Rosen. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1974,  at 
2  P.M.,  pending  the  decision  of  the  Court  of  Appeals. 


23-73-BZY — B.Q. — 112-12  Ocean  Promenade,  Block 
16185,  Lot  41,  N.B.  61-73. 

APPEARANCES— 

For  Applicant :  Herbert  Berman. 

For  Opposition :  W.  Hoppen,  H.  Posner,  W.  Ward,  A. 
Zakin  and  May  Fetscher. 

For  Administration:  William  J.  Kernicky,  Queens,  Dept, 
of  Building. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1974, 
at  2  P.M. 


25-73-BZY — B.Q. — 353  Beach  48th  Street,  Block  14850, 
Lots  6,  8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45  and  52,  N.B. 
775-72. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  H.  A.  Posner. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1974, 
at  2  P.M. 


26-73-BZY — B.Q. — 2929  Far  Rockaway  Boulevard,  Block 
15688,  Lots  25,  29,  33,  N.B.  368-73. 

APPEARANCES— 

For  Applicant :  Howard  A.  Ziper. 

For  Opposition :  W.  Hoppen,  H.  Posner,  W.  Ward  and 
A.  Zakin. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1974, 
at  2  P.M. 


249-46-SM 

APPLICANT — Rixson-Firemark,  Incorporated,  owner. 
SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant :  None. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
249-46-SM — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Rixson-Firemark,  Incorporated,  Franklin  Park,  Illinois, 
requested  that  the  resolution  adopted  April  29,  1947  and 
amended  October  24,  1972  under  Calendar  Number  249- 
46-SM  be  reopened  and  amended  so  as  to  show  a  change  of 
corporate  name. 

PROPOSED  USE:  Rixson  uni-check  (for  interior  doors). 
DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  uni-check. 

The  request  is  to  show  a  change  of  corporate  name  from 
Rixson,  Incorporated  to  Rixson-Firemark,  Incorporated. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  29,  1947  and 
amended  October  24,  1972  under  Calendar  Number  249-46-SM 
be  reopened  and  amended  so  as  to  show  a  change  of  cor¬ 
porate  name  of  owner-manufacturer ;  new  name  being 
Rixson-Firemark,  Incorporated  on  condition  that  the  re¬ 
quirements  of  the  resolution  adopted  April  29,  1947  and 
amended  October  24,  1972  under  Calendar  Number  249- 
46-SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processess  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  to  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


211-53-SA 

APPLICANT — Speed  Queen,  A  Division  of  McGraw- 
Edison  Company,  owner. 

SUBJECT — To  revoke  some  previously  approved  model 
numbers  and  to  include  additional  models  of  automatic 
clothes  washers. 

APPEARANCES— 

For  Applicant :  Larry  Paladino. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  .  4 
Negative :  .  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

21 1-53-SA— Amendment  to  resolution  so  as  to  revoke  some 
previously  approved  model  numbers  and  to  include  additional 
models  of  automatic  clothes  washers. 

Speed  Queen,  a  Division  of  McGraw-Edison  Company, 
Ripon,  Wisconsin,  requested  that  the  resolution  adopted  No¬ 
vember  4,  1953  and  amended  through  December  5,  1972 
under  Calendar  Number  21 1-53-SA  be  reopened  and  amended 
so  as  to  revoke  some  previously  approved  model  numbers 
and  to  include  additional  models  of  automatic  clothes 
washers. 

PROPOSED  USE:  Automatic  clothes  washers. 
DESCRIPTION :  There  has  been  no  change  in  the  water 
supply  or  the  discharge  system  of  the  washers.  These 
washers  are  basically  the  same  as  the  presently  approved 
models  differing  only  as  to  styling,  trim,  indicia  and  model 
designation.  All  model  numbers  of  previously  approved 
models  which  do  not  appear  in  this  amendment  are  to  be 
revoked. 

The  requested  models  are  as  following : 

Commercial  Type  Automatic  Washers: 

CA2600  —  CA2601  —  CA3180  —  CA3181  —  CA2100  - 
CA2101  —  CA3150  —  CA3151  —  CA3160  —  CA3161  — 
CA3400  —  CA3401  —  CA3410  —  CA3411  —  CA3430  — 
CA3431  —  C  A3 540  —  CA3541  —  CA3550  —  CA3551  — 
CA3560  —  C  A  3561  —  CA3570  —  CA3571 

Household  Type  Automatic  Washers: 

DA1040  —  DA1041  —  DA3000  —  DA3002  —  DA3080 
—  DA3081  —  DA3100  —  DA3101  —  DA3201  —  DA3231 
—  DA3390  —  DA3500  —  DA3501  —  DA3520  —  DA3521 
—  DA3690  —  DA3691  —  DA3780  —  DA3781  —  DA3810 
—  DA3811  —  DA6120  —  DA6121  —  DA6123  —  DA6140 
—  DA6141  —  DA6143  —  DA6191  —  DA6281  —  DA9100 
—  DA9101  —  DA9103  —  DA9121  —  DA9123 
All  of  the  above  are  Underwriters’  Laboratories  approved 
under  File  E10065. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  4,  1953  and 
amended  through  December  5,  1972  under  Calendar  Number 
21 1-53-SA  be  reopened  and  amended  so  as  to  revoke  some 
previously  approved  model  numbers  and  to  include  additional 
models  of  automatic  clothes  washers  listed  above  on  condi¬ 
tion  that  the  requirements  of  the  original  resolution  and 
previous  amendments  adopted  under  Calendar  Number 
21 1-53-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

817-62-SA 

APPLICANT — Bernardi  Brothers,  Incorporated,  Subsid¬ 
iary  of  the  Lionel  Corporation,  owner. 


SUBJECT — Change  of  owner-manufacturer. 

APPEARANCES— 

For  Applicant:  Frank  McGready. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
817-62-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

Bernardi  Brothers,  Incorporated,  Subsidiary  of  the  Lionel 
Corporation,  Harrisburg,  Pennsylvania,  requested  that  the 
resolution  adopted  March  10,  1964  and  amended  February 
11,  1969  under  Calendar  Number  817-62-SA  and  amended 
so  as  to  show  a  change  of  owner-manufacturer. 
PROPOSED  USE:  Oil  fired  heater. 

DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terials  used  nor  in  the  manufacture  of  the  burner. 

Bernardi  Brothers,  Incorporated,  Subsidiary  of  the  Lionel 
Corporation  has  submitted  an  affidavit  showing  that  Bernardi 
Brothers,  Incorporated,  Subsidiary  of  the  Lionel  Corporation 
purchased  General  Products  Company,  Incorporated  and  the 
name  of  the  new  owner-manufacturer  is  Bernardi  Brothers, 
Incorporated,  Subsidiary  of  Lionel  Corporation. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  10,  1964  and 
amended  February  11,  1969  under  Calendar  Number  817- 
62-SA  be  reopened  and  amended  so  as  to  show  a  change  of 
owner-manufacturer  new  owner-manufacturer  being  Ber¬ 
nardi  Brothers,  Incorporated,  Subsidiary  of  the  Lionel  Cor¬ 
poration  on  condition  that  the  requirements  of  the  resolution 
adopted  March  10,  1964  and  amended  February  11,  1969 
under  Calendar  Number  817-62-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


94-63-SM 

APPLICANT — Waco  Scaffold  and  Shoring  Company,  Divi¬ 
sion  of  Bliss  and  Laughlin  Industries,  Incorporated,  owner. 
SUBJECT — Change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant:  Edward  A.  Muelhoefer,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 
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THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  .  4 

Negative : .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
94-63-SM — Amendment  to  resolution  to  show  change  of 
ownership. 

Waco  Scaffold  and  Shoring  Company,  Division  of  Bliss 
and  Laughlin  Industries,  Incorporated,  Schiller  Park,  Illinois, 
requested  that  the  resolution  adopted  October  12,  1971  under 
Calendar  Number  94-63-SM  be  reopened  and  amended  to 
show  a  change  of  ownership. 

PROPOSED  USE:  Shores  for  the  vertical  support  of  form 
work  used  in  construction  of  reinforced  concrete  structures. 
DESCRIPTION :  Waco  Scaffold  and  Shoring  Company, 
Division  of  Bliss  and  Laughlin  Industries,  Incorporated 
(Agent:  Waco  Scaffold  and  Shoring  Company  of  Greenwich, 
Connecticut),  has  submitted  an  affidavit  stating  that  it  has 
acquired  ownership  from  Waco-Porter  Corporation  (Agent: 
Universal  Builders  Supply  Company,  New  York). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  12,  1971  under 
Calendar  Number  94-63-SM  be  reopened  and  amended  to 
show  a  change  of  ownership  as  described  above  on  condition 
that  the  requirements  of  the  original  resolution  adopted  under 
this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


220-64-SM 

APPLICANT — American  Materials  Manufacturing  Corpor¬ 
ation,  owner. 

SUBJECT — To  include  additional  test  results  and  trade 
names  for  a  two  hour  fire  rated  wall  assembly. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  .  4 
Negative: .  0 

THE  RESOLUTION— 

\\  herf.as,  the  report  of  a  Committee  on  Test  reads: 
220-64-SM — Amendment  to  resolution  to  include  additional 
test  results  and  trade  names  for  a  two  hour  fire  rated  wall 
assembly. 


American  Materials  Manufacturing  Corporation,  Harts- 
dale,  New  York,  requested  that  the  resolution  adopted  No¬ 
vember  16,  1965  and  amended  September  19,  1967  under  Cal. 
No.  220-64-SM  be  reopened  and  amended  to  include  addi¬ 
tional  test  results  and  trade  names  for  a  two  hour  fire  rated 
wall  assembly. 

PROPOSED  USE:  Two  hour  fire  rated  wall  assembly. 
DESCRIPTION  :  The  fiberglass,  gypsum  wallboard,  steel 
stud  assembly  was  previously  approved  on  Novembtr  16,  1965 
under  this  Calendar  Number  with  a  two  hour  fire  rating. 

The  assembly  is  additionally  marketed  by  Moduwall  In¬ 
corporated  and  Component  Wall  Incorporated. 
INSPECTION  AND  TEST :  The  wall  was  load  tested  by 
Pittsburgh  Testing  Laboratory  (Test  No.  MA-492I)  to  de¬ 
termine  the  load  necessary  to  produce  a  deflection  1/360  of 
the  length  of  an  8'-6"  panel.  The  load  was  found  to  be 
104  psf. 

The  wall  achieved  a  flamespread  rating  of  10  and  a  smoke 
developed  rating  of  535  when  tested  by  Southwest  Research 
Institute  (Project  No.  3-2705-278). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  16,  1965  and 
amended  September  19,  1967  under  Calendar  Number 
220-64-SM  be  reopened  and  amended  to  include  the  addi¬ 
tional  Moduwall  Incorporated  and  Component  Incorporated 
trade  names  and  to  include  the  test  results  described  above 
on  condition  that  the  requirements  of  Article  5  and  RS  5  of 
the  Building  Code  of  the  City  of  New  York  and  the  original 
resolution  and  previous  amendment  adopted  under  this  Cal¬ 
endar  Number  be  complied  with  in  all  installations. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 

163-65-SA 

APPLICANT — Duo-Therm,  Division  of  Motor  Wheel  Cor¬ 
poration,  owner. 

SUBJECT — To  include  additional  heater. 
APPEARANCES— 

For  Applicant:  Francis  M.  Giancliane. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
163-65-SA — Amendment  to  resolution  to  include  additional 
heater. 
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Duo-Therm,  Division  of  Motor  Wheel  Corporation, 
LaGrange,  Indiana,  requested  that  the  resolution  adopted 
November  23,  1963  and  amended  through  January  17,  1967 
under  Calendar  Number  163-65-SA  be  reopened  and  amended 
to  include  an  additional  heater. 

PROPOSED  USE:  Propane  heater  for  construction 
trailers  and  shanties. 

DESCRIPTION:  The  additional  heater,  Model  21RU,  is 
similar  to  the  previously  approved  Model  25R  heater,  and 
varies  from  the  Model  2SR  in  being  smaller  in  case  size  and 
in  capacity  (21,000  BTU/HR  instead  of  25,000  BTU/HR). 
INSPECTION  AND  TEST:  The  heater  is  approved  by 
the  American  Gas  Association. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  23,  1963  and 
amended  through  January  17,  1967  under  Calendar  Number 
163-65-SA  be  reopened  and  amended  to  include  an  addi¬ 
tional  propane  heater  for  construction  trailers  and  shanties, 
Model  21 RU,  under  the  provisions  of  Article  14  and  RS14 
of  the  Building  Code  of  the  City  of  New  York  on  condition 
that  the  requirements  of  the  original  resolution  and  previous 
amendments  adopted  under  this  Calendar  Number  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

1162-65-SA 

APPLICANT — Rixson-Firemark,  Incorporated,  owner. 
SUBJECT — To  show  a  change  of  corporate  name. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1162-65-SA — Amendment  to  resolution  so  as  to  show  a 
change  of  corporate  name. 

Rixson-Firemark,  Incorporated,  Franklin  Park,  Illinois, 
requested  that  the  resolution  adopted  November  1,  1966  under 
Calendar  Number  1162-65-SA  be  reopened  and  amended  so 
as  to  show  a  change  of  corporate  name. 

PROPOSED  USE:  Electro-magnetic  door  holder. 
DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  or  in  the  method  of  manufacture  of  the  door 
holder. 


The  request  is  to  show  a  change  of  corporate  name  from 
Firemark,  A  Division  of  Rixson  Incorporated  to  Rixson- 
Firemark,  Incorporated. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  1,  1966  under 
Calendar  Number  1162-65-SA  be  reopened  and  amended  so 
as  to  show  a  change  of  corporate  name  of  owner-manufac¬ 
turer;  new  name  being  Rixson-Firemark,  Incorporated  on 
condition  that  the  requirements  of  the  resolution  adopted 
November  1,  1966  under  Calendar  Number  1162-65-SA  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


439-70-SM 

APPLICANT— United  States  Gypsum  Company,  owner. 
SUBJECT — To  include  additional  exterior  wall  assembly. 

APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads:. 
439-70-SM— Amendment  to  resolution  to  include  additional 
exterior  wall  assembly. 

United  States  Gypsum  Company,  New  York,  requested 
that  the  resolution  adopted  March  23,  1971  under  Calendar 
Number  439-70-SM  be  reopened  and  amended  to  include 
an  additional  exterior  wall  assembly. 

PROPOSED  USE:  Two  hour  fire  rated  exterior  wall 
assembly. 

DESCRIPTION :  The  previously  approved  assembly  con¬ 
sists  of  USG  20  gauge  steel  studs  spaced  16"  o.c.,  a  s/$" 
layer  of  Firecode  C  gypsum  board  screw  attached  to  the 
interior  side  of  the  studs,  a  layer  of  ^4"  USG  Gypsum 
Sheathing  on  the  opposite  side  of  the  studs,.  3"  thick  Therma- 
fiber  mineral  wool  insulating  blankets  filling  the  stud  cavi¬ 
ties,  and  an  exterior  face  consisting  of  1"  thick  lime  cement 
stucco. 

The  additional  assembly  is  identical  with  the  previously 
approved  assembly  with  the  exception  of  the  replacement  of 
the  stucco  with  an  exterior  face  of  4"  thick  brick  veneer. 
The  brick  veneer  is  secured  with  wall  ties  spaced  24"  o.c. 
vertically  and  the  veneer  screw  attached  through  the  sheath¬ 
ing  to  the  studs. 

INSPECTION  AND  TEST :  The  previously  approved 
assembly  was  given  a  two  hour  fire  rating  by  Ohio  State 
University  Engineering  Experiment  Station  (Project  4851). 
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The  Ohio  State  University  Engineering  Experiment  Station 
has  expressed  the  opinion  that  because  4"  of  brick  is  at 
least  five  times  more  thermal  resistant  and  obviously  more 
structurally  stable  than  1"  of  lime  cement  stucco,  that  the 
substitution  of  a  4"  brick  veneer  for  1"  of  stucco  would 
not  reduce  the  fire  resistance  of  the  assembly. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  23,  1971  under 
Calendar  Number  439-70-SM  be  reopened  and  amended  to 
include  the  additional  two  hour  fire  rated  exterior  wall  assem¬ 
bly  described  above  on  condition  that  the  requirements  of  the 
original  resolution  adopted  under  this  Calendar  Number  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


344-71-SA 

APPLICANT — Rixson-Firemark,  Incoroprated,  owner. 
SUBJECT — Change  of  corporate  name. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
344-71-SA — Amendment  to  resolution  as  to  show  a  change  of 
corporate  name. 

Rixson-Firemark,  Incorporated,  Franklin  Park,  Illinois, 
requested  that  the  resolution  adopted  July  6,  1971  under 
Calendar  Number  344-71-SA  be  reopened  and  amended  so 
as  to  show  a  change  of  corporate  name. 

PROPOSED  USE:  Swinging  fire  door  closer  and  electro¬ 
magnetic  door  holder. 

DESCRIPTION  :  There  has  been  no  change  in  the  mate¬ 
rials  used  or  in  the  method  of  manufacture  of  the  door 
closer  and/or  door  holder. 

The  request  is  to  show  a  change  of  corporate  name  from 
Firemark,  A  Division  of  Rixson  Incorporated  to  Rixson- 
Firemark,  Incorporated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  6,  1971  under  Calendar 
Number  344-71-SA  be  reopened  and  amended  so  as  to  show 
a  change  of  corporate  name  of  owner -manufacturer ;  new 
name  being  Rixson-Firemark,  Incorporated  on  condition  that 


the  requirements  of  the  resolution  adopted  July  6,  1971  under 
Calendar  Number  344-71-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


384-71-SA 

APPLICANT — Star  Sprinkler  Corporation,  owner. 

SUBJECT — Additional  materials  for  sprinkler  head  cover 
plate. 

APPEARANCES— 

For  Applicant:  Fred  A.  Gloeckler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
384-71-SA — Amendment  to  resolution  to  include  additional 
materials  for  sprinkler  head  cover  plate. 

Star  Sprinkler  Corporation,  Philadelphia,  Pennsylvania, 
requested  that  the  resolution  adopted  July  20,  1971  under 
Calendar  Number  384-71-SA  be  reopened  and  amended  to 
include  additional  materials  for  sprinkler  head  cover  plate. 
PROPOSED  USE:  Sprinkler  system  heads. 
DESCRIPTION :  The  Model  G  Concealed  Sprinkler  was 
previously  approved  with  a  commercial  bronze  cover  plate. 
The  purpose  of  the  cover  plate  is  to  conceal  the  sprinkler 
heads. 

The  additional  materials  for  the  cover  plate  are  various 
alloys  and  finishes  of  chrome,  nickel,  gold  bond,  brass,  and 
copper,  as  detailed  by  Factory  Mutual  Serial  No.  22748. 
INSPECTION  AND  TEST :  The  thermal  conductivities 
of  the  additional  materials  for  the  cover  plate  were  deter¬ 
mined  by  Factory  Mutual  Research  (Serial  No.  22748)  and 
were  found  to  have  no  retarding  effect  on  the  sprinkler  oper¬ 
ation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  20,  1971  under  Cal¬ 
endar  Number  384-71-SA  be  reopened  and  amended  to  in¬ 
clude  the  additional  materials  listed  above  for  the  sprinkler 
head  cover  plate  for  the  Model  G  Concealed  Sprinkler  on 
condition  that  the  requirements  of  the  original  resolution 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
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Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

133-73-SA 

APPLICANT— Universal  Jet  Industries,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD— Appliance  Material  approved  in 
accordance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
133-73-SA — Universal  Jet  Industries,  Incorporated,  Hialeah, 
Florida,  filed  for  approval  of  the  Model  B-47  Heated  Air 
Curtain  under  the  provisions  of  Article  13  and  RS  13  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Heated  air  curtain. 

DESCRIPTION :  The  unit  includes  a  1725  RPM,  overload 
protected,  centrifugal  blower  powered  by  a  0.5  HP  motor 
and  includes  an  electric  heating  element.  The  unit  provides 
air  which  has  been  heated  at  a  rate  of  27,220  BTU/HR  at  a 
speed  of  3,000  feet  per  minute.  The  blower  may  be  used 
without  the  heating  element  to  form  an  air  barrier.  The 
unit  housing  is  made  of  aluminum.  The  housing  includes 
flow  straighteners  and  air  deflectors  to  direct  the  air. 
INSPECTION  AND  TEST :  The  air  curtain  has  been 
approved  by  Underwriters’  Laboratories  (File  E-47467). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  B-47  Heated  Air  Curtain 
under  the  provisions  of  Article  13  and  RS  13  of  the  Building 
Code  of  the  City  of  New  York.  The  air  curtain  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  under  Calendar 
133-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  clause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


140-73-SA 

APPLICANT — Preway  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  None 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
140-73-SA — Preway  Incorporated,  Wisconsin  Rapids,  Wis¬ 
consin,  filed  for  approval  of  Factory-Built  Fireplaces  and 
Chimneys,  Prew'ay  Models  P868A,  1608A,  2608A,  2610A, 
also  marketed  as  Sears  Models  155.844610,  155.844620, 
155.844630,  155.84470,  under  the  provisions  of  Articles  5  and 
15  and  RS  5  and  15  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Factory-built  wood-burning  fireplaces. 
DESCRIPTION :  The  fireplaces  are  made  in  three  sizes, 
28",  36"  and  42",  and  are  center  hearth  opened.  Each  fire¬ 
place  assembly  consists  of  a  firebox  and  firebox  dome,  a 
starter  section,  a  hood  extension,  one  or  more  chimney  sec¬ 
tions,  a  roof  assembly,  and  a  firestop  spacer  for  each  floor 
and  ceiling  penetrated.  The  overall  height  of  the  fireplace 
and  chimney  does  not  exceed  35  feet.  Chimney  sections  are 
installed  with  1"  clearance  from  enclosing  walls  and  the  roof 
structure.  No  clearance  from  the  fire  chamber  is  required. 
INSPECTION  AND  TEST :  The  fireplaces  have  been 
approved  by  Underwriters’  Laboratories  (File  MH9126). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Factory-Built  Fireplaces,  Models 
P868A,  1608A,  2608A,  2610A,  also  marketed  as  Sears  Models 
155.844610,  155.844620,  155.844630,  155.84470,  for  voluntary 
use  under  the  provisions  of  Articles  5  and  15  and  RS  5  and 
15  of  the  Building  Code  of  the  City  of  New  York.  The 
fireplaces  shall  be  permanently  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  140-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


154-73-SA 

APPLICANT — F.  A.  Wristal  Associates,  Incorporated  for 
Allis-Chalmers  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  M.  Frederick  Batter  and  Walter  A. 
Clifton. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
154-73-SA — F.  A.  Kristal  Association,  Incorporated,  New 
York  for  Allis-Chalmers  Corporation,  Norwood,  Ohio,  filed 
for  approval  of  Allis-Chalmers  Fire  Pumps  under  the  pro¬ 
visions  of  Article  17  and  RS  17  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Pumps  to  provide  water  for  fire  pro¬ 
tection  and  extinguishing  systems. 

DESCRIPTION :  The  pumps  are  used  to  supply  water  to 
standpipes,  automatic  sprinkler  systems,  and  water  spray 
systems.  The  pumps  are  single  stage,  horizontal  shaft,  cen¬ 
trifugal  type  pumps  rated  at  1770  RPM.  Their  capacities 
range  up  to  2500  GPM.  The  maximum  head  pressure  is  128 
psi.  Suction  inlet  and  discharge  outlet  sizes  range  up  to  10". 
The  pump  casing  is  split  horizontally.  The  cast  bronze  im¬ 
peller,  up  to  17",  is  located  in  the  casing.  The  casing  halves 
are  fastened  together  by  stud  bolts  to  form  the  pump  unit, 
and  the  impellers  are  attached  internally  to  an  impeller  shaft 
by  means  of  a  rectangular  key.  A  line  shaft,  using  a  flexi¬ 
ble  coupling,  connects  the  impeller  to  the  drive  shaft  of  the 
motor.  Grease  lubricated  ball  bearings  are  used  to  maintain 
shaft  alignment.  The  seal  is  provided  by  a  water  lubricated 
stuffing  box. 

INSPECTION  AND  TEST :  The  pumps  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (File  EX284,  Project 
71 NK  7045,  report  on  file)  and  approved  by  Factory  Mutual 
Research  (Serial  No.  21132,  report  on  file). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Allis-Chalmers  Fire  Pumps  under 
the  provisions  of  Article  17  and  RS  17  of  the  Building  Code 
of  the  City  of  New  York.  The  pumps  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  154-73- 
SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


173-73-SA 

APPLICANT — Industrial  Heating  and  Finishing  Company 
Incorporated,  owner. 

SUBJECT — Application  March  20,  1973 — IHF  hot  shot 
gas-fired  oven  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  o 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
173-73-SA — Industrial  Heating  and  Finishing  Company,  In¬ 
corporated,  Birmingham,  Alabama,  filed  for  approval  of  the 
IHF  Hot  Shot  Oven  under  the  provisions  of  Article  7  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE;  Oven  for  drying  and  curing  of  coatings. 
DESCRIPTION :  The  oven  is  a  gas  fired,  high  velocity 
hot  air  convection  type.  The  housing  is  3"  thick,  fiberglass 
insulated,  tongue  and  groove  panels.  The  burner  capacity  is 
600,000  BTU/HR.  Air  moving  equipment  includes  a  7.5 
HP  combustion  air  blower,  air  seal  ductwork,  and  a  1.5  HP 
air  seal  fan.  Each  of  three  preheat  sections,  30'  in  overall 
length,  constructed  of  2"  thick,  fiberglass  insulated,  tongue 
and  groove  panels  is  provided  with  ductwork  to  produce 
uniform  heating,  a  3  HP  recirculating  fan,  and  an  air  tem¬ 
perature  thermometer.  The  3'  long  exhaust  vestibule  at  the 
work  entrance  is  provided  with  exhaust  ductwork  and  a  2 
HP  exhaust  fan.  The  exit  is  a  4'  long  vestibule  constructed 
similarly  to  the  preheat  sections.  Safety  and  control  features, 
include  the  following :  circuit  breaker,  on-off  selector  switch, 
fuse  block,  low  fire  relay,  purge  time,  blower  starters,  flame 
safeguard  system  (relay,  ignition  transformer,  pilot  solenoid 
valve),  temperature  controllers,  including  automatic  modu¬ 
lating  valve,  block  valve,  vent  valve,  manual  reset  safety 
shutoff  valve,  air  flow  switch  for  exhaust  blower,  pressure 
switches  for  high  and  low  gas  pressure  and  combustion  air, 
and  control  transformer. 

INSPECTION  AND  TEST :  The  oven  complies  with  the 
standards  of  the  Factory  Insurance  Asociation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  IHF  Hot  Shot  Oven  for  drying 
and  curing  of  combustible  coatings  under  the  provisions  of 
Article  7  of  the  Building  Code  of  the  City  of  New  York  on 
condition  that  all  installations  of  the  oven  shall  comply  with 
the  ventilation  and  sprinkler  requirements  of  Section  C26-702, 
Article  17,  and  RS  17  of  the  Building  Code.  The  oven  shall 
be  permanently  labeled:  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  173-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 
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(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


179-73-SM 

APPLICATION— Johns-Manville  Sales  Corporation, 

owner. 

SUBJECT— Application  March  26,  1973— Stonehenge  archi¬ 
tectural  building  panel,  approval  of. 

APPEARANCE— 

For  Applicant:  V.  H.  Hausladen. 

For  Opposition:  None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Neagtive: .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
179-73-SM — Johns-Manville  Sales  Corporation,  New  York, 
filed  for  approval  of  Stonehenge  Building  Panels  under  the 
provisions  of  Article  5  and  RS  5  of  the  Building  Code  of 
the  City  of  New  York  and  the  Rules  of  the  Board  of 
Standards  and  Appeals  on  Exterior  Veneering  Materials 
(Calendar  Number  465-44-SR). 

PROPOSED  USE:  Interior  and  exterior  facing  panel. 
DESCRIPTION :  The  panels  are  made  of  a  synthetic  cal¬ 
cium  aluminum  silicate  binder  and  are  reinforced  with 
asbestos  fibers  mixed  with  inorganic  pigments  and  fillers. 
The  panels  are  formed  hydrothermally.  The  panels  are 
4'  x  8',  J4"  or  ^4"  in  thickness,  and  weigh  100  pounds  per 
cubic  foot. 

INSPECTION  AND  TEST :  The  panels  have  been  tested 
by  J.  F.  Panikulam,  P.E.,  in  accordance  with  the  provisions 
of  A  STM  E-84  and  achieved  a  flamespread  rating  of  0  and 
a  smoke  developed  rating  of  0. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Stonehenge  Building  Panels  as  a 
Class  A  interior  finish  under  the  provisions  of  Article  5 
and  RS  5  of  the  Building  Code  of  the  City  of  New  York 
and  as  a  non -fire  rated  exterior  facing  panel  when  attached 
to  exterior  walls  in  accordance  with  the  requirements  of 
the  Rules  of  the  Board  on  Exterior  Veneering  Materials. 
The  panels  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  179-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


542-68-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
SUBJECT — To  include  additional  partition  assembly  and  to 
show  sound  transmission  class  ratings  of  previously  ap¬ 
proved  partition  assemblies. 

APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

For  Opposition:  None.  , 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
2  P.M. 

185-73-SM 

APPLICANT — Waco  Scaffold  and  Shoring  Company, 
owner. 

APPEARANCES— 

For  Applicant:  Edward  A.  Muelhoefer,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  without  date. 

502-73-SM 

APPLICANT — Raymond  C.  Frobosilo  and  Samuel  W. 
Levine,  owners. 

SUBJECT — Retractable  barrier  for  fire  escape  windows. 

APPEARANCES— 

For  Applicant:  Raymond  Frobosilo. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1974, 
at  2  P.M.,  at  the  request  of  the  applicant. 

_ 

566-73-A 

APPLICANT — Robert  C.  Marx  for  Minnesota  Mining  & 
Manufacturing  Company,  owner. 

SUBJECT — Application  October  24,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “3M  Brand  Color  Key  De¬ 
veloper  Negative  Acting”  in  one  quart  Polyethylene  bottles, 
not  in  compliance  with  regulation  of  the  Administrative 
Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Robert  C.  Marx. 

For  Administration:  Lt.  T.  W.  Milne,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  25,  1973,  on  Folder  No.  122-1050(B),  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  (3M  Brand)  Color  Key  Developer 
Negative  Acting  F.P.  1.05°  F.  in  containers  as  follows: 
One  Quart  Polyethylene  bottles  is  disapproved.  Such 
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containers  are  not  in  compliance  with  our  regulations  to 
wit:  Sec.  C19.62.0.b  NYC  Adm.  Code  requires  that  com¬ 
bustible  mixtures  be  packaged  in  glass  or  metal  con¬ 
tainers.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the 
appeal  be  granted  under  certain  conditions : 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
September  25,  1973  acting  on  Order  Number  122-1050(B), 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  container  comply 
with  drawing  filed  October  24,  1973;  on  further  condition 
that  the  label  on  tbe  container  be  in  such  style  and  wording 
as  is  satisfactory  to  the  Fire  Commissioner;  and  that  in  all 
other  respects  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


567-73-A 

APPLICANT — Robert  C.  Marx  for  Minnesota  Mining  & 
Manufacturing  Company,  owner. 

SUBJECT — Application  October  24,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of 
combustible  mixture  known  as  “3M  Brand  Subtractive 
Plate  Developer"  in  one  quart  Polyethylene  bottles,  not  in 
compliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 

APPEARANCES— 

For  Applicant :  Robert  C.  Marx. 

For  Administration:  Lt.  T.  W.  Milne,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  25,  1973,  on  Folder  No.  122-1050(B),  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  “3M  Brand  Subtractive  Plate 
Developer”  F.P.  102°  F.  in  containers  as  follows :  One 
quart  Polyethylene  bottles  is  disapproved.  Such  con¬ 
tainers  are  not  in  compliance  with  our  regulations  to 
wit:  Sec.  C19.62.0.b  NYC  Adm.  Code  requires  that 
combustible  mixtures  be  packaged  in  glass  or  metal 
containers.” 
and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the 
appeal  be  granted  under  certain  conditions : 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
September  25,  1973  acting  on  Order  Number  122-1050(B), 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  container  comply 
with  drawing  filed  October  24,  >1973;  on  further  condition 


that  the  label  on  the  container  be  in  such  style  and  wording 
as  is  satisfactory  to  the  Fire  Commissioner ;  and  that  in  all 
other  respects  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with. 

523-73-A 

APPLICANT — Twilight  Oil  Refining  Company,  owner. 

SUBJECT  Application  September  25,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixtures  known  as  “Twilight  Lamp  Oil”  and 
Early  American  Lamp  Oil  in  Quart  and  Pint  size  plastic 
container,  not  in  compliance  with  the  regulation  of  the 
Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri 
F.  D. 

°rF  B0ARD— Laid  over  to  January  29,  1974,  at 
2  P.M.,  for  continued  hearing,  at  the  request  of  the 
applicant. 


528-73-A 

APPLICANT— Lawrence  Shutkind  for  Louis  A.  Durante, 
owner,  Sheltering  Arms  Childrens  Service,  lessee. 

SUBJECT  Application  September  28,  1973 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
group  home. 

PREMISES  AFFECTED — 3402  Clarendon  Road,  southeast 
corner  of  East  34th  Street,  Block  4951,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Mabel  Leid  and  Lawrence  Shutkind. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
2  P.M.,  for  decision,  hearing  closed;  applicant  to  submit 
additional  information. 


536-73-A 

APPLICANT — Harry  Soled  for  Cong.  Chasidei  Spinka, 
owner. 

SUBJECT — Application  October  4,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  ramp. 

PREMISES  AFFECTED — 1462  to  1464  56th  Street,  south 
side,  180  feet  west  of  15th  Avenue,  Block  5692,  Lot  27, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Soled. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1974,  at 
2  P.M.,  for  decision,  hearing  closed;  applicant  to  submit 
additional  information. 

Adjourned:  4:35  P.M. 

John  B.  Cincotta,  Executive  Director 


45 


BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK,  N.  Y.  10013 


BULK  RATE 
U.  S.  POSTAGE 
PAID 

Permit  No.  4875 
New  York,  N.  Y. 


i 

'.Th-^orslty  Of  Illinois 
Serial  Dept* 


/ 


.tt 


rbana,  Ill, 


61801 


v 


336 


BULLETIN 


OF  THE 


BOARD  OF  STANDARDS  AND  APPEALS 

OF  THE  CITY  OF  NEW  YORK 

Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  80  Lafayette  Street,  9th  Floor,  Manhattan, 

New  York,  N.  Y.  10013 


Vol.  LIX 


Subscription 
$25.00  a  year 


~ - - r. . rr - : 


— 


HI 


January  31,  * 


— 


•  •  v'  •  ;  '  .v  _  . 

By  Mail,  65  cents  {Cash  only) 
Single  Copies,  50  cents 


No.  5 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 


CONTENTS 


JOSEPH  B.  KLEIN,  Chairman 

Philip  P.  Agusta,  Vice  Chairman 
Howard  B.  Hornstein 
Harry  M.  Carroll 

Commissioners. 

John  B.  Cincotta,  Executive  Director 
Richard  B.  Atwell,  Deputy  Director 
Frances  M.  Waldron,  Secretary 


Avril  H.  Latham,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 


Docket. 

Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  January 
22,  1974,  Affecting  Calendar  Numbers — 


441-31-BZ — 

101-73-BZ 

571-73-A 

Vol.  II 

151-73-BZ 

609-73-BZ 

479-57-BZ 

152-73-A 

619-73-BZ 

457-58-BZ 

381-73-BZ 

644-73-BZ 

903-66-BZ 

401-73-BZ 

449-73-BZ 

252-68-BZ 

427-73-BZ 

450-73-A 

75-70-BZ 

462-73-BZ 

466-73-BZ 

341-72-A 

463-73-BZ 

481-73-BZ 

391-72-BZ 

498-73-BZ 

547-73-BZ 

917-68-BZ 

524-73-BZ 

548-73-A 

492-27-BZ — 

Vol.  Ill 

Minutes  of  Regular 

Meeting,  Tuesday  Afternoon,  Janu 

ary  22,  1974,  Affecting  Calendar  Numbers — 

24-73-BZY 

568-73-A 

570-73-A 

542-68-SM 

477-73-A 

575-73-A 

438-73-A 

509-73-A 

576-73-A 

528-73-A 

538-73-A 

589-73-A 

536-73-A 

Correction  Affecting  Calendar  Numbers — 
404-73-BZ  503-73-BZ 


T  elephone— 566-5 1 74. 


49 


.  i  ..AvA”  •  ",  c 

*  •  •  — 

;NlvtRSITV  OF  ILUNOj- 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  January  22,  1974 

Cal.  No.  Dept.  Premises  Affected 

22- 74-A — B.B. — 55  to  59  Pierrepont  Street,  northeast 
corner  of  Hicks  Street,  Block  236,  Lot  15,  Borough  of 
Brooklyn,  Alt.  No.  1659-73,  re-  Revocation  of  building 
permit. 

23- 74-SA— Westinghouse  Electric  Corporation,  Westing- 
house  Versa  Kleen  11  commercial  coin  operated  dry 
cleaner  model  FDC1002,  manufactured  by  Westinghouse 
Electric  Corporation,  Appliance. 


24-74-SM — Wheeling  Corrugating  Company,  wheeling 
super  bond  composite  deckings  types  B/BW  Galv.  Ptd. 
and  Unptd.  Steel  22,  20,  18,  16  gauges,  manufactured  by 
Wheeling  Corrugating  Company,  Material. 


25-74- A — B.R. — 780  Richmond  Terrace,  south  side,  25 
feet  east  of  Clinton  Avenue,  Block  69,  Lot  104,  Living¬ 
ston,  Borough  of  Richmond,  Alt.  No.  7 0-7 3,  re-  building 
in  bed  of  a  mapped  street,  General  City  Law. 


2 6-74- A — B.R. — 782  Richmond  Terrace,  southeast  corner 
of  Clinton  Avenue,  Block  69,  Lot  103,  Livingston,  Bor¬ 
ough  of  Richmond,  Alt.  No.  69-73,  re-  building  in  bed 
of  a  mapped  street,  General  City  Law. 


27-74-BZ — B.B. — 6502  to  6508  14th  Avenue,  southwest 
corner  of  65th  Street,  Block  5754,  Lots  38.  41,  Borough  of 
Brooklyn,  Community  Board  #10,  Alt.  No.  1670-73,  re¬ 
proposed  enlargement  to  existing  food  store,  R5  district. 


28-74-SA— Combustion  Equipment  Associates  Incorpo¬ 
rated,  todd  model  D  air  registers  various  models,  manu¬ 
factured  by  Combustion  Equipment  Associates  Incorpo¬ 
rated,  Appliance. 


29-74-A — F.D. — 43  Gold  Street,  northeast  corner  of 
Plymouth  Street,  Block  22,  Lots  1,  4,  Borough  of  Brook¬ 
lyn,  F.D.  letter  of  1/9/74,  re-  refrigeration  equipment, 
M3-1  district. 


30-74-BZ — B.B. — 8714  Fifth  Avenue,  northwest  corner 
of  88th  Street,  Block  6050,  Lot  40,  Borough  of  Brooklyn, 
Community  Board  #10,  Alt.  No.  1182-73,  re-  proposed 
second  story  enlargement  exceeds  floor  area  ratio,  off 
street  parking,  C8-1  district. 


31-74-A — B.B. — 8714  Fifth  Avenue,  northwest  corner  of 
88th  Street,  Block  6050,  Lot  40,  Borough  of  Brooklyn, 
Alt.  No.  1182-73,  re-two  exits,  sprinkler  system,  C8-1 
district. 


32-74-A — B.B. — 1450  Flatbush  Avenue,  west  side,  295 
feet  south  of  Farragut  Road,  Block  5249,  Lot  54,  Borough 
of  Brooklyn,  Alt.  No.  1639-69,  re-  proposed  change  of 
occupancy  from  a  dwelling  to  photographic  studio,  C2-3 
district. 


33-74-SA — Walter  Kidde  and  Company,  kidde  automatic 
electric  fire  extinguishing  system,  manufactured  by  Walter 
Kidde  and  Company,  Appliance. 


DESIGNATIONS:  D  —  Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens:  B.R. — Department  of  Build¬ 
ings.  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. —Fire  Department. 


FEBRUARY  19,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  19,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

57-65-A 

APPLICANT— Emanuel  Weiner  for  Raymond  Heetiner, 
owner. 

SUBJECT— Application  f<?r  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  31, 
1974 — appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  exits,  stairs  to  cellar,  stairway  to  street ;  pre¬ 
viously  granted  on  condition. 

PREMISES  AFFECTED— 2912  3rd  Avenue,  east  side, 
126.30  feet  south  of  East  152nd  Street,  Block  2362,  Lot  12, 
Borough  of  The  Bronx. 


791-72-A 

APPLICANT— Martyn  and  Don  Weston  for  Frederick  W. 
Richmond  Foundation,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution— appeal  from  a  decision  of  the 
Borough  Superintendent  re-  egress  from  each  apartment ; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 73-79  Middagh  Street,  north¬ 
west  corner  of  Henry  Street,  Block  211,  Lot  22,  Borough 
of  Brooklyn. 


779-72-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Brooklyn  Section, 
National  Council  of  Jewish  Women,  Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expires  February  13, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  73-641  and  72-21  of 
the  Zoning  Resolution,  permitting  in  a  C8:2  and  R5  dis¬ 
trict,  the  enlargement  in  area  of  an  existing  three  story 
building  by  adding  two  additional  stories  and  a  five  story 
horizontal  addition  that  will  exceed  the  permitted  floor 
area  ratio  and  lot  coverage,  encroaches  on  the  required 
side  and  rear  yards,  penetrates  the  sky  exposure  plane  and 
without  the  required  accessory  parking. 

PREMISES  AFFECTED— 1001-1005  Quentin  Road,  1671- 
1683  East  10th  Street,  northeast  corner,  Block  6642,  Lot 
45,  Borough  of  Brooklyn. 


720-59-BZ 

APPLICANT— Walter  T.  Gorman  for  Mobil  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7a  and  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  reconstruction  of  an  existing  gasoline 
service  station  with  the  conjunctive  uses  of  brake  testing 
station,  lubritorium,  car  washing,  sale  of  accessories  and 
extend  such  uses  to  include  minor  auto  repairs,  parking 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 619-641  Coney  Island  Avenue, 
east  side,  1-5  Slocum  Place  and  2-8  Matthews  Place,  be¬ 
tween  Slocum  Place  and  Matthews  Place,  Block  5141, 
Lot  53  (formerly  Lots  53  and  74),  Borough  of  Brooklyn. 


932-23-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  5002  7th  Avenue 
Corporation,  owner. 
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SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  April  1,  1967 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7f  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  reconstruction  of  existing  garage, 
and  the  additional  use  of  gasoline  service  station. 

PREMISES  AFFECTED— 5002  7th  Avenue  and  674-684 
50th  Street,  southwest  corner,  Block  793,  Lot  31,  Borough 
of  Brooklyn. 


426-31-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Louis  Richman, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  October  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  change  in  occupancy  from  a  storage 
garage  for  more  than  five  cars,  automobile  repairs  in 
connection  with  public  and  garage  and  gasoline  service 
station,  all  perviously  granted  by  the  Board,  to  motor 
vehicle  repair  shop,  collision  repairs,  auto  painting  and 
spraying  and  parking  of  cars  awaiting  service. 

PREMISES  ^AFFECTED — 2312-2316  Atlantic  Avenue, 
south  side,  79  feet  1 1  inches  west  of  Eastern  Parkway, 
Block  1435,  Lot  36,  Borough  of  Brooklyn. 


40-73-BZ 

APPLICANT — Gaspare  Rosario  Santoro  for  Anthony 
Licastri,  owner. 

SUBJECT — Application  January  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  enlargement  to  an  existing  store  and  residential 
building  that  increases  the  degree  of  non-conformity  and 
non-compliance. 

PREMISES  AFFECTED — 128  Sand  Lane,  west  side,  40.01 
feet  south  of  McClean  Avenue,  Block  3274,  Lots  32,  30, 
South  Beach,  Borough  of  Richmond.  Community  Board  #3. 

Laid  over  from  January  8,  1974,  at  the  request  of  the 

applicant  to  complete  the  papers,  and  for  hearing. 


597-73-BZ 

APPLICANT — Jerome  L.  Grushkin  for  New  Willowbrook 
Development  Corporation,  owner. 

SUBJECT — Application  November  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  two  family  dwelling  that  penetrates  the  sky-exposure 
plane. 

PREMISES  AFFECTED — 60  Rupert  Street,  southeast  cor¬ 
ner  of  Soren  Street,  Block  1971,  Lot  7,  Willowbrook, 
Borough  of  Richmond.  Community  Board  #3. 

Laid  over  from  January  15,  1974,  for  continued  hearing, 
at  the  request  of  the  Community  Planning  Board  #3. 


609-73-BZ 

APPLICANT — Max  Siegel  Associates  for  Alison  Mortgage 
Investment  Trust,  owner;  Arlen  Acquisitions,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  November  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  in  conjunction  with 
the  erection  of  an  eleven  story  commercial  building  the  re¬ 
duction  in  the  number  of  accessory  parking  spaces  for  the 
office  use. 


PREMISES  AFFECTED — 95-25  Queens  Boulevard,  north 
side,  from  62nd  Drive  to  Junction  Boulevard,  Block  2079, 
Lot  1,  Rego  Park,  Borough  of  Queens.  Community  Board 
#6. 

Laid  over  from  January  22,  1974,  for  hearing,  at  the 
request  of  the  Community  Planning  Board. 


128-73-BZ 

APPLICANT — Weinberg  &  Kirshenbaum  for  Albert  Fish¬ 
man,  owmer. 

SUBJECT — Application  February  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  conversion 
of  a  one  story  and  basement  building  from  store  and  two 
family  dwelling  to  an  animal  hospital  and  one  family 
dwelling. 

PREMISES  AFFECTED — 8423  Flatlands  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  8005,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #17. 


129-73-A 

APPLICANT — Weinberg  &  Kirshenbaum  for  Albert  Fish¬ 
man,  owner. 

SUBJECT — Application  February  26,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  extension  of 
commercial  use  within  a  frame  building. 

PREMISES  AFFECTED — 8423  Flatlands  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  8005,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 


564-73-BZ 

APPLICANT — Sheldon  Lobel  for  Celebrity  Checks,  Incor¬ 
porated,  owner. 

SUBJECT — Application  October  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  Cl -2  and  R5 
district  the  erection  of  a  four  story  bank  and  office  building 
that  exceeds  the  permitted  floor  area  ratio,  penetrates  the 
sky  exposure  plane  and  has  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED — 34-45  Junction  Boulevard, 
northeast  corner  of  35th  Avenue,  Block  1730,  Lot  31,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #3. 


612-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  North  Conduit 
Properties,  Incorporated,  owner. 

SUBJECT — Application  November  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall,  has 
less  than  the  required  open  space  ratio,  lot  area  per  room 
and  minimum  distance  between  building,  encroaches  on  the 
required  front  and  side  yards,  penertates  the  sky  exposure 
plane  and  with  balconies  within  the  required  open  space. 

PREMISES  AFFECTED — 185-01/09  141st  Avenue  and 
140-19/41  Coombs  Street,  northeast  corner,  Block  13044, 
Lot  44,  Springfield  Gardens,  Borough  of  Queens.  Com¬ 
munity  Board  #13. 


613-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  North  Conduit 
Properties,  Incorporated,  owner. 

SUBJECT — Application  November  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  distance  be¬ 
tween  buildings. 
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PREMISES  AFFECTED— 185-01/09  141st  Avenue  and 
140-19/41  Coombs  Street,  northeast  corner,  Block  13044, 
Lot  44,  Springfield  Gardens,  Borough  of  Queens. 


669-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  &- 
Young  for  Abraham  Feinberg,  owner,  West  52nd  Street 
Operating  Corporation,  lessee. 

SUBJECT — Application  December  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C5-3  dis¬ 
trict,  in  an  existing  nine  story  and  penthouse  garage  and 
restaurant  structure,  the  addition  to  the  restaurant  use  to 
include  cabaret. 

PREMISES  AFFECTED — 27-39  West  52nd  Street,  north 
side,  432.6  feet  west  of  5th  Avenue,  Block  1268,  Lots  15, 
16,  17  and  18,  Borough  of  Manhattan.  Community  Board 
#5. 


224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT — Application  April  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  for  an  existing  steam  plant. 

PREMISES  AFFECTED — 1100  York  Avenue,  northeast 
corner  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8  and  6. 

Laid  over  from  January  8,  1974,  for  continued  hearing. 


473-73-BZ 

APPLICANT — Upham,  Meeker  &  Weithorn  for  Jaybar 
Realty  Corporation,  owner;  Melpal  Restaurant,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  August  17,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  in  an  existing 
one  story  building  occupied  with  retail  stores  the  addition 
to  the  uses  of  one  store  occupied  as  a  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 1784  Jerome  Avenue,  east  side, 
52.6  feet  south  of  176th  Street,  Block  2850,  Lot  9,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #5. 

Hearing  closed. 

JOSEPH  B.  KLEIN,  Chairman 


FEBRUARY  19,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  February  19,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

502-73-SM 

APPLICANT — Raymond  C.  Frobosilo  and  Samuel  W.  Le¬ 
vine — retractable  barrier  for  fire  escape  windows. 


9-74-BZY — B.B. — 2316  Surf  Avenue,  Block  7070,  Lots 
120  and  126,  N.B.  89-73. 


10-74-BZY — -B.R.— 3565  Hylan  Boulevard,  Block  5108, 
Lot  1,  Alt.  59-73. 


11-74-BZY— B.B. — 55-59  Pierrepont  Street,  Block  236, 
Lot  15,  Alt.  1659-73. 

461-73-A 

APPLICANT — Arthur  W.  Cattrill  for  Cambridge  Tile 
Manufacturing  Company,  owner. 

SUBJECT — Application  August  10,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Camset  C-100”,  in  five  (5) 
and  three  and  one  half  (3p£)  gallon  Polyethylene  pails,  not 
in  compliance  with  regulation  of  the  Administrative  Code 
of  New  York  City. 


577-73-A 

APPLICANT— Jerome  L.  Grushkin  for  Joseph  Fago,  owner. 

SUBJECT — Application  November  1,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 149  Fulton  Street,  west  side, 
279.06  feet  south  of  Warren  Street,  Block  562,  Lot  90, 
Stapleton,  Borough  of  Richmond. 


586-73-A 

APPLICANT — T.  J.  Walocha  for  Bell  &  Howell  Business 
Group,  owner. 

SUBJECT — Application  November  5,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  com¬ 
bustible  mixture  known  as  Positive  Toner  Starter — Posi¬ 
tive  Toner  Replenisher — Reversal  Toner  Starter — Reversal 
Toner  Replenisher — Type  400  Reversal  Starter  Toner — 
Type  400  Reversal  Replenisher  in  one  quart  polyethylene 
bottles,  not  in  compliance  with  regulations  of  the  Adminis¬ 
trative  Code  of  New  York  City. 


627-73-A 

APPLICANT — Cities  Service  Oil  Company,  owner. 

SUBJECT — Application  November  26,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Citgo  extra  range  2  cycle 
engine  oil”  in  one  pint  metal  sealed  can,  “Citgo  extra 
range  snowmobile  oil”  in  one  quart  metal  sealed  can,  not 
in  compliance  with  regulations  of  the  Administrative  Code 
of  New  York  City. 


628-73-A 

APPLICANT — Cities  Service  Oil  Company,  owner. 

SUBJECT — Application  November  26,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  com¬ 
bustible  mixture  konwn  as  “Yamalube  2  cycle  engine  oil” 
in  one  quart  fiber  sealed  can,  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  New  York  City. 

JOSEPH  B.  KLEIN,  Chairman 


FEBRUARY  26,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  26,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

454-68-BZ 

APPLICANT — Charles  F.  Zweifel  and  Company,  Incorpo¬ 
rated,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  30, 
197-1 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C5-3  district,  the  erection  of  a 
two  story  enlargement  to  an  existing  two  story  commer¬ 
cial  building  that  encroaches  on  the  required  rear  yard. 
PREMISES  AFFECTED— 148  East  40th  Street,  south 
side,  158  feet  west  of  Third  Avenue,  Block  895,  Lot  60, 
Borough  of  Brooklyn. 


403-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Second  City  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  23, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-62  of  the  Zoning 
Resolution,  permitting  in  an  R6  district,  the  conversion  of 
doctors  offices  in  the  cellar  apartments  that  increase  the 
degree  of  non-compliance  in  lot  area  per  room. 

PREMISES  AFFECTED — 148-45  89th  Avenue,  northwest 
corner  of  150th  Street,  Block  9693,  Lot  42,  Jamaica,  Bor¬ 
ough  of  Queens. 


236-72-BZ 

APPLICANT — Vito  J.  Tricarico  for  Giro  Macheroni, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  March  27,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  enlargement 
in  area  of  the  first  floor  and  the  erection  of  a  second  floor 
to  an  existing  catering  establishment. 

PREMISES  AFFECTED — 5614  Flatlands  Avenue  and  930 
East  57th  Street,  southwest  corner,  Block  7782,  Lot  25, 
Borough  of  Brooklyn. 


635-49-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Adams  Iron 
Works,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  3, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  a  change  in 
occupancy  from  storage  of  fruit  and  truck  garage,  previ- 
ously  granted  by  the  Board,  to  ornamental  iron  works 
factory  with  accessory  welding  and  garage  for  two  trucks 
in  the  open  yard. 

PREMISES  AFFECTED — 78  Butler  Street,  south  side,  150 
feet  east  of  Smith  Street,  Block  409,  Lot  14,  Borough  of 
Brooklyn. 


93-38-BZ— Vol.  II 

APPLICANT — Otto  J.  and  Warren  A.  Sambach  for  Coastal 
Sales  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  17,  1973 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  and  residence  use  district, 
the  erection  of  a  one  story  building  for  use  as  a  motor 
vehicle  repair  shop  for  front  wheel  alignment  and  brake 
adjustments,  this  work  will  require  the  use  of  portable 
electric  machines  in  addition  to  hand  tools. 


PREMISES  AFFECTED — 27-11  30th  Avenue,  north  side, 
50.39  feet  west  of  29th  Street,  Block  575,  Lot  23  (formerly 
Lot  21),  Long  Island  City,  Borough  of  Queens. 


205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  foi 
extension  of  time  to  complete  which  expired  July  5,  1973- 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
five  story  health  related  facility  that  exceeds  the  permitted 
floor  area  ratio  and  lot  coverage,  encroaches  on  the  re¬ 
quired  front  and  side  yards  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn. 


341-72-A 

APPLICANT — Salamon  and  Salamon  for  Wallace  and 
Wallace  Fuel  Oil  Company,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  Fuel  Oil  Transportation  trucks; 
previously  granted  on  condition. 


691-72-BZ 

APPLICANT — Morton  S.  Cahn  for  Edythe  Butler,  Clara 
Haddad,  Margaret  Jaher,  owner;  P.  J.  Dillon  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  November  2,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
one  story  building  occupied  with  retail  stores,  the  addition 
to  the  use  of  the  portion  occupied  as  a  restaurant  to 
include  cabaret. 

PREMISES  AFFECTED — 60-02  to  60-04  Roosevelt  Ave¬ 
nue,  southeast  corner  of  60th  Street,  Block  1293,  Lot  7, 
Woodside,  Borough  of  Queens.  Community  Board  #2. 


550-73-BZ 

APPLICANT — Kenneth  H.  Koons  for  Arthur  &  Martin 
Greenberg,  owner. 

SUBJECT — Application  October  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-4'  and  R6  district,  the 
construction  and  maintenance  of  an  accessory  and  public 
parking  lot. 

PREMISES  AFFECTED — 363  East  138th  Street,  north 
side,  222.5  feet  west  of  Willis  Avenue,  Block  2301,  Lot  15, 
Borough  of  The  Bronx.  Community  Board  #1. 


694-73-BZ 

APPLICANT — Joseph  C.  Schmitt  for  Board  of  Education, 
Office  of  School  Buildings,  owner. 

SUBJECT — Application  December  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-19 
of  the  Zoning  Resolution,  to  permit  in  an  Ml -2  district, 
the  erection  of  a  three  story  intermediate  school  that  will 
encroach  on  the  required  rear  yard  on  the  interior  portion 
of  the  site. 
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PREMISES  AFFECTED— 30  West  170th  Street,  south¬ 
west  corner  of  Inwood  Avenue,  Block  2864,  Lot  43,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #4. 

JOSEPH  B.  KLEIN,  Chairman 


FEBRUARY  26,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon ,  February  26,  19/  4,  at  2  o  clock  at  80  Lafayette 
Street,  9th  floor,  New' York,  N.  Y.  10013  on  the  following 
matters : 

632-73-A 

APPLICANT— William  G.  Bosch  for  Fiebing  Chemical 
Company,  owner. 

SUBJECT— Application  November  29,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Fiebings  Leather  Dye”,  in  pint, 
quart  and  gallon  glass  bottles,  not  in  compliance  with  regu¬ 
lations  of  the  Administrative  Code  of  New  York  City. 


APPLICANT— Louis  Lieberman  for  Rabbi  Baruch  Halber- 
stam,  owner. 

SUBJECT— Application  November  30,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  rear  yard, 
floor  area  percentage. 

PREMISES  AFFECTED— 4919  15th  Avenue,  northeast 
corner  of  50th  Street,  Block  5453,  Lot  1,  Borough  of 
Brooklyn. 


645-73-A 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Thomas  Ripley,  owner. 

SUBJECT— Application  November  30,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  modification  of 
Certificate  of  Occupancy  #123555. 


PREMISES  AFFECTED— 66-41  Grand  Avenue,  north  side, 
127.94  feet  west  of  Queens  Midtown  Expressway,  Block 
2724,  Lot  61,  Maspeth,  Borough  of  Queens. 


646-73-A 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Thomas  Ripley,  owner. 

SUBJECT — Application  December  3,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #139045. 

PREMISES  AFFECTED— 66-43  and  66-45  Grand  Avenue, 
north  side,  83  feet  west  of  Queens  Midtown  Expressway, 
Block  2724,  Lot  58,  Maspeth,  Borough  of  Queens. 


647-73-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner  for 
Corner  Distributors,  owner. 

SUBJECT — Application  December  3,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #32402. 

PREMISES  AFFECTED— 2901  White  Plains  Road,  north¬ 
west  corner  of  Arnow  Avenue,  Block  4542,  Lot  1,  Borough 
of  The  Bronx. 


648-73- A 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Corner  Distributors,  owner. 

SUBJECT— Application  December  3,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #47184. 

PREMISES  AFFECTED— 2927  White  Plains  Road,  west 
side,  125  feet  north  of  Arnow  Avenue,  Block  4542,  Lot  20, 
Borough  of  The  Bronx. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  22,  1974,  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein  and  Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  January  8,  1974,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  January  17,  1974,  Vol. 
59,  Nos.  1  through  3. 

441-31-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Judith  Rothberg, 
Executrix  for  the  Estate  of  Louis  Jablowsky,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent ;  previously  granted  on  condition  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  auto  washing,  sale  of  accessories  and 
office. 

PREMISES  AFFECTED — 7702-7714  Flatlands  Avenue  and 
901-909  East  77th  Street,  southeast  corner,  Block  8014, 
Lot  1  (formerly  Lots  1,  3  and  5),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  February  27,  1951,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  May  3, 
1966;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
27,  1951,  as  amended  through  May  3,  1966,  by  adding  thereto: 
“that  the  accessory  building  may  be  altered  substan¬ 
tially  as  shown  on  revised  drawing  of  proposed  condi¬ 
tions  marked  ‘Received  November  27,  1973’,  one  sheet, 
on  condition  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects.”  (B.N.  2161-73) 


479-57-BZ 

APPLICANT — Victor  E.  Block  for  Mrs.  Dora  Leventhal, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  February  18, 
1974 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2668  Marion  Avenue,  east  side, 
100  feet  south  of  East  195th  Street,  Block  3282,  Lot  22, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Victor  E.  Block. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  16,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  22,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  16,  1958,  as  amended  through  July  9,  1968,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  February  18,  1974, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  424-57) 

457-58-BZ 

APPLICANT  Harry  Appleman  and  Sadie  Appleman, 
owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  10, 

1 973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  use  of  a 
vacant  plot  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 2330-2334  Cambreleng  Avenue 
east  side,  274.52  feet  south  of  East  187th  Street,  Block 
3089,  Lots  18,  19,  20,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  David  S.  Elgot. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  18,  1958,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  22,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  18,  1958,  as  amended  through  December  3,  1968,  only 
as  to  the  term  of  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  485-58) 

903-66-BZ  ““ 

APPLICANT — Herbert  Ruderman  for  Albert  Maroon, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  May  15,  1972 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  11-412  of  the  Zoning  Resolution,  permitting 
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in  a  C6-2  district,  the  erection  of  a  new  second  floor  in  an 
existing  five  story  garage  and  automotive  repair  shop 
previously  before  the  Board. 

PREMISES  AFFECTED— 354-356  West  53rd  Street,  south 
side,  175  feet  east  of  9th  Avenue,  Block  1043,  Lot  56, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  Ruderman. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative: .  " 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  7,  1967,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  22,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  7,  1967,  as  amended 
through  May  21,  1968,  only  as  to  the  term  of  the  variance, 
as  previously  permitted  under  Cal.  No.  329-56-BZ,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  612-66  and  401-56) 


252-68-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Mildred  Rosen, 
owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time 
to  complete  which  expired  July  9,  1970;  and  for  amend¬ 
ment-decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district  the  erection  of 
a  one  family  dwelling  that  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED— 5310  Avenue  I,  south  side,  75 
feet  east  of  East  53rd  Street,  Block  7779,  Lot  42,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  Rothkrug. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  time  to  complete  work  extended  and 
resolution  amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  9,  1968,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  November  12,  1969;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work  and  an  amend¬ 
ment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  9,  1968,  as  amended  through 
November  12,  1969,  by  adding  thereto: 


“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  No¬ 
vember  19,  1973’,  three  sheets;  that  substantial  con¬ 
struction  shall  be  completed  within  one  year  from  the 
date  of  this  amended  resolution,  on  condition  that  no 
further  extension  of  time  will  be  considered  by  the 
Board ;  and  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects. 
(N.B.  501-73) 

— 

75-70-BZ 

APPLICANT— Atkin  and  Bassolino  for  Luke  Corcione, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  October  3, 
1973  and  for  amendment — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  C2-2  dis¬ 
trict,  the  erection  of  a  one  story  building  for  use  as  a 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 3231  White  Plains  Road,  west 
side,  220.03  feet  north  of  Burke  Avenue,  Block  4595,  Lot 
40,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  Gibson. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  time  to  complete  work  extended  and  reso¬ 
lution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  16,  1970,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  October  3,  1972;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work  and  an  amend¬ 
ment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  16,  1970,  as  amended  through 
October  3,  1972,  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  No¬ 
vember  8,  1973’,  four  sheets,  on  condition  that  within 
thirty  feet  of  the  rear  lot  line  there  shall  be  no  openings 
or  mechanical  equipment  in  the  rear  wall  or  roof  of  the 
building ;  that  substantial  construction  shall  be  com¬ 
pleted  within  one  year  from  the  date  of  this  amended 
resolution,  on  further  condition  that  no  other  extension 
of  time  will  be  considered  by  the  Board ;  and  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (N.B.  402-69) 

_ 

341-72-A 

APPLICANT — Salamon  and  Salamon  for  Wallace  and 
Wallace  Fuel  Oil  Company,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  Fuel  Oil  Transportation  trucks; 
previously  granted  on  condition. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1974,  at 
10  A.M.,  Special  Order  Calendar,  for  Applicant  and  Fire 
Department  to  confer. 
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391-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodosh  Talmud,  owner. 

SUBJhC.  I — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September 
12,  1973 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R8  district,  the  erec¬ 
tion  of  an  11  story  Synagogue  and  multiple  dwelling  that 
exceeds  the  permitted  floor  area  ratio  and  lot  coverage, 
has  less  than  the  required  lot  area,  open  space  ratio,  and  lot 
area  per  room,  and  penetrates  the  sky  exposure  plane. 

PREMISES  AF FECTED — 223  to  227  East  51st  Street, 
north  side,  260  feet  east  of  Third  Avenue  and  224  to  226 
East  52nd  Street,  Block  1325,  Lot  40,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Howard  A.  Zipser. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at  10 
A  M.,  Special  Order  Calendar,  at  the  request  of  the  appli¬ 
cant. 

917-68-BZ  " 

APPLICANT — McGee  and  Morsellino  for  Caldo  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September 
26,  1973 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  Cl-2  and  R6  district, 
at  an  existing  two  story  office  and  store  building,  the  erec¬ 
tion  of  a  six  floor  enlargement  that  exceeds  the  permitted 
floor  area  ratio,  penetrates  the  sky  exposure  plane  and 
extends  into  the  residence  district. 

PREMISES  AFFECTED — 41-60  to  41-80  Main  Street, 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at  10 
A.M.,  Special  Order  Calendar,  at  the  request  of  the  appli¬ 
cant. 


192-27-BZ — Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Robert  Kirsch, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7c  of  the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  the  combining  of  an  existing  gasoline 
service  station  with  an  existing  parking  lot  so  that  the 
use  will  be  a  gasoline  service  station  and  the  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1120-1144  East  New  York  Ave¬ 
nue,  south  side,  from  East  98th  Street  to  Rockaway  Park¬ 
way;  2-12  East  98th  Street  and  5-21  Rockaway  Parkway, 
Block  4600,  Lots  1  and  7  (proposed  Lot  1),  Borough  of 
Brooklyn. 

\PPEARANCES — 

For  Applicant :  James  E.  Vassalotti. 

\CTIOX  OF  BOARD — Laid  over  to  February  5,  1974,  at 
10  A.M.,  Special  Order  Calendar,  for  decision. 

01-73-BZ 

APPLICANT — McGee  and  Morsellino  for  Monika  Bischoff, 
owner. 


SUBJECT — Application  February  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  enlarge¬ 
ment  in  area  of  the  attic  of  a  one  family  dwelling  that 
increases  the  degree  of  non-compliance  within  the  side 
yard. 

PREMISES  AFFECTED — 139-12  86th  Road,  south  side, 
102.26  feet  east  of  139th  Street,  Block  9708,  Lot  11, 
Jamaica,  Borough  of  Queens.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Planning  Board. 

151- 73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT— Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  en¬ 
croaches  on  the  required  rear  yard  equivalent  and  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 
Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Thomas  Daniel 
Breen,  Howard  A.  Zipser,  Shaun  Henderson  and  Philip 
Martines. 

For  Opposition:  Stanley  H.  Lowell,  Jack  Mayer,  T. 
Perdor  Mayer,  Shirley  V.  Miller,  Joseph  H.  Casey, 
Joseph  F.  Oulmer,  Anne  M.  Clahr,  Theresa  Graham, 
Jacob  Clahr  and  Glenn  Boyles. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at  10 
A.M.,  for  continued  hearing. 

152- 73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — filed  pursuant  to 
multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED — 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at 
10  A.M.,  for  continued  hearing. 


381-73-BZ 

APPLICANT — Weinberg  &  Kirshenbaum  for  Ferguson 
Realty  Corporation,  owner. 

SUBJECT — Application  June  20,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  maintenance 
of  a  one  story  enlargement  to  an  existing  manufacturing 
building  that  will  encroach  on  the  required  yard  along  a 
district  boundary. 
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PREMISES  AFFECTED— 870  to  894  East  42nd  Street, 
west  side,  297  feet  south  of  Glen  wood  Road,  Block  7725, 
Lot  60,  Borough  of  Brooklyn.  Community  Board  #9. 

APPEARANCES— 

For  Applicant:  Harold  Weinberg,  Joseph  Cincotta  and 
Eugene  J.  Malloy. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1974,  at 
10  A.M.,  for  decision,  hearing  closed;  applicant  to  submit 
corrected  drawings. 


401-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Keco  Corpora¬ 
tion,  owner. 

SUBJECT— Application  July  3,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-3  district,  the  erection  of  an 
eleven  story  and  cellar  nursing  home  and  health  related 
facility  that  exceeds  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED— 311  West  231st  Street,  north¬ 
east  corner  of  Irwin  Avenue,  Block  5714,  Lot  141,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #14. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  Charles  G.  Moerdler,  Community  Board 
#14,  Martin  E.  Hecht,  Councilman  Stanley  Simon,  Kate 
and  Simon  Goldenberg,  Sidney  Blumenkrantz,  Jennie 
and  Mort  Reehack,  Ann  Tillis,  Mildred  Novod  and 
others. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at 
10  A.M.,  for  decision,  hearing  closed;  applicant  to  sub¬ 
mit  additional  information. 


427-73-BZ 

APPLICANT — Daniel  J.  O’Connell  for  Luval  Holding 
Company,  owner. 

SUBJECT — Application  July  17,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  1,1-411  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  extension  of 
the  term  of  variance  for  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 62 7  Leland  Avenue,  west  side, 
175  feet  south  of  Seward  Avenue,  Block  3560,  Lot  56, 
Borough  of  The  Bronx.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Daniel  J.  O’Connell. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Planning  Board  and  Applicant. 


462-73-BZ 

APPLICANT — Frank  A.  Vaccaro  for  John  Kenemer, 
owner. 

SUBJECT — Application  August  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  subdivision 
of  a  plot  developed  with  two  dwellings  that  creates  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  lot  area 
and  lot  width. 

PREMISES  AFFECTED — 951  Nugent  Avenue,  west  side, 
100  feet  south  of  Greeley  Avenue,  Block  3822,  Lot  41, 
Midland  Beach,  Borough  of  Rirhmond.  Community  Board 

#3. 


APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  February  5,  1974,  at 
10  A.M.,  for  decision;  hearing  closed. 


463-73-BZ 

APPLICANT— Frank  A.  Vaccaro  for  John  Kenemer, 
owner. 

SUBJECT— Application  August  13,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  subdivision 
of  a  plot  developed  with  two  dwellings  that  creates  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  lot  area 
and  lot  Avidth. 

PREMISES  AFFECTED— 955  Nugent  Avenue,  west  side, 
132.17  feet  south  of  Greeley  Avenue,  Block  3822,  Lot  43, 
Midland  Beach,  Borough  of  Richmond.  Community  Board 

#3. 

APPEARANCES— 

For  Applicant :  Frank  A.  Vaccaro. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  February  5,  1974,  at 
10  A.M.,  for  decision;  hearing  closed. 


498-73-BZ 

APPLICANT— The  Concerto  West  Restaurant  for  Lyndale 
Operating  Company,  owner;  The  Concerto  West  Restau¬ 
rant,  lessee. 

SUBJECT— Application  August  30,  1973— decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the.  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  in  an  existing 
one  story  retail  store  building,  the  addition  to  the  uses  of 
one  store  occupied  as  a  restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 557  West  125th  Street,  north 
side,  16  feet  west  of  Old  Broadway,  Block  1982,  Lot  1, 
Borough  of  Manhattan.  Community  Board  #9. 

APPEARANCES— 

For  Applicant:  Helen  Goodine. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  February  5,  1974,  at 
10  A.M.,  for  decision,  hearing  closed;  representative  of 
applicant  to  meet  with  Board. 


524-73-BZ 

APPLICANT— McGee  &  Morsellino  for  Dodar  Realty  Cor¬ 
poration,  owner;  Jascal  Realty  Corporation,  lessee. 
SUBJECT— Application  September  26,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  office  building  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED— 1575  Gun  Hill  Road,  northwest 
corner  of  Kingsland  Avenue,  Block  4786,  Lot  26,  Borough 
of  The  Bronx.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Gerard  R.  Langlais 
and  Jack  Briguglio. 

For  Opposition:  Dorothy  Petrilak,  Morieho  Hold,  Made¬ 
line  M.  Edwards,  Guslav  Giehl,  Mary  Foley,  Vincenzo 
Gentile,  E.  Treglia  and  Mary  F.  Donohue. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1974,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 
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571-73-A 

APPLICANT — McGee  &  Morsellino  for  Monika  Bischoff, 
owner. 

SUBJECT — Application  October  26,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  living  rooms 
with  contrary  headroom. 

PREMISES  AFFECTED— 139-12  86th  Road,  south  side, 
102.26  feet  east  of  139th  Street,  Block  9708,  Lot  11, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Planning  Board. 


609-73-BZ 

APPLICANT — Max  Siegel  Associates  for  Alison  Mortgage 
Investment  Trust,  owner;  Arlen  Acquistions,  Incorporated, 
lessee. 

SUBJECT — Application  November  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  in  conjunction  with 
the  erection  of  an  eleven  story  commercial  building  the 
reduction  in  the  number  of  accessory  parking  spaces  for 
the  office  use. 

PREMISES  AFFECTED — 95-25  Queens  Boulevard,  north 
side,  from  62nd  Drive  to  Junction  Boulevard,  Block  2079, 
Lot  1,  Rego  Park,  Borough  of  Queens.  Community  Board 
#6. 

APPEARANCES— 

For  Applicant:  Max  Siegel  and  Nevio  Maggiora. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Planning  Board. 


619-73-BZ 

APPLICANT — Norman  Delman  for  Luna  Equities,  Incor¬ 
porated,  owner ;  Hanto  Development  Corporation,  lessee. 

SUBJECT — Application  November  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
one  story  eating  and  drinking  establishment  with  accessory 
signs  and  accessory  parking  in  the  open  area  with  entrances 
within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED — 2940  Cropsey  Avenue,  north¬ 
west  corner  of  Bay  53rd  Street,  Block  6949,  Lot  37,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Norman  Delman. 

For  Opposition :  None. 

AC  LION  OF  BOARD — Laid  over  to  February  13,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Planning  Board. 


644-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Nevada  Towers,  Incorporated,  lessee. 

SUBJECT — Application  November  30,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-7  district,  the  erection  of  an 
additional  story  to  a  28  story  mixed  building  previously 
before  the  Board  that  creates  non-compliance  in  lot  area 
per  room  and  tower  setback  encroachment. 


PREMISES  AFFECTED — 2021-2035  Broadway  and  201  - 
215  Amsterdam  Avenue,  northwest  corner  of  West  69th 
Street,  Block  1141,  Lot  1,  Borough  of  Manhattan.  Com¬ 
munity  Board  #7. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  William  E.  No¬ 
vember,  Philip  Birnbaum,  Howard  Zipser  and  Robert 
Kagan,  Community  Board  #9. 

For  Opposition:  Hans  R.  Reinisch,  Martin  Petroff  and 
Ann  C.  Petroff. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1974,  at 
10  A.M.,  for  decision;  hearing  closed. 


449-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Daughters  of 
Jacob  Geriatric  Center,  Incorporated,  owner. 

SUBJECT — Application  July  31,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-1  district,  the  conversion 
of  an  existing  six  story  nursing  home  to  a  residence  for 
the  elderly  that  encroaches  on  the  required  inner  court  and 
on  the  minimum  distance  between  buildings. 

PREMISES  AFFECTED — 321-335  East  167th  Street  and 
1151-1201  Teller  Avenue,  northeast  corner,  Block  2435,  Lot 
45,  Borough  of  The  Bronx.  Community  Board  #4. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  8,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  22,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  17,  1973,  acting  on  Alt.  Applic.  109/1973,  reads: 
“A39.  Inner  part  of  triangular  outer  court  will  be 
in  violation  of  Sec.  23-841  Z.R. 

A41.  Minimum  distance  between  portions  of  build¬ 
ing  will  be  in  violation  of  Sec.  23-82  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R7-1  district,  the  conversion  of  an  existing  six-story 
nursing  home  to  a  residence  for  the  elderly  that  encroaches 
on  the  required  inner  court  and  on  the  minimum  distance 
between  buildings,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 
“Received  July  31,  1973”,  12  sheets,  and  “January  15,  1974”, 
one  sheet ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  two  years  from  the  date  of  this  resolution. 
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450-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Daughters  of 
Jacob  Geriatric  Center,  Incorporated,  owner. 

SUBJECT — Application  July  31,  1973 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  outer  court,  bulk¬ 
head. 

PREMISES  AFFECTED— 321-335  East  167th  Street,  and 
1151-1201  Teller  Avenue,  Block  2435,  Lot  45,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  17,  1973,  on  Alt.  Applic.  109-73,  reads: 

“Inner  part  of  triangular  cut  of  court  will  be  in  violation 
of  Sec.  26  Subd.  7B  M.  D.  L. 

Provide  a  bulkhead  for  all  required  hall  stairs  at  roof 
as  per  Sec.  104  Subd.  1  of  Multiple  Dwelling  Law.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  17,  1973,  acting  on  Alt.  Applic.  109-73,  Objection 
No.  42,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  310  of  the  Multiple  Dwelling  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  all  work  shall  conform  to  the  resolution  adopted  this 
date  under  Calendar  Number  449-73-BZ;  and  that  all  other 
laws,  rules  and  regulations  be  complied  with. 


466-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Harold,  Frederick 
A.  and  Sophie  Menowitz  and  Carol  M.  Penn,  owners ; 
Emigrant  Savings  Bank,  lessee. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  district,  the  instal¬ 
lation  of  a  non-flashing  illuminated  sign  that  exceeds  the 
permitted  height  above  curb  level  and  the  permitted  surface 
area  along  a  district  boundary. 

PREMISES  AFFECTED— 91-31  Queens  Boulevard,  north¬ 
east  corner  of  60th  Avenue,  Block  1861,  Lot  1,  Elmhurst, 
Borough  of  Queens.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  8,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  22,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  9,  1973,  acting  on  E.S.  Applic.  263/1973,  reads: 


“1.  Proposed  non-flashing  illuminated  accessory 
business  sign  located  in  a  C8-1  district  excess  of  25'-0" 
above  curb  level  and  50  square  feet  in  area,  is  contrary 
to  Sec.  32-67  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-01  (b)  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-01  (b)  of  the  Zoning  Resolution,  to  permit 
in  a  C8-1  district,  the  installation  of  a  non-flashing  illumi¬ 
nated  sign  that  exceeds  the  permitted  height  above  curb  level 
and  the  permitted  surface  area  along  a  district  boundary, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received 
August  16,  1973”,  5  sheets,  and  “January  15,  1974”,  one 
sheet ;  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


481-73-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  C  A  C  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  previ¬ 
ously  before  the  Board,  the  enlargement  in  lot  area  and  the 
erection  of  a  new  structure  to  be  occupied  with  offices  for 
an  open  contractors  establishment  with  accessory  parking 
of  10  trucks. 

PREMISES  AFFECTED — 1775  Allerton  Avenue,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4803,  Lot  19,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  27,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  8,  1974;  then  to  January  22, 
1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  17,  1973,  acting  on  N.B.  Applic.  122/1973,  reads: 

“1.  Proposed  use  of  open  storage  of  fencing  mate¬ 
rials  with  over  night  parking  of  10  trucks  and  accessory 
offices  located  in  an  R3-2  district  is  contrary  to  Sect. 
22-10  of  Z.R.  and  is  hereby  denied.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district  for  a  term  of  3  years,  on  a  plot  previously 
before  the  Board,  the  enlargement  in  lot  area  and  the  erection 
of  a  new  structure  to  be  occupied  with  offices  for  an  open 
contractor’s  establishment  with  accessory  parking  of  10  cars, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  August 
16,  1973”,  4  sheets,  and  “January  18,  1974”,  one  sheet;  on 
further  condition  that  trees  be  planted  along  the  Gunther 
Avenue  frontage  in  accordance  with  Park  Department  regu¬ 
lations;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


547-73-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  the  City  of  New 
York,  owner. 

SUBJECT — Application  October  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  RIO  district,  the  conver¬ 
sion  of  an  existing  6  story  garage  building  to  residential 
use  that  has  less  than  the  required  inner  court. 
PREMISES  AFFECTED — 2  West  90th  Street,  south  side, 
100  feet  west  of  Central  Park  West,  Block  1203,  Lot  37, 
Borough  of  Manhattan.  Community  Board  #7. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  11,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  15,  1974;  then  to  January  22, 
1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1973,  acting  on  Alt.  Applic.  184/1973, 
reads : 

“1.  Provide  a  minimum  rear  yard  of  30  ft.  as  per 
Section  26  par.  5b  of  the  M.D.L. 

2.  Provide  an  interior  court  as  per  Section  26  par. 
7  of  the  M.D.L.  and  Section  23-85  of  the  Zoning  Reso¬ 
lution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R10  district,  the  conversion  of  an  existing  six-story 
garage  building  to  residential  use  that  has  less  than  the  re¬ 
quired  inner  court,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 
“Received  October  11,  1973”,  8  sheets,  and  “January  10, 
1974”,  4  sheets;  and  that  all  laws,  rules  and  regulations 


applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 

548-73-A 

APPLICANT — Samuel  J.  Kisseloff  for  the  City  of  New 
York,  owner. 

SUBJECT — Application  October  11,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  rear  yard  and 
interior  court. 

PREMISES  AFFECTED— 2  West  90th  Street,  south  side, 
100  feet  west  of  Central  Park  West,  Block  1203,  Lot  37, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1973,  on  Alt.  Applic.  184/73,  reads : 

“1.  Provide  a  minimum  rear  yard  of  30  ft.  as  per 
Section  26  Par.  5b  of  the  M.  D.  L. 

2.  Provide  an  interior  court  as  per  Section  26  Par. 
7  of  the  M.  D.  L.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1973,  acting  on  Alt.  Applic.  184/73, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  310  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  all  work  shall  conform  to  the  reso¬ 
lution  adopted  this  date  under  Calendar  Number  547-73-BZ ; 
and  that  all  other  laws,  rules  and  regulations  be  complied 
with. 


Adjourned:  1:05  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  22,  1974,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein  and  Commissioner  Carroll. 


24-73-BZY — B.B.— 1041  E.  83rd  Street,  Block  8035,  Lot 
23,  N.B.  80-73. 

APPEARANCES— 

For  Applicant :  Julius  J.  Rosen. 

For  Opposition :  Councilman  Monroe  Cohen,  Alan  S. 
Erlichman,  Beth  Curtis  and  Jesse  Cohen. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1974,  at 
2  P.M.,  for  decision,  hearing  closed. 


542-68-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
SUBJECT — Additional  partition  assembly  and  to  show  sound 
transmission  class  ratings  of  previously  approved  parti¬ 
tion  assemblies. 
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APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 


438-73-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Kent  Realty. 

SUBJECT— Application  July  26,  1973— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 136-49— 51-53  Roosevelt  Av¬ 
enue,  north  side,  433.29  feet  north  of  Union  Street,  Block 
4980,  Lot  64,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  T.  W.  Milne  and  C.  Palmieri,  F.  D. 

For  Opposition :  Stephen  S.  Scopas  and  Louis  Coplaza. 
ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  23,  1973,  to  modify  C.  O.  Applic.  Q156176,  reads: 

“Application  is  hereby  made  to  the  Board  of  Standards 
and  Appeals  in  accordance  with  the  provisions  of  Section 
1804.4.C.6  of  the  City  Charter  to  modify  the  certificate 
in  relation  to  the  following  building: 

136-43  to  136-51  Roosevelt  Ave.,  Queens,  N.  Y.  Cer¬ 
tificate  No.  Q156176.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner  for 
modification  of  the  Certificate  of  Occupancy  be  and  it  hereby 
is  granted,  and  that  the  Certificate  of  Occupancy  be  modified 
to  require  a  non-automatic  sprinkler  system  in  the  cellar 
and  an  automatic  fire  alarm  system  throughout  the  building 
with  a  central  office  connection ;  and  that  all  other  laws,  rules 
and  regulations  applicable  shall  be  complied  with. 


528-73-A 

APPLICANT — Lawrence  Shutkind  for  Louis  A.  Durante, 
owner ;  Sheltering  Arms  Childrens  Service,  lessee. 
SUBJECT — Application  September  28,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  group 
home. 

PREMISES  AFFECTED — 3402  Clarendon  Road,  southeast 
corner  of  East  34th  Street,  Block  4951,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Lawrence  Shutkind. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1973,  on  Alt.  Applic.  693/73,  reads: 

“1.  Proposed  change  of  occupancy  to  Group  Home 
is  not  listed  in  Zoning  Resolution. 

2.  Provide  2  proper  exits  from  cellar,  6.1. 2.2.3. 

3.  Exit  doors  shall  swing  out,  6.2.2(b). 

4.  Min.  sizes  of  exit  doors  shall  be  36",  6.2.1(b). 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1973,  acting  on  Alt.  Applic.  693/73, 
Objection  Nos.  1,  2,  3,  and  4,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  substantially  conform  to  drawings 
marked  “Received  September  28,  1973”,  8  sheets;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


536-73-A 

APPLICANT — Harry  Soled  for  Cong.  Chasidei  Spinka, 
owner. 

SUBJECT — Application  October  4,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  ramp. 
PREMISES  AFFECTED— 1462  to  1464  56th  Street,  south 
side,  180  feet  west  of  15th  Avenue,  Block  5692,  Lot  27, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Soled. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  .  4 
Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  24,  1973  and  October  26,  1973,  on  N.B.  Applic. 
4/72,  reads : 

“1.  Proposed  omission  of  ramp  on  the  primary  en¬ 
trance  accessable  to  and  usable  by  individuals  in  wheel¬ 
chairs  is  contrary  to  C26-601.1  (d). 

and 

Whereas,  the  premises  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superin¬ 
tendent,  dated  August  24,  1973  and  October  26,  1973,  acting 
on  N.B.  Applic.  4/72,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  substantially  conform  to 
drawings  marked  “Received  November  9,  1973,”  5  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


568-73-A 

APPLICANT — Baron  N.  Wood  for  Purolator  Chemical 
Corporation,  owner. 

SUBJECT — Application  October  24,  1973 — appeal  from  a 
decision  of  the  Fire  'Commissioner,  re-  packaging  of 
combustible  mixture  known  as  Purolator  Racing  Formula 
Fire  Power,  Purolator  Racing  Fomula  Tune-Up,  Puro¬ 
lator  Professional  Use  Tune  Up,  in  fifteen  ounce  metal 
can  with  pop-top  lid,  not  in  compliance  with  regulations 
of  the  Administrative  Code  of  New  York  City. 
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APPEARANCES — 

For  Applicant :  Baron  N.  Wood. 

For  Administration :  Lt.  T.  W.  Milne  and  C.  Palmieri, 
F.D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  . .  4 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  26,  1973,  on  Folder  #122-4285,  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  products  Purolator  Racing  Formula  Fire 
Power,  Purolator  Racing  Formula  Tune-Up,  Purolator 
professional  Use  Tune-Up  in  containers  as  follows:  15 
fl.  oz.  metal  can  with  pop-top  lid  is  Disapproved.  Such 
containers  are  not  in  compliance  with  our  regulations  to 
wit:  Sec.  09-62. 0.b  NYC  Adm.  Code  requires  that 
containers  for  packaging  combustible  mixtures  be  equip¬ 
ped  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawings  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  determined  that  the 
Appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  September  26,  1973,  acting  on  Folder  #122-4285,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  container  shall  substantially 
comply  with  drawings  filed  “November  20,  1973”,  2  sheets; 
that  the  label  have  prominently  displayed  instructions  that 
the  entire  contents  are  to  be  emptied  upon  initial  opening; 
that  the  label  be  in  such  style  as  is  satisfactory  to  the  Fire 
Commissioner ;  and  that  in  all  other  respects,  all  applicable 
laws,  rules  and  regulations  be  complied  with. 


477-73-A 

APPLICANT — Harry  Soled  for  Cong.  Kol  Israel,  Rabbi 
Raphael  Harari,  owner. 

SUBJECT — Application  August  9,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
use  of  synagogue,  contrary  to  Cal.  610-72-A. 

PREMISES  AFFECTED— 3211  Bedford  Avenue,  north¬ 
east  corner  of  Avenue  K,  Block  7607,  Lot  8,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Soled. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1974,  at 
2  P.M.,  for  decision;  hearing  closed. 


509-73-A 

APPLICANT — Stephen  J.  Murphy  for  Concourse  Man¬ 
agement  Company,  owner. 

SUBJECT — Application  September  13,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of 
approved  wet  sprinkler  system. 

PREMISES  AFFECTED — 2465-81  Jerome  Avenue  and 
1-9  West  Fordham  Road,  northwest  corner,  Block  3200, 
Lot  20,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  S.  J.  Murphy. 

For  Administration :  Lt.  T.  W.  Milne,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1974,  at 
2  P.M.,  for  decision ;  hearing  closed. 


538-73-A 

APPLICANT — Grunig-Ferreras  for  Aniello  Palomba, 
owner. 

SUBJECT — Application  October  5,  1973 — 'filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 197  Arbutus  Avenue,  east  side, 
1925.43  feet  south  of  Amboy  Road,  Block  6517,  Lot  67, 
Bloomingdale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1974,  at 
2  P.M.,  for  decision ;  applicant  to  submit  additional  in¬ 
formation;  hearing  closed. 


570-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New  York, 
Park  Department,  owner,  H.  C.  K.  Recreation,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  October  25,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Class  E  Con¬ 
struction  within  the  fire  limits. 

PREMISES  AFFECTED— 11  East  162nd  Street,  north¬ 
east  corner  of  Jerome  Avenue,  Block  2493,  Lot  9,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1974,  at 
2  P.M.,  for  decision;  hearing  closed. 


575-73-A 

APPLICANT — David  Kraus  for  Manton  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  October  31,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  sprinkler  sys¬ 
tem  instead  of  fire  escapes. 

PREMISES  AFFECTED — 345  East  21st  Street,  north  side, 
200  feet  East  of  Ninth  Avenue,  Block  745,  Lot  12,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  David  Kraus  and  G.  Roberts. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1974,  at 
2  P.M.  for  decision,  hearing  closed ;  applicant  to  submit 
additional  information. 


576-73-A 

APPLICANT — Martyn  &  Don  Weston  for  Penguin  House 
Tenants  Corporation,  owner. 

SUBJECT — Application  October  30,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  windows,  rear 
yard,  egress,  etc. 

PREMISES  AFFECTED — 55  East  11th  Street,  north  side, 
164  feet  east  of  University  Place,  Block  563,  Lot  48,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  Weston,  Doris  Diether  C.B.#2, 
Ruth  E.  Wittenberg  C.B.#2  and  George  K.  Matsuda, 
P.H.T.C. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1974,  at 
2  P.M.  for  continued  hearing. 
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589-73-A 

APPLICANT— Lama  &  Vassalotti  for  Max  Donner,  owner; 

Supermarkets  General  Corporation,  lessee. 

SUBJECT— Application  November  7,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Standpipe. 
PREMISES  AFFECTED— 1880  Bartow  Avenue,  south 
side,  between  Ely  and  Bruner  Avenues,  Block  4805,  Lot  1, 
Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Laid  over  to  January  29,  1974,  at 
2  P.M.,  for  decision ;  hearing  closed. 

Adjourned:  3:35  P.M. 

John  B.  Cincotta,  Executive  Director 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  January  8,  1974,  as  they 
appeared  in  Bulletin  1-3,  Vol.  59,  are  corrected  to  read  as 
follows : 

404-73-BZ 

APPLICANT — Louis  Striar  for  Ford  Leasing  Develop¬ 
ment  Company,  owner. 

SUBJECT — Application  July  5,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01  (b)  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  in  conjunc¬ 
tion  with  the  erection  of  an  automobile  showroom  with 
sales  and  service,  the  installation  of  accessory  signs  that 
will  exceed  the  surface  area  along  a  residence  district 
boundary. 

PREMISES  AFFECTED— 1560  and  1570  Bruckner  Boule¬ 
vard,  1555  Story  Avenue,  southeast  corner  of  Boynton 
Avenue,  Block  3653,  Lot  1,  Borough  of  The  Bronx. 
Community  Board  # 8 . 

APPEARANCES— 

For  Applicant :  Louis  Striar. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
November  20,  1973,  after  due  notice  by  publication  in  the 


Bulletin ;  laid  over  to  December  18,  1973;  then  to  January  8, 
1974 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  15,  1973,  acting  on  E.S.  Applic.  139,  140,  141,  and 
142/1973,  reads : 

.  “1-  Proposed  illuminated  signs  in  a  C8-1  district 
with  an  aggregate  area  of  more  than  50  square  feet, 
located  within  100  feet  of  a  street  line  of  a  street  in  which 
there  lies  the  boundary  of  a  residence  (R6)  district  is 
contrary  to  32-67  and  32-643  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-01  (b)  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-01  (b)  of  the  Zoning  Resolution,  to  permit 
in  a  C8-1  district,  in  conjunction  with  the  erection  of  an  auto¬ 
mobile  showroom  with  sales  and  service,  the  installation  of 
accessory  signs  that  will  exceed  the  surface  area  along  a 
residence  district  boundary  on  condition  that  all  work  shall 
substantially  conform  with  drawings  filed  with  this  applica¬ 
tion  marked  “Received  July  5,  1973”— 5  sheets — and  all  laws, 
rules  and  regulations  applicable  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

*  In  the  Resolution  Section  the  word  “Residence”  has  been 
deleted  from  line  8  and  inserted  on  line  9. 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  December  18,  19/3,  as  they 
appeared  in  Bulletin  52,  Vol.  58,  are  corrected  to  read  as 
follows : 

503-73-BZ 

APPLICANT— Sheldon  Lobel  for  Charles  A.,  Jack  and 
Simon  Zuckerman,  owners. 

SUBJECT— Application  September  11,  1973— decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and 
73-50  of  the  Zoning  Resolution,  to  permit  in  an  Ml-1 
district  the  erection  of  a  one  story  and  mezzanine  manu¬ 
facturing  building  that  will  exceed  the  permitted  floor 
area  ratio,  encroaches  on  the  required  yard  along  a  district 
boundary  and  without  the  required  accessory  parking. 
PREMISES  AFFECTED— 923  Longfellow  Avenue,  west 
side,  100  feet  south  of  Garrison  Avenue,  Block  2716,  Lot 
120,’  Borough  of  The  Bronx.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Walsh  and 

Commissioner  Carroll  .  5 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  13,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  4,  1973;  then  to  December 
18,  1973;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  5,  1971,  acting  on  N.B.  Applic.  351/1973, 


reads : 


“1.  Proposed  Building,  in  an  Ml-1  District,  within 
30'  of  rear  lot  line,  such  rear  lot  line  being  coincident 
with  the  boundary  to  a  resident  district,  is  contrary  to 
43-302  of  the  Zoning  Resolution. 

2.  Proposed  Building  with  an  F.A.R.  greater  than 
1.0  in  an  Ml-1  District  is  contrary  to  43-12  of  the 


Zoning  District.  . 

3  Proposed  Building  in  an  Ml-1  District  without 
provision  for  reg.  parking  of  12  cars  is  contrary  to  44-21 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit,  in 
an  Ml-1  district,  the  erection  of  a  one-story  and  mezzanine 
manufacturing  building  that  will  exceed  the  permitted  floor 
area  ratio  and  without  the  required  accessory  parking,  en¬ 
croaches  on  the  required  yard  along  a  district  boundary, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received 
September  11,  1973”,  9  sheets  \  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 

*  In  the  Subject  and  Resolved  Section  the  words  as  shown 
above  in  italics  has  been  inserted. 
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New  Cases  Filed  up  to  January  29,  197 4 

Cal.  No.  Dept.  Premises  Affected 

34.74.SM— United  States  Gypsum  Company,  sound 
rated  drywall  partition  assemblies,  manufactured  by 
United  States  Gypsum  Company,  Material. 


35- 74-SM— The  Bilco  Company,  bilco  type  DSH  fire 
vent,  type  S,  SS,  and  D,  manufactured  by  The  Bilco 
Company,  Material. 

36- 74- A — F.D. — re-  use  of  Mark  11  Linde  Oxygen  Walker 
System. 

37- 74-A — B  R. — 32  Bryan  Street,  northwest  corner  of 
Shore  Road,  Block  7943,  Lot  3,  Tottenville,  Borough  of 
Richmond,  N.B.  2070-73,  re-  building  not  fronting  legal 
street,  General  City  Law. 


38-74-A — B  R. — 34  Bryan  Street,  northwest  corner  of 
Shore  Road,  Block  7943,  Lot  3,  Tottenville,  Borough  of 
Richmond,  N.B.  2071-73,  re-  building  not  fronting  legal 
street,  General  City  Law. 


39.74.SM— United  States  Gypsum  Company,  USG 
Thermafiber  Safing  Insulation,  manufactured  by  United 
States  Gypsum  Company,  Material. 

40-74-SA — Von  Duprin  Incorporated,  Von  Duprin  #3000 
series  electric  strikes  various  models,  manufactured  by 
Von  Duprin  Incorporated,  Appliance. 


41- 74-SM — W.  F.  Fancourt  Company  Incorporated,  fanco 
fire  retardant  #622,  manufactured  by  W.  F.  Fancourt 
Company  Incorporated,  Material. 

42- 74-BZ — B.Bx. — 766  East  149th  Street,  south  side,  50 
feet  west  of  Wales  Avenue,  and  520  to  534  Concord 
Avenue,  Block  2580,  Lot  11,  Borough  of  The  Bronx, 
Community  Board  #1,  Alt.  No.  430-73,  re-  public  parking 
lot,  Cl-4  district. 


43-74-SA — Detex  Corporation,  detex  exit  control  lock 
eel  2200,  manufactured  by  Detex  Corporation,  Appliance. 


44.74.SA — Blackstone  Corporation,  Blackstone  coin- 
operated  washing  machines,  various  models,  manufactured 
by  Blackstone  Corporation,  Appliance. 


45-74-BZ— B.M.— 1522  to  1536  Second  Avenue,  301  to 
319  East  79th  Street,  northeast  corner,  and  302  to  310 
East  80th  Street,  Block  1542,  Lots  1,  4,  5,  6,  8,  46,  49, 
Borough  of  Manhattan,  Community  Board  #8,  N.B. 
102-72,  re-  floor  area  and  number  of  zoning  rooms  in 
multiple  dwelling,  Cl-9,  Cl-5,  R10,  R8  district. 

APPLICATION  FOR  EXTENSION  OF  TIME 
TO  COMPLETE  CONSTRUCTION 

(Filed  pursuant  to  Section  11-324) 

12-74-BZY — B.Q. — 140  Beach  25th  Street,  Block  15815, 
Lot  20,  N.B.  984-72. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R.— Department  of  Build¬ 
ings,  Richmond;  B.Bx.— Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  26,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  26,  1974,  at  10  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

454-68-BZ 

APPLICANT— Charles  F.  Zweifel  and  Company,  Incorpo¬ 
rated,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  January  30, 
I974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C5-3  district,  the  erection  of  a 
two  story  enlargement  to  an  existing  two  story  commer¬ 
cial  building  that  encroaches  on  the  required  rear  yard. 
PREMISES  AFFECTED— 148  East  40th  Street,  south 
side,  158  feet  west  of  Third  Avenue,  Block  895,  Lot  60, 
Borough  of  Brooklyn. 


403-72-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Second  City  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  January  23, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-62  of  the  Zoning 
Resolution,  permitting  in  an  R6  district,  the  conversion  of 
doctors  offices  in  the  cellar  apartments  that  increase  the 
degree  of  non-compliance  in  lot  area  per  room. 

PREMISES  AFFECTED— 148-45  89th  Avenue,  northwest 
corner  of  150th  Street,  Block  9693,  Lot  42,  Jamaica,  Bor¬ 
ough  of  Queens. 


236-72-BZ 

APPLICANT— Vito  J.  Tricarico  for  Giro  Macheroni, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expires  March  27,  1974 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning' 
Resolution,  permitting  in  an  R3-2  district,  the  enlargement 
in  area  of  the  first  floor  and  the  erection  of  a  second  floor, 
to  an  existing  catering  establishment.  , 

PREMISES  AFFECTED— 5614  Flatlands  Avenue  and  930 
East  57th  Street,  southwest  corner,  Block  7782,  Lot  25, 
Borough  of  Brooklyn. 


635-49-BZ — Vol.  II 

APPLICANT— Leonard  F.  Rothkrug  for  Adams  Iron; 
Works,  Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  March  3; 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso-; 
lution,  permitting  in  a  residence  use  district,  a  change  ir 
occupancy  from  storage  of  fruit  and  truck  garage,  previ¬ 
ously  granted  by  the  Board,  to  ornamental  iron  work' 
factory  with  accessory  welding  and  garage  for  two  truck: 
in  the  open  yard. 

PREMISES  AFFECTED— 78  Butler  Street,  south  side,  15( 
feet  east  of  Smith  Street,  Block  409,  Lot  14,  Borough  0 
Brooklyn. 


93-38-BZ— Vol.  II 

APPLICANT — Otto  J.  and  Warren  A.  Sambach  for  Coasta 
Sales  Corporation,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  17,  1973 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  and  residence  use  district, 
the  erection  of  a  one  story  building  for  use  as  a  motor 
vehicle  repair  shop  for  front  wheel  alignment  and  brake 
adjustments,  this  work  will  require  the  use  of  portable 
electric  machines  in  addition  to  hand  tools. 

PREMISES  AFFECTED — 27-11  30th  Avenue,  north  side, 
50.39  feet  west  of  29th  Street,  Block  575,  Lot  23  (formerly 
Lot  21),  Long  Island  City,  Borough  of  Queens. 


205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
five  story  health  related  facility  that  exceeds  the  permitted 
floor  area  ratio  and  lot  coverage,  encroaches  on  the  re¬ 
quired  front  and  side  yards  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn. 


341-72-A 

APPLICANT — Salamon  and  Salamon  for  Wallace  and 
Wallace  Fuel  Oil  Company,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  Fuel  Oil  Transportation  trucks; 
previously  granted  on  condition. 


606-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Rose  Associates,  owner. 

SUBJECT — Application  November  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  16  story  mixed 
building  for  an  accessory  swimming  pool  and  related 
facilities  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio. 

PREMISES  AFFECTED— 240  East  76th  Street  and  1441 
to  1455  Second  Avenue,  southwest  corner,  Block  1430,  Lot 
21,  Borough  of  Manhattan.  Community  Board  # 8 . 

Laid  over  from  January  29,  1974,  for  hearing,  at  the 

request  of  the  applicant. 


691-72-BZ 

APPLICANT — Morton  S.  Cahn  for  Edythe  Butler,  Clara 
Haddad,  Margaret  Jaher,  owner;  P.  J.  Dillon  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  November  2,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  in  an  existing 
two  story  building  occupied  with  retail  stores,  the  addition 
to  the  use  of  the  portion  occupied  as  a  restaurant  to 
include  cabaret. 

PREMISES  AFFECTED— 60-02  to  60-04  Roosevelt  Ave¬ 
nue,  southeast  corner  of  60th  Street,  Block  1293,  Lot  7, 
Woodside,  Borough  of  Queens.  Community  Board  #2. 


550-73-BZ 

APPLICANT — Kenneth  H.  Koons  for  Arthur  &  Martin 
Greenberg,  owner. 

SUBJECT — Application  October  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-4  and  R6  district,  the 
construction  and  maintenance  of  an  accessory  and  public 
parking  lot. 

PREMISES  AFFECTED — 363  East  138th  Street,  north 
side,  222.5  feet  west  of  Willis  Avenue,  Block  2301,  Lot  15, 
Borough  of  The  Bronx.  Community  Board  # 1 . 


694-73-BZ 

APPLICANT — Joseph  C.  Schmitt  for  Board  of  Education, 
Office  of  School  Buildings,  owner. 

SUBJECT — Application  December  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-19 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-2  district, 
the  erection  of  a  three  story  intermediate  school  that  will 
encroach  on  the  required  rear  yard  on  the  interior  portion 
of  the  site. 

PREMISES  AFFECTED — 30  West  170th  Street,  south¬ 
west  corner  of  Inwood  Avenue,  Block  2864,  Lot  43,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #4. 

JOSEPH  B.  KLEIN,  Chairman 


FEBRUARY  26,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  February  26,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

257-73-SM 

APPLICANT — Johns-Manville  Sales  Corporation — 

method  of  attachment  of  mineral  fiber  panels. 


307-73-SA 

APPLICANT — Amercan  Multiplex  Systems,  Incorpo¬ 
rated — fire  alarm  system. 


529-73-SM 

APPLICANT — Automatic  Filter  Systems,  Incorporated 
— water/oil  separator. 


533- 73-SA 

APPLICANT — Standard  Electric  Time  Corporation — 
fire  alarm  system. 

534- 73-SA 

APPLICANT — Standard  Electric  Time  Corporation — 
fire  alarm  system. 


607-73-SM 

APPLICANT — Harbour  Industries,  Incorporated — fire 
alarm  system. 


34-74-SM 

APPLICANT — United  States  Gypsum  Company — sound 
rated  partition  assemblies. 
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12-74-BZY _ B.Q. — 140  Beach  25th  Street,  Block  15815, 

Lot  20— N.B.  984-72. 


21-73-BZY _ B.R. — 50  Belair  Road,  Block  2862,  Lot  68, 

Borough  of  Richmond,  N.B.  1409-73. 


22-73-BZY _ B.R. — 1111  Seaside  Boulevard,  Block  3875, 

Lot  1,  Borough  of  Richmond,  N.B.  1414-73. 


647-73-A 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Corner  Distributors,  owner. 

SUBJECT— Application  December  3,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #32402. 

PREMISES  AFFECTED— 2901  White  Plains  Road,  north¬ 
west  corner  of  Arnow  Avenue,  Block  4542,  Lot  1,  Borough 
of  The  Bronx. 


1-74-BZY _ B.Bx. — 685  White  Plains  Road,  Block  3563, 

Lots  1,  19,  20,  56,  61,  65,  66,  67,  68,  69,  71,  73,  N.B.  406-73. 


2-74-BZY — B.B. — 1702  to  1750  Avenue  R,  Block  6821, 
Lots  201,  212,  N.B.  91-73. 


4-74-BZY _ B.Bx. — 3355  White  Plains  Road,  Block  4624, 

Lot  37,  N.B.  188-73. 


648-73-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner  for 
Corner  Distributors,  owner. 

SUBJECT— Application  December  3,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #47184. 

PREMISES  AFFECTED-2927  White  Plains  Road,  west 
side,  125  feet  north  of  Arnow  Avenue,  Block  4542,  Lot  20, 
Borough  of  The  Bronx. 

JOSEPH  B.  KLEIN,  Chairman 


5-74-BZY— B.Bx.— 799  Gun  Hill  Road,  Block  4658,  Lot 
21,  N.B.  130-73. 


632-73-A 

APPLICANT— William  G.  Bosch  for  Fiebing  Chemical 
Company,  owner. 

SUBJECT — Application  November  29,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  flam- 
mable  mixture  known  as  “Fiebings  Leather  Dye”,  in  pint, 
quart  and  gallon  glass  bottles,  not  in  compliance  with  regu¬ 
lations  of  the  Administrative  Code  of  New  York  City. 


637-73-A 

APPLICANT— Louis  Lieberman  for  Rabbi  Baruch  Halber- 
stam,  owner. 

SUBJECT — Application  November  30,  1973 — appeal  from  a 

"  decision  of  the  Borough  Superintendent,  re-  rear  yard, 
floor  area  percentage. 

PREMISES  AFFECTED— 4919  15th  Avenue,  northeast 
corner  of  50th  Street,  Block  5453,  Lot  1,  Borough  of 
Brooklyn. 


645-73-A 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Thomas  Ripley,  owner. 

SUBJECT — Application  November  30,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  modification  of 
Certificate  of  Occupancy  #123555. 

PREMISES  AFFECTED — 66-41  Grand  Avenue,  north  side, 
127.94  feet  west  of  Queens  Midtown  Expressway,  Block 
2724,  Lot  61,  Maspeth,  Borough  of  Queens. 


646-73-A 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Thomas  Ripley,  owner. 

SUB  TECT— Application  December  3,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #139045. 

PREMISES  AFFECTED— 66-43  and  66-45  Grand  Avenue, 
north  side,  83  feet  west  of  Queens  Midtown  Expressway, 
Block  2724,  Lot  58,  Maspeth,  Borough  of  Queens. 


MARCH  5,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
"ucsday  morning,  March  5,  1974,  at  10  o  clock  at  80 
.afayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

_  11 .  n  4-f  ore  • 


248-73- A — Vol.  II 

APPLICANT _ Alphonse  J.  Calvanico  for  Frank  Raccuglia, 


owner. 

SUBJECT — Application  for  consideration— reopening  as 
Volume  II  subject  to  regular  procedure— decision  ot  the 
Borough  Superintendent — filed  pursuant  to  Section  56, 
Article  3  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  legal  street;  previously  denied. 

3 REMISES  AFFECTED — Whitwell  Place  south  side, 
720.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  190, 


249-73-A— Vol.  II 

APPLICANT— Alphonse  J.  Calvanico  for  Frank  Raccuglia, 
owner. 

SUBJECT— Application  for  consideration— reopening  as 
Volume  II  subject  to  regular  procedure— decision  of  the 
Borough  Superintendent— filed  pursuant  to  Section  36, 
Article  3,  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  south  side, 
620.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  185, 
Todt  Hill,  Borough  of  Richmond. 


250-73-A— Vol.  II 

APPLICANT— Alphonse  J.  Calvanico  for  Raymond, 
Gucciardo,  owner. 

SUBJECT— Application  for  consideration— reopening  ai 
Volume  II  subject  to  regular  procedure— decision  of  the 
Borough  Superintendent— filed  pursuant  to  Section  36 
Article  3  of  the  General  City  Law— re  building  not  front¬ 
ing  on  legal  street;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  north  side 
420.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  127 
Todt  Hill,  Borough  of  Richmond. 
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251-73-A — Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond 
Gucciardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent — filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street;  previously  denied. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

525.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  122, 
Todt  Hill,  Borough  of  Richmond. 


252-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond 

Gucciardo,  owner. 

SUBJECT — Application  for  construction — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent  re-  filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street ;  previously  denied. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

630.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  117, 
Todt  Hill,  Borough  of  Richmond. 


253-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc¬ 
ciardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent  re-  filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street ;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

735.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  112, 
Todt  Hill,  Borough  of  Richmond. 


254-73- A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc¬ 
ciardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II,  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent  re-  filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  fronting 
on  legal  street ;  previously  denied. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 
851.29  feet  east  of  Todt  Hill  Road,  Block  811,  Lot  107, 

Todt  Hill,  Borough  of  Richmond. 


255-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc¬ 
ciardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent  re-  filed  pursuant  to  Section  36, 
Article  3,  of  the  General  City  Law  re-  building  not  fronting 
on  a  legal  street;  previously  denied. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 
951.29  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  102, 
Todt  Hill,  Borough  of  Richmond. 


924-68-A— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Thrift  Furniture 
Corporation,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  8, 
1974 — appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  egress;  previously  granted  on  condition. 

PREMISES  AFFECTED— 47  to  49  West  14th  Street, 
north  side,  220  feet  east  of  Avenue  of  the  Americas,  Block 
816,  Lot  13,  Borough  of  Manhattan. 


946-57-BZ 

APPLICANT — James  P.  McLaughlin  for  Agnes  B.  Mc¬ 
Laughlin,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  28, 
1974 — decsion  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local  retail  use  district  the  use  of 
the  building  on  the  rear  north  side  of  the  lot,  which  was 
erected  as  a  five  car  garage,  to  be  used  for  motor  vehicle 
repair  shop  specializing  in  body  and  fender  work. 

PREMISES  AFFECTED — 1029-1031  Ogden  Avenue,  west 
side,  175  feet  south  of  West  165th  Street,  Block  2525,  Lot 
30,  Borough  of  The  Bronx. 


423-54-BZ— Vol.  II 

APPLICANT — Walter  T.  Gorman  for  Shell  Oil  Company, 
long  term  lessee;  Morgan  Guaranty  Trust  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  under  Sections  7e  and  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  minor  repairs  (hand  tools  only),  office,  sales 
and  storage  of  auto  accessories  and  open  parking. 

PREMISES  AFFECTED— 1217  East  233rd  Street,  north¬ 
west  corner  of  Baychester  Avenue,  Block  4954,  Lot  68 
(formerly  Lots  68  and  69),  Borough  of  The  Bronx. 


391-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodosh  Talmud,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  12, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  erection  of  an 
11  story  Synagogue  and  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratio  and  lot  coverage,  has  less  than 
the  required  lot  area,  open  space  ratio,  and  lot  area  per 
room,  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 223  to  22 7  East  51st  Street, 
north  side,  260  feet  east  of  Third  Avenue  and  224  to  226 
East  52nd  Street,  Block  1325,  Lot  40,  Borough  of  Man¬ 
hattan. 


917-68-BZ 

APPLICANT — McGee  and  Morsellino  for  Caldo  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  26, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  and  R6  district,  at  an 
existing  two  story  office  and  store  building,  the  erection  of 
a  six  floor  enlargement  that  exceeds  the  permitted  floor 
area  ratio,  penetrates  the  sky  exposure  plane  and  extends 
into  the  residence  district. 
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PREMISES  AFFECTED— 41-60  to  41-80  Main  Street, 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 


506-73-BZ 

APPLICANT — Joseph  Nirenberg  for  Joe  Bueti,  owner; 
Jimmie  Della  Monicu,  lessee. 

SUBJECT— Application  September  12,  1973— decision  of 
the  Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  for  a  term 
of  5  years,  in  an  existing  three  story  building,  the  addi¬ 
tion  to  the  uses  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED— 9024  4th  Avenue,  northwest 
corner  of  91st  Street,  Block  6081,  Lot  73,  Borough  of 
Brooklyn.  Community  Board  #10. 

Laid  over  from  January  29,  1974,  for  hearing,  at  the 
request  of  the  community  planning  board;  applicant  to 
send  out  20-day  notices. 


555-73-BZ 

APPLICANT— McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ration  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 75-11  <164th  Street,  east  side, 

80.24  feet  north  of  75th  Road,  Block  6966,  Lot  31,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #12. 


556-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 75-13  164th  Street,  east  side, 

60.24  feet  north  of  75th  Road,  Block  6966,  Lot  29,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #12. 


557-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT— Application  October  16,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED — 75-15  164th  Street,  east  side, 

40.24  feet  north  of  75th  Road,  Block  6966,  Lot  27,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #12. 


62 6-7  3- BZ 

APPLICANT— Albert  Melniker  for  Allied  St.  George  Cor¬ 
poration,  owner. 

SUBJECT— Application  November  20,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district  on  a  plot  pre¬ 
viously  before  the  Board,  the  elimination  of  the  accessory 
roof  parking  and  the  erection  of  a  fifth  floor  for  use  as 
offices. 

PREMISES  AFFECTED— 60  Bay  Street  and  55  Central 
Avenue,  northwest  corner,  Block  5,  Lot  51,  St.  George, 
Borough  of  Richmond.  Community  Board  #2. 


660-73-BZ 

APPLICANT— Mario  Dini  for  Ammibale  Pagnozzi,  owner. 

SUBJECT— Application  December  5,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  conver¬ 
sion  of  a  one  family  dwelling  with  Doctor’s  offices  to  a 
two  family  dwelling  that  creates  non-compliance  in  lot  area 
and  lot  width. 

PREMISES  AFFECTED— 2566  Hone  Avenue,  east  side, 
93  feet  south  of  Allerton  Avenue,  Block  4451,  Lot  33, 
Borough  of  The  Bronx.  Community  Board  #12. 


701-73-BZ 

APPLICANT— Sheldon  Lobel  for  Banner  County  Realty 
Corporation,  owner;  Concord  Beauty  School,  lessee. 

SUBJECT— Application  December  27,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
two  story  building  the  maintenance  of  a  trade  school  on 
the  second  floor. 

PREMISES  AFFECTED— 5606  5th  Avenue,  west  side,  25.2 
feet  south  of  56th  Street,  Block  839,  Lots  39  and  40,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #1. 


151-73-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT— Application  March  7,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  encroaches 
on  the  required  rear  yard  equivalent  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 
Community  Board  #8. 

Laid  over  from  January  22,  1974,  for  continued  hear¬ 
ing. 


152-73-A 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT— Application  March  7,  1973— filed  pursuant  to 
multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 
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401-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Keco  Corpora¬ 
tion,  owner. 

SUBJECT — Application  July  3,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -3  district,  the  erection  of  an 
eleven  story  and  cellar  nursing  home  and  health  related 
facility  that  exceeds  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED — 311  West  231st  Street,  north¬ 
east  corner  of  Irwin  Avenue,  Block  5714,  Lot  141,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #14. 

Hearing  closed. 

JOSEPH  B.  KLEIN,  Chairman 


MARCH  5,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  March  5,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

650-73-A 

APPLICANT — Squadron,  Gartenberg,  EllenofT  &  Plesent 
for  H.  G.  V.  Associates,  owner ;  Mike’s  Farmers  Market, 
lessee. 

SUBJECT — Application  December  4,  1973 — appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  Revocation 
of  Building  Permit  #2148/73. 

PREMISES  AFFECTED — 136-19  Whitestone  Expressway, 
southwest  corner  of  28th  Avenue,  Block  4339,  Lots  65  and 
73,  Whitestone,  Borough  of  Queens. 


662-73- A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 
OWNER  OF  PREMISES— Universal  Lumber. 


SUBJECT — Application  December  7,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  modification  of  Cer¬ 
tificate  of  Occupancy. 

PREMISES  AFFECTED — 1350  60th  Street,  south  side, 
129  feet  west  of  New  Utrecht  Avenue,  Block  5719,  Lot  126, 
Borough  of  Brooklyn. 

693-73-A 

APPLICANT— Frank  A.  Vaccaro  for  Richard  Standing, 
owner. 

SUBJECT — Application  December  20,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED — 531  Forest  Avenue,  northeast 
corner  of  Davis  Avenue,  Block  148,  Lot  36,  West  Brighton, 
Borough  of  Richmond. 


12-74-A 

APPLICANT — H.  M.  Cole  for  31  Union  Square  West  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  10,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fire  resistant 
enclosures,  egress,  etc. 

PREMISES  AFFECTED— 31  Union  Square  West  and  21 
East  16th  Street,  northwest  corner,  Block  844,  Lot  17, 
Borough  of  Manhattan. 


15-74-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Neck  Realty  Corporation,  owner. 

SUBJECT — Application  January  11,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED— 122-130  East  22nd  Street,  south¬ 
west  corner  of  Lexington  Avenue,  Block  8 77,  Lot  74,  Bor¬ 
ough  of  Manhattan. 


JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  29,  1974,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein  and  Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  January  IS,  1974,  were 
approved  as  printed  in  the  Bulletin  of  January  24,  1974,  Vol. 
59,  No.  4. 


269-37-BZ 

APPLICANT — S.  Peter  LaRosa  for  Ralph  Widmaier  and 
Helen  Ruettgers,  owners. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  November  26, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED— 1325  Webster  Avenue  west 
side,  197  feet  north  of  East  169th  Street,  Block  2887,  Lot 
177,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  S.  Peter  LaRosa. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Commissioner  Hornstein 

and  Commissioner  Carroll  .  3 

Negative:  .  y 

Absent:  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  19,  1937,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  29,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
19,  1937,  as  amended  through  January  7,  1969,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  1710-25) 


489-38-BZ— Vol.  Ill 

APPLICANT— Larry  Meltzer  for  Exxon  Corporation, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  June  3,_  1973 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  extension 
to  an  existing  gasoline  service  station  accessory  building 
for  two  additional  service  bays  and  the  additional  use  of 
minor  auto  repairs  with  hand  tools  only,  the  parking  of 
motor  vehicles  awaiting  service,  installation  of  two  addi¬ 
tional  550  gallon  gasoline  tanks  and  one  additional  dispens¬ 
ing  pump. 

PREMISES  AFFECTED— 219-01  North  Conduit  Avenue, 
northeast  corner  of  Springfield  Boulevard,  Block  13085, 
Lot  4,  Springfield  Gardens,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Ronald  Ogur. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Commissioner  Hornstein 

and  Commissioner  Carroll  . 

Negative:  . 

Absent:  Vice  Chairman  Agusta  . 
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THE  RESOLUTION— 

Whereas,  this  application  was  amended  by  the  Board  as 
Vol.  Ill,  on  June  3,  1958,  on  certain  conditions;  and  _  _ 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  29,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
3,  1940,  as  amended  through  June  3,  1958,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  2533-56) 


74-44-BZ 

APPLICANT — Larry  Meltzer  for  Linjan  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  for  consideration— request  to.  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  September  17,  1973 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7i  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  maintenance  of  a. 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 375  South  1st  Street,  north  side, 
63  feet  4  inches  east  of  Grand  Street  Extension  and  206 
Grand  Street  Extension,  Block  2399,  Lot  23,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Ronald  Ogur. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Commissioner  Hornstein 

and  Commissioner  Carroll  . 

Negative:  . 

Absent:  Vice  Chairman  Agusta . 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  9,  1944,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  29,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  9,  1944,  as  amended  through 
October  21,  1969,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  on  condition  that  the 

front  of  the  first  floor  of  the  building  shall  be  painted; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects,  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained.”  (Alt. 
2573-39) 
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241-47-BZ 

APPLICANT— Morton  S.  Cahn  for  Ridgewood  Real  Estate 
Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  October  1, 
1973 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  extension 
of  existing  structure  (knitting  mill). 

PREMISES  AFFECTED— 1623  to  1625  Hancock  Street, 
northwest  side,  245  feet  northeast  of  Wyckoff  Avenue, 
Block  3548,  Lot  97,  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Morton  S.  Cahn. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  4,  1948,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  29,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  4, 
1948,  as  amended  through  October  1,  1963,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  on  condition  that 

the  facade  shall  be  cleaned ;  that  the  doors,  windows  and 
trim  shall  be  painted;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  3563-46) 


679-67-BZ 

APPLICANT — Herbert  Gallin  for  Sadie  Heller,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  November  14,  1972 — deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  permitting  in  an  R7-1  district,  in  an  existing  one  story 
building  occupied  as  a  restaurant,  the  addition  to  the  uses 
to  include  cabaret. 

PREMISES  AFFECTED — 1884  Crotona  Avenue,  east  side, 
40.5  feet  south  of  Fairmount  Place,  Block  2950,  Lot  16,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Gerald  Levy. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 

November  14,  1967,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 

January  29,  1974,  after  due  notice  by  publication  in  the 

Bulletin. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  14,  1967,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  ...  ;  on  condition  that 
facade  shall  be  painted ;  that  other  than  as  herein  amended 
the  resolution  aboved  cited  shall  be  complied  with  in  all 
respects,  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  132-67) 


365-72-BZ 

APPLICANT— Samuel  H.  Lindenbaum  for  72nd  Street  As¬ 
sociates,  owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  December  12, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  RIO,  Cl-5  within  RIO,  Cl-9 
and  R8  district,  on  a  plot  with  a  four  story  building,  the 
erection  of  a  38  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  in  the  RIO  district  and  encroaches 
on  the  minimum  distance  between  buildings. 

PREMISES  AFFECTED— 201-209  East  71st  Street  and 
1231-1247  Third  Avenue,  northeast  corner  and  200-204 
East  72nd  Street,  Block  1426,  Lots  1,  5,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Howard  Zipser. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Commissioner  Hornstein 


and  Commissioner  Carroll .  3 

Negative: .  0 

Absent :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  12,  1972,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
12,  1972,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  61-70) 


189-73-BZ 

APPLICANT— McGee  &  Morsellino  for  Flushing  Federal 
Savings  &  Loan  Association. 

SUBJECT— Application  March  29,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  a  six  story  and  cellar  enlargement  to  an  existing  bank 
and  office  building  that  will  exceed  the  permitted  floor 
area  ratio,  penetrate  the  sky  exposure  plane  and  have  less 
than  the  required  accessory  parking. 

PREMISES  AFFECTED— 136-21  Roosevelt  Avenue,  north 
side,  175  feet  east  of  Main  Street,  Block  4980,  Lot  11, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Herbert  H.  Warman. 

For  Opposition:  Saunder  Schaevitz,  Mrs.  H.  P.  Cunmins 
and  Emanuel  Weintraub. 
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ACTION  OF  BOARD— Laid  over  to  February  13,  1974, 
at  10:00  A.M.,  for  decision,  hearing  closed;  applicant  to 
submit  additional  information. 


310-73-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  Anchors 
A  weigh,  Incorporated,  owner;  John  Stalluppi,  lessee. 

SUBJECT— Application  May  22,  1973-^ecision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  and  R3-1  district, 
the  addition  to  the  uses  of  an  existing  automobile  show¬ 
room  and  salesroom  to  include  automobile  and  motorcycle 
repair. 

PREMISES  AFFECTED— 161-49  Cross  Bay  Boulevard, 
northeast  corner  of  162nd  Avenue,  Block  14189,  Lots  60, 
66  and  68,  Howard  Beach,  Borough  of  Queens.  Community 
Board  #10. 

APPEARANCES— 

For  Applicant:  Harriet  R.  Jacobs. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  February  13,  1974, 
at  10  A.M.,  for  decision;  applicant  to  submit  additional 
information ;  previously  inspected ;  hearing  closed. 


435-73-BZ 

APPLICANT— Meier-Marus  for  E.  N.  Madison,  owner. 

SUBJECT— Application  July  26,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-33  of 
the  Zoning  Resolution,  to  permit  in  an  Ml-1  district,  the 
installation  of  an  oxygen  storage  tank  that  exceeds  the 
permitted  size. 

PREMISES  AFFECTED— 40-14  19th  Avenue,  southwest 
corner  of  41st  Street,  Block  801,  Lots  35  and  41,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Frank  G.  Meier. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  for  further 
consideration;  then  laid  over  to  March  26,  1974,  at  10 
A.M.,  at  the  request  of  the  applicant. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative: .  0 


506-73-BZ 

APPLICANT — Joseph  Nirenberg  for  Joe  Bueti,  owner ; 
Jimmie  Della  Monicu,  lessee. 

SUBJECT — Application  September  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  for  a  term 
of  5  years,  in  an  existing  three  story  building,  the  addition 
to  the  uses  of  the  first  floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 9024  4th  Avenue,  northwest 
corner  of  91st  Street,  Block  6081,  Lot  73,  Borough  of 
Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant :  Joseph  Nirenberg. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  5,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  community 
planning  board;  applicant  to  send  out  20-day  notices. 


583-73-BZ 

APPLICANT — The  New  York  Bank  for  Savings  for  Avon 
Associates,  Incorporated,  owner;  The  New  York  Bank 
for  Savings,  lessee. 

SUBJECT — Application  November  2,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C5-2  district,  the  in¬ 
stallation  of  an  illuminated  business  sign. 

PREMISES  AFFECTED— 108  West  34th  Street,  south 
side,  78.8  feet  west  of  Broadway,  Block  809,  Lot  49, 
Borough  of  Manhattan.  Community  Board  #5. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  February  13,  1974, 
at  10  A.M.,  for  decision;  applicant  to  be  notified;  hearing 
previously  closed. 


606-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Rose  Associates,  owner. 

SUBJECT — Application  November  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9  district,  the  erection  of 
a  two  story  enlargement  to  an  existing  16  story  mixed 
building  for  an  accessory  swimming  pool  and  related  facili-  | 
ties  that  increases  the  degree  of  non-compliance  in  floor 
area  ratio. 

PREMISES  AFFECTED— 240  East  76th  Street  and  1441 
to  1455  Second  Avenue,  southwest  corner,  Block  1430,  Lot 
21,  Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Howard  Zipser. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  February  26,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant. 


634-73-BZ 

APPLICANT — Joseph  C.  Schmitt  for  Board  of  Education 
— Office  of  School  Buildings,  owner. 

SUBJECT — Application  November  29,  1973 — decision  of  the  ■ 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  and  R5  district,  the 
erection  of  a  four  story  elementary  school  that  penetrates 
the  sky  exposure  plane.  j 

PREMISES  AFFECTED— 2844  Fulton  Street,  southwest  . 
corner  of  Barbey  Street,  Block  3949,  Lots  18-22,  Borough 
of  Brooklyn.  Community  Board  #5. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Schmitt. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1974,  at 
10  :00  A.M.,  for  decision ;  hearing  closed. 


297-72-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Johnad  Realty 
Corporation,  owner;  Ford  Leasing  Development  Company, 
lessee. 

SUBJECT — Application  reopened  May  29,  1973  as  Volume 
II— decision  of  the  Borough  Superintendent,  under  Sections 
11-412  and  73-49  of  the  Zoning  Resolution,  to  permit  in  a 
C8-1  and  R6  district,  at  an  existing  automotive  sales  and 
service  establishment  previously  before  the  Board,  the  ex¬ 
pansion  of  the  use  of  the  existing  non-storage  garage  to 
include  roof  parking. 
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PREMISES  AFFECTED— 630-646  East  Fordham  Road, 
southwest  corner  of  Belmont  Avenue,  Block  3078,  Lots  48, 
57,  Borough  of  The  Bronx.  Community  Board  #6. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  11,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  15,  1974;  then  to  January  29, 
1974 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  6,  1973,  acting  on  Alt.  Applic.  52/1972,  reads : 
“1.  Extension  of  parking  area  to  the  roof  of  the 
one  story  portion  of  said  building  is  contrary  to  Section 
22-10  of  Z.R.  and  B.S.A.  Cal.  #297/72/BZ.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-49  of  the  Zoning  Resolution ;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate 
case  in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution,  the  extension  of  the  present  use. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-49  of  the  Zoning  Resolution,  and  does 
hereby  permit  under  Section  11-412,  in  a  C8-1  and  R6  dis¬ 
trict,  at  an  existing  automotive  sales  and  service  establish¬ 
ment  previously  before  the  Board,  the  expansion  of  the  use 
of  the  non-storage  garage  to  include  roof  parking,  on  condi¬ 
tion  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  marked  “Received  May  29,  1973”, 
2  sheets,  and  “January  24,  1974”,  3  sheets ;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


389-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Rosario  P.  Drago; 
Drago  Funeral  Home,  owner. 

SUBJECT — Application  June  27,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-27  of 
the  Zoning  Resolution,  to  permit  in  a  Cl -2  district,  the 
reconstruction  and  enlargement  in  area  of  a  funeral  estab¬ 
lishment  that  will  exceed  the  permitted  floor  area  ratio. 
PREMISES  AFFECTED — 43-10  30th  Avenue,  south  side, 
48  feet  east  of  43rd  Street,  Block  697,  Lots  68  and  115, 
Astoria,  Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  4,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  15,  1974;  then  to  January  29, 
1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  5,  1973,  acting  on  Alt.  Applic.  1048/1972,  reads: 

“1.  Proposed  funeral  chapel — Use  Group  7,  in  a 
Cl-2  district  is  contrary  to  Sec.  332-16  Z.R. 

2.  Proposed  F.A.R.  exceeds  that  permitted  by  Sec. 
33-121  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-27  of  the  Zoning  Resolution,  and  under  Section 
72-21  of  the  Zoning  Resolution,  and  that  the  applicant  is 
therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  and 
that  the  Board  does  hereby  make  the  required  findings  and 
grant  a  Special  Permit  under  Section  73-27  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  reconstruction 
and  enlargement  in  area  of  a  funeral  establishment  that  will 
exceed  the  permitted  floor  area  ratio,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  June  27,  1973”,  3  sheets,  and  “January  25, 
1974”,  one  sheet;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


394-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Paul  and  Nunzia 
Petrone,  owners. 

SUBJECT — Application  June  19,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of 
an  accessory  five  car  garage  to  an  automobile  repair  shop. 
PREMISES  AFFECTED— 211-21  and  211-27  45th  Road, 
north  side,  200  feet  east  of  211th  Road,  Block  1713,  Lots 
46  and  47,  Bayside,  Borough  of  Queens.  Community  Board 
#11. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  Frances  Nowakowski  and  John  Trupuc. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative: .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  4,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  15,  1974;  then  to  January  29, 
1974 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  22,  1973,  acting  on  Alt.  Applic.  343/1973,  reads: 

“1.  Proposed  conversion  of  an  existing  five  car 
garage  accessory  to  an  Old  Law  Multiple  Dwelling,  to 
an  auto  repair  shop,  Use  Group  16,  located  in  an  R4 
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Zoning  District,  is  contrary  to  Section  22-00  Zoning 
Res.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  an  R4  district,  for  a  term  of  5  years,  the  conversion  of 
an  accessory-  five-car  garage  into  an  automobile  repair  shop, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  Received  June 
29.  1973”,  6  sheets,  and  “January  24,  1974”,  one  sheet;  on 
further  condition  that  there  shall  be  no  body  and  fender 
repairs ;  that  there  shall  be  no  auto  paint  spraying ;  that  the 
hours  of  operation  be  limited  to  8  A.M.  to  6  P.M.  Monday 
through  Saturday;  and  that  all  laws,  rules  and  regulations  ap¬ 
plicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  Resolu¬ 
tion. 


456-73-BZ 

APPLICANT— Weinberg  &  Kirshenbaum  for  Ciro  Accardo, 
owner. 

SUBJECT— Application  August  7,  1973— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-3  district  in 
an  existing  three  story-  mixed  building,  the  erection  of  a 
one  story  enlargement  to  the  first  floor  restaurant  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio 
and  the  lot  area  requirements. 

PREMISES  AFFECTED — 6009  8th  Avenue,  east  side.  80 
feet  south  of  60th  Street,  Block  5714,  Lot  6,  Borough  of 
Brooklyn.  Community  Board  #12. 

APPEARANCES — 

For  Applicant:  Harold  Weinberg. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  \  ice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . . 
Negative: . 


4 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January-  8,  1974,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  January  29.  1974 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  7,  1973,  acting  on  Alt.  Applic.  1692/1972.  reads : 

“1.  The  proposed  enlargement  increases  the  degree 
of  non-compliance  as  to  permitted  floor  area  contrary 
to  Sec.  35-32  and  Sec.  54-31  Z.R.  for  mixed  building 
located  in  Cl-3  in  R6  district. 

2.  Proposed  enlargement  creates  a  non-compliance 
with  respect  to  lot  area  required  for  mixed  building  in 
a  Cl-3  in  R6  district  contrary  to  Sec.  35-41  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 


the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every-  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-3  district,  in  an  existing  three-story  mixed  building,  the 
erection  of  a  one-story  enlargement  to  the  first  floor  restau¬ 
rant  that  increases  the  degree  of  non-compliance  in  floor 
area  ratio  and  the  lot  area  requirements,  on  condition,  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received  August  7,  1973  ’,  3  sheets,  and 
“January  14,  1974”,  3  sheets;  on  further  condition  that  there 
shall  be  no  openings  in  the  roof  of  the  proposed  rear  enlarge¬ 
ment;  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


491-73-BZ 

APPLICANT— James  Whitford,  Jr.  for  Richmond  County 
Savings  Bank,  owner. 

SUBJECT — Application  August  23,  1973— decision  of  the 
Borough  Superintendent,  under  Section  /2-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  for  a  term 
of  five  years,  the  maintenance  of  a  trailer  as  an  enlargement 
to  a  bank  that  increases  the  degree  of  non-conformity. 
PREMISES  AFFECTED— 1460  Richmond _ Avenue,  south¬ 
west  corner  of  Lander  Avenue,  Block  1595,  Lot  20.  Bulls 
Head,  Borough  of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  John  D.  Bruno. 
For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  15,  1974.  after  due  notice  _by  publication  in  the 
Bulletin;  laid  over  to  January  29,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  16,  1973,  acting  on  B.N.  Applic.  65/1972,  reads : 

“1.  Proposal  to  use  a  trailer,  as  an  accessory  bldg 
to  an  existing  non  complying  use  (Bank — Use  Group  6) 
in  an  R3-2  district  for  a  period  of  five  years  is  contrary 
to  Section  52-41  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every-  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  for  a  term  of  3  years,  the  maintenance  of  a 
trailer  as  an  enlargement  to  a  bank  that  increases  the  degree 
of  non-conformity,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 
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“Received  August  23,  1973”,  5  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


553-73-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  Crosstown 
Parking  Corporation,  owner. 

SUBJECT— Application  October  16,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml -6  district,  the  erection  of  a 
three  story  building  for  use  as  an  indoor  tennis  establish¬ 
ment  with  roof  tennis  that  encroaches  on  the  required  rear 
yard  and  rear  yard  equivalent. 

PREMISES  AFFECTED— 15  to  23  West  30th  Street  and 
14  to  22  West  31st  Street,  north  side,  182.75  feet  east  of 
Broadway,  Block  832,  Lots  27,  29,  30,  31,  54-55,  56,  57  and 
58,  Borough  of  Manhattan.  Community  Board  #5. 

APPEARANCES— 

For  Applicant:  Harriet  Jacobs. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll..  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  18,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  15,  1974;  then  to  January  29, 
1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  12,  1973,  acting  on  N.B.  Applic.  32/1973, 
reads : 

“04.  A  public  garage  for  192  cars  is  not  permitted 
as  of  right  in  an  Ml-6  district  Sect.  32-17  and  Sect.  44-46 
of  Zoning  Resolution. 

05.  Provide  a  20'  rear  yard  for  the  interior  lot  por¬ 
tion  of  the  zoning  lot.  Sect.  43-26  of  the  Zoning  Reso¬ 
lution. 

06.  Provide  a  rear  yard  equivalent  for  the  through 
lot  portion  of  the  zoning  lot.  Sect.  43-28  of  the  Zoning 
Resolution. 

07.  Proposed  use  of  the  appliance  known  as  Space- 
O-Matic  in  a  public  parking  garage  is  contrary  to  the 
conditions  of  approval  by  the  Board  of  Standards  and 
Appeals  under  Calendar  Number  736-69-S.A.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  Ml-6 
district,  the  erection  of  a  3-story  building  for  use  as  an  indoor 
tennis  establishment  with  roof  tennis  that  encroaches  on  the 
required  rear  yard  and  rear  yard  equivalent,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  October  16,  1973”, 
one  sheet,  and  “January  25,  1974”,  9  sheets;  and  that  all  laws. 


rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


554-73-A 

APPLICANT — Dominick  Salvati  and  Son  for  Crosstown 
Parking  Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  air  supported 
structures,  stairs. 

PREMISES  AFFECTED— 15  to  23  West  30th  Street  and 
14  to  22  West  31st  Street,  north  side,  182.75  feet  east  of 
Broadway,  Block  832,  Lots  27,  29,  30,  31,  54,  55,  56,  57, 
and  58,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harriet  Jacobs. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  12,  1973,  on  N.B.  Applic.  32/73,  reads : 

“08 — The  air  supported  structures  are  closer  than 
20'  to  each  other  and  to  interior  lot  lines  which  is  con¬ 
trary  to  Sect.  C26-718.2  of  Administrative  Code. 

09 — The  air  supported  structures  on  the  roof  are 
closer  than  30'  to  a  required  exit  door  which  is  contrary 
to  Sect.  C26-718.2  of  Administrative  Code. 

C20 — All  required  stairs  should  lead  in  a  continuous 
enclosure  directly  to  street.  Sect.  C26-602.4  of  Adminis¬ 
trative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  12,  1973,  acting  on  N.  B.  Applic.  32/73,  Ob¬ 
jection  Nos.  C18,  C19  and  C20,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  all  work  shall  conform  to  the  resolution  adopted  this 
date  under  Calendar  Number  553-73-BZ ;  and  that  all  other 
laws,  rules  and  regulations  applicable  be  complied  with. 


644-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Nevada  Towers,  Incorporated,  lessee. 
SUBJECT — Application  November  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-7  district,  the  erection  of  an 
additional  story  to  a  28  story  mixed  building  previously 
before  the  Board  that  creates  non-compliance  in  lot  area 
per  room  and  tower  setback  encroachment. 

PREMISES  AFFECTED— 2021-2035  Broadway  and  201- 
215  Amsterdam  Avenue,  northwest  corner  of  West  69th 
Street,  Block  1141,  Lot  1,  Borough  of  Manhattan.  Com¬ 
munity  Board  #7. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser  and  William  E.  Novem¬ 
ber. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 


81 


MINUTES 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  22,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  29,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1972,  acting  on  N.B.  Applic.  41/1972, 
reads : 

“A-22.  Plans  filed  under  amendment  dated  10/29/73 
do  not  comply  with  drawings  approved  by  the  Board  of 
Standards  and  Appeals  under  Cal.  No.  244/73.BZ  as 
to  plaza  area,  number  of  stories  and  building  height.  . 

A-23.  29th  floor  of  a  mixed  building  tower  is  in 
non-compliance  with  Sec.  33-45  Zoning  Resolution  as  it 
encroaches  more  than  the  permitted  area  within  40  feet 
of  the  wide  streets. 

A-24.  Proposed  number  of  zoning  rooms  exceeds 
the  permitted  number  of  rooms  as  per  Sec.  23-222  and 
Sec.  23-23  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C4-7  district,  the  erection  of  an  additional  story  to  a  28- 
story  mixed  building  previously  before  the  Board,  that  creates 
non-compliance  in  lot  area  per  room  and  tower  setback  en¬ 
croachment,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked 
‘‘Received  November  30,  1973”,  5  sheets ;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


Adjourned :  11 :30  A.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY,  AFTERNOON,  JANUARY  29,  1974,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein  and  Commissioner  Carroll. 

138-47-SM 

APPLICANT— Zurn  Industries,  Incorporated,  owner. 
SUBJECT— To  show  modifications  of  fittings  for  wall  hung 
water  closet. 

APPEARANCES— 

For  Applicant:  James  T.  McKeon. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  5 
Negative: .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
138-47-SM— Amendment  to  resolution  to  show  modifications 
of  fittings  for  wall  hung  water  closet. 

Zurn  Industries,  Incorporated,  Erie,  Pennsylvania,  re¬ 
quested  that  the  resolution  adopted  April  13,  1948  under 
Calendar  Number  138-47-SM  be  reopened  and  amended  to 
show  modifications  of  fittings  for  wall  hung  water  closet. 
PROPOSED  USE:  Fitting  for  wall  hung  water  closet. 
DESCRIPTION  :  The  fitting  is  known  as  the  Zurn  com¬ 
bined  chair  carrier  and  adjustable  wall  closet  fitting.  The 
original  fitting  uses  a  lead  gasket  for  connections  with  the 
face  plate.  The  modified  fittings  use  either  lead  or  neoprene 
gasket  for  the  connections.  An  extended  fitting  for  ease  of 
roughing  is  now  available.  The  modified  fittings  have  an 
offset  in-line  vent  and  a  single  in-line  unit  vent  on  double 
fittings.  A  special  fitting,  with  the  fixture  raised  a  maximum 
of  4"  above  the  standard  roughing,  to  accommodate  water 
closets  for  the  physically  handicapped  is  available.  The 
connection  used  for  the  original  fitting  consists  of  a  running 
thread  to  receive  an  adjustable  cast  iron  coupling  made 
water  tight  with  a  locknut  and  gasket  at  the  face  plate  (Z 
trim  designation).  Two  additional  connections  are  available 
for  the  modified  fitting :  a  modified  running  thread  with  a 
recess  for  a  neoprene  O-ring  to  receive  either  a  cast  iron  or 
ABS  plastic  adjustable  coupling  made  water  tight  with  the 
neoprene  O-ring  (ZZ  trim  designation)  ;  an  iron  pipe  con¬ 
nection  to  receive  an  iron  pipe  nipple  with  an  adjustable 
coupling  at  the  closet  end  (ZQ  trim  designation).  The  con¬ 
nection  of  the  original  fitting  to  the  recess  in  china  (horn) 
was  a  graphite  impregnated  asbestos  rope.  This  connection 
has  been  replaced  by  an  expanded  neoseal  gasket  and  ad¬ 
hesive.  The  original  face  plate  was  7"  deep  for  construction 
with  more  than  1)4"  of  fill  and  finish.  For  the  revised  fitting, 
a  monolithic  face  plate  is  available  for  slab  construction  with 
pasted  tile. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  13,  1948  under 
Calendar  Number  138-47-SM  be  reopened  and  amended  to 
show  the  modification  of  the  Zurn  combined  chair  carrier  and 
adjustable  wall  closet  fitting  described  above  under  the  pro¬ 
visions  of  RS  16  of  the  Building  Code  of  the  City  of  New 
York  on  condition  that  the  requirements  of  the  original 
resolution  adopted  under  this  Calendar  Number  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address,  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


898-47-SM 

APPLICANT— United  States  Gypsum  Company,  owner. 
SUBJECT— Additional  fire  rated  duct  enclosures. 


82 


MINUTES 


APPEARANCES— 

For  Applicant :  E.  V.  Salvo. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
898-47-SM — Amendment  to  resolution  to  include  a  modifica¬ 
tion  and  additional  use  of  fire  rated  assembly. 

United  States  Gypsum  Company,  New  York,  New  York, 
requested  that  the  resolution  adopted  October  13,  1948  and 
amended  through  June  23,  1970  under  Calendar  Number 
898-47-SM  be  reopened  and  amended  to  include  a  modifica¬ 
tion  and  additional  use  of  a  fire  rated  assembly. 
PROPOSED  USE:  Two  hour  fire  rated  duct  protection. 
DESCRIPTION  :  The  assembly  consists  of  1"  thick  gypsum 
coreboard  liner  panel  sandwiched  on  both  sides  with  J4"  or 
ys"  thick  Sheetrock  Firecode  C  gypsum  panel  secured  to 
furring  channels,  with  an  overall  assembly  thickness  of  2" 
or  2J4".  The  assembly  has  been  approved  for  protection  of 
vertical  ducts  under  this  Calendar  Number. 

The  modification  is  the  alternate  construction  of  having 
both  layers  of  or  thick  Sheetrock  Firecode  C  Gypsum 
panels  on  the  same  side  of  the  1"  thick  gypsum  coreboard 
liner  panel  which  maintains  the  same  overall  thickness  of 
2"  or  2^4".  The  alternate  construction  is  used  when  it  is 
necessary  for  facilitating  installation. 

The  assembly  has  been  fire  resistance  tested  and  approved 
as  protection  for  vertical  ducts  The  additional  use  is  as 
two  hour  fire  rated  protection  for  horizontal  ducts. 
INSPECTION  AND  TEST :  The  modified  assembly  de¬ 
scribed  above  used  as  a  protection  for  horizontal  ducts  was 
fire  tested  at  the  research  facilities  of  United  States  Com¬ 
pany,  Des  Plaines,  Illinois.  The  test  was  witnessed  by 
Commissioners  J.  Walsh  and  H.  Carroll  and  Assistant 
Engineer  S.  Lowenthal,  Board  of  Standards  and  Appeals. 
The  test  was  supervised  and  certified  by  Armand  H.  Gusta- 
ferro,  P.  E.,  The  Consulting  Engineers  Group,  Incorporated, 
Glenview,  Illinois.  The  assembly  achieved  a  two  hour  fire 
rating.  The  criterion  used  was  a  temperature  rise  of  325°F. 
of  the  unexposed  side  of  the  assembly,  the  criterion  specified 
in  ASTM  El  19  for  fire  resistive  floors,  roofs,  walls,  and 
partitions. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  13,  1948  and 
amended  through  June  23,  1970  under  Calendar  Number 
898-47-SM  be  reopened  and  amended  to  include  the  modifica¬ 
tion  and  additional  use  described  above  of  the  two  hour 
fire  rated  duct  protection  on  condition  that  the  requirements 
of  the  original  resolution  and  previous  amendments  adopted 
under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


424-59-SA 

APPLICANT — Champion  Heater  Company,  Incorporated, 
Division  of  Lambert  Engineering  Company,  owner. 
SUBJECT — Additional  portable  heaters. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
N  egative  : .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
424-59-SA — Amendment  to  resolution  to  include  additional 
portable  heaters. 

Champion  Heater  Company,  Incorporated,  Division  of 
Lambert  Engineering  Company,  St.  Louis,  Missouri,  re¬ 
quested  that  the  resolution  adopted  March  1,  1960  and 
amended  February  27,  1973  under  Calendar  Number  424-59- 
SA  be  reopened  and  amended  to  include  additional  portable 
heaters. 

PROPOSED  USE:  Portable  heaters  for  construction  sites. 
DESCRIPTION :  The  additional  heaters,  the  Comfort 
Heater  Series,  are  vented,  oil  fired  heaters  similar  to  those 
which  were  previously  approved  under  this  Calendar  Num¬ 
ber.  The  difference  is  the  addition  of  a  flame-out  control 
which  is  required  to  meet  the  requirements  of  the  Occupa¬ 
tional  Safety  and  Health  Act. 

The  heaters  are  marketed  under  various  color  coded  brand 
names  as  follows : 

Model  C-70  Deluxe  (70,000  BTU) — white  and  blue 
Model  C-100  Deluxe  (100,000  BTU) — white  and  blue 
Model  C-150  Deluxe  (150,000  BTU) — white  and  blue 
All  above  models  are  also  marketed  as  Mr.  Heat  (red), 
Jobmaker  (blue),  Champ-Heater  (orange)  and  Red  Hot 
(yellow). 

INSPECTION  AND  TEST:  The  addition  of  a  flame-out 
control  meets  the  requirements  of  the  Occupational  Safety 
and  Health  Act. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  1,  1960  and 
amended  February  27,  1973  under  Calendar  Number  424-59- 
SA  be  reopened  and  amended  to  include  the  additional  port¬ 
able  heaters  for  construction  sites  listed  above  on  condition 
that  the  requirements  of  the  original  resolution  and  previous 
amendment  adopted  under  this  Calendar  Number  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 
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(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


26-63-SM 

APPLICANT — Van-Packer  Products  Company,  owner. 
SUBJECT— Additional  sizes  of  chimney. 

APPEARANCES— 

For  Applicant:  J.  Kowalski. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Can  oil  . .  4 
Negative:  .  ^ 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
26-63-SM — Amendment  to  resolution  to  include  additional 

sizes  of  chimney.  , 

Van-Paker  Products  Company,  Buda,  Illinois,  requested 
that  the  resolution  adopted  June  18,  1968  and  amended 
October  24,  1972  under  Calendar  Number  26-63-SM  be 
reopened  and  amended  to  include  additional  sizes  of  chimney. 
PROPOSED  USE:  Prefabricated  chimney  for  medium 
temperature  equipment. 

DESCRIPTION :  The  chimney,  previously  approved  under 
this  Calendar  Number  is  lined  with  a  refractory  material 
which  is  a  mixture  of  expanded  shale  aggregate,  vermiculite 
and  calcium  aluminate  cement,  encased  in  aluminized  steel 
stainless  steel,  or  galvanized  steel  jackets.  _  The  lining  of  the 
original  chimneys  were  centrifugally  cast  in  3'  long  sections. 
The  additional  chimneys  are  centrifugally  cast  in  sections 
up  to  6'  long. 

The  stack  sections  of  the  original  chimneys  are  up  to  36 
in  inner  diameter.  The  additional  inner  diameters  and  the  cor¬ 
responding  wall  thicknesses  (in  parentheses  are  as  follows: 

27"  (3j4"),  33"  (3)4"),  39"  (4)4")  42"  (4 y2"),  45"  (4^4"), 
48"  (5"),  51"  (5^4"),  54"  (5 J4"),  57"  (5)4"),  60"  (6"). 

The  stack  sections  are  secured  in  position  by  aluminized 
steel  draw-up  type  joint  bands.  In  addition,  the  sections  of 
stacks  with  heavy  gauge  jackets  are  secured  in  position  by 


welding. 

Interior  stacks  are  supported  on  three  hour  fire  rated 
floors  when  adequate  (as  determined  by  Department  of 
Buildings)  floor  support  sections  are  utilized. 
INSPECTION  AND  TEST:  The  additional  sizes  of 
chimneys  have  been  approved  by  Underwriters’  Laboratories 
(File  MH  7075A). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  18,  1968  and  amended 
October  24,  1972  under  Calendar  Number  26-63-SM  be 
reopened  and  amended  to  include  the  additional  sizes  of 
chimney  and  other  revisions  cited  above  under  the  provisions 
of  Articles  14  and  15  and  RS  14  and  15  of  the  Building 
Code  of  the  City  of  New  York  on  condition  that  the  require¬ 
ments  of  the  original  resolution  and  previous  amendment 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 


trols  of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


326-66-SA 

APPLICANT— Walter  Kidde  and  Company,  Incorporated, 
owner. 

SUBJECT — Additional  carbon  dioxide  cylinder. 

APPEARANCES— 

For  Applicant :  William  J.  Pangert. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . . 
Negative: . 


4 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  :  _ 
326-66-SA — Amendment  to  resolution  to  include  additional 
carbon  dioxide  cylinder. 

Walter  Kidde  and  Company,  Incorporated,  Belleville,  New 
Jersey,  requested  that  the  resolution  adopted  January  30, 
1968  under  Calendar  Number  326-66-SA  be  reopened  and 
amended  to  include  an  additional  carbon  dioxide  cylinder. 
PROPOSED  USE:  Carbon  dioxide  cylinder  for  kitchen 
hood  and  duct  fire  extinguishing  systems. 

DESCRIPTION :  The  carbon  dioxide  extinguishing  system 
has  been  approved  with  50  and  75  pound  cylinders.  The 
additional  cylinder  is  a  100  pound  cylinder  used  with  a  KHD 
Series  carbon  dioxide  distribution  system  similar  to  what  is 
used  with  the  50  and  75  pound  cylinders.  The  cylinder  is 
rated  by  the  Department  of  Transportation  at  2300  psi.  The 
cylinder  carries  carbon  dioxide  at  a  pressure  of  840  psi. 
INSPECTION  AND  TEST :  The  system  using  100  pound 
cylinders  have  been  approved  by  Underwriters’  Laboratories 
(File  EX  923). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  30,  1968  under 
Calendar  Number  326-66-SA  be  reopened  and  amended  to 
include  an  additional  carbon  dioxide  cylinder,  a  100  pound 
cylinder,  to  be  used  with  a  KHD  Series  carbon  dioxide  dis¬ 
tribution  system  for  kitchen  hood  and  duct  fire  extinguishing 
systems  under  the  provisions  of  RS  13  of  the  Building  Code 
of  the  City  of  New  York  on  condition  that  the  requirements 
of  the  original  resolution  adopted  under  this  Calendar  Num¬ 
ber  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
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are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


713-68-SM 

APPLICANT — Industrial  Industries,  Incorporated,  owner. 
SUBJECT — Additional  use  as  a  fire  barrier. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
713-68-SM — Amendment  to  resolution  to  include  additional 
use  as  a  fire  barrier. 

Industrial  Industries,  Incorporated,  Houston,  Texas,  re¬ 
quested  that  the  resolution  adopted  November  9,  1971  under 
Calendar  Number  713-68-SM  be  reopened  and  amended  to 
include  an  additional  use  as  a  fire  barrier. 

PROPOSED  USE:  Grease  extractor,  vapor  collector,  and 
fire  barrier  for  kitchen  cooking  appliance  exhaust. 
DESCRIPTION :  The  system,  Cyclowash  Model  Nos.  CW 
150,  CW  250,  and  CW  350,  uses  a  cold  water  spray,  hot 
water  and  detergent  spray,  and  a  cyclonic  air  exhaust 
through  baffles  to  extract  grease,  collect  vapors,  cool  the 
exhaust  air,  and  clean  the  system  when  the  cooking  appliance 
is  not  in  use. 

INSPECTION  AND  TEST:  The  system  has  been  ap¬ 
proved  by  Factory  Mutual  (Serial  No.  19745)  and  Under¬ 
writers’  Laboratories  (File  No.  MH  8953).  Further  tests 
conducted  by  Vent  Master  Corporation  in  support  of  the 
system  as  a  fire  barrier  show  that  air  entering  the  system 
at  a  temperature  of  525°F.  is  cooled  to  120°F.,  which  meets 
Underwriters’  Laboratories  requirement  that  air  from  a 
kitchen  exhaust  system  entering  a  duct  cannot  exceed  375°F. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  9,  1971  under 
Calendar  Number  713-68-SM  be  reopened  and  amended  to 
include  the  additional  use  of  Cyclowash,  Model  Nos.  CW  150, 
CW  250,  and  CW  350,  as  a  fire  barrier  on  condition  that  the 
requirements  of  RS  13  of  the  Building  Code  and  the 
original  resolution  adopted  under  this  Calendar  Number  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac* 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 


this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 

Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


106-69-SM 

APPLICANT — Precision  Polymers,  owner. 

SUBJECT — Reaffirmation  of  approval  of  plastic  pipe  and 
fittings. 

APPEARANCES— 

For  Applicant :  Anthony  L.  Scarano. 

ACTION  OF  BOARD — Material  reapproved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  Board  approved  this  material  on  November 
4,  1970  and  Article  78  proceedings  have  been  instituted  seek¬ 
ing  the  annulment  of  the  approval ;  and 
Whereas,  the  approval  has  been  remanded  to  the  Board 
(Index  No.  20183/70)  by  Hon.  Gerald  P.  Culkin,  Justice  of 
the  Supreme  Court,  New  York,  for  a  further  hearing  to 
afford  access  to  the  petitioners  on  the  Article  78  proceedings 
to  all  test  reports  and  information  regarding  the  nature  and 
conditions  upon  which  the  tests  which  were  the  basis  of  the 
approval  were  administered;  and 

Whereas,  the  Court  further  remanded  that  the  petitioners 
shall  designate  the  information  to  be  made  accessible  and 
that  the  petitioners  shall  be  given  the  opportunity  to  com¬ 
ment  before  the  Board  enters  a  new  determination  on  the 
matter;  and 

Whereas,  the  petitioners  have  been  informed  of  the  deci¬ 
sion,  have  had  access  to  the  designated  information,  and  have 
been  given  the  opportunity  to  comment  on  the  information. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 

Committee  on  Test. 

“Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reaffirm  the  approval  adopted  November  4,  1970” 
under  Calendar  Number  106-69-SM  of  the  plastic  pipe  and 
fittings  cited  above  on  condition  that  the  requirements  of 
the  resolution  adopted  November  4,  1970  under  this  Calendar 
Number  be  complied  with. 
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107-69-SM 


APPLICANT— Harvel  Plastics,  Incorporated,  owner. 
SUBJECT— Reaffirmation  of  approval  of  plastic  pipe  and 
fittings. 

APPEARANCES— 

For  Applicant:  Anthony  L.  Scarano. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  . . 
Negative:  . 


4 

0 


THE  RESOLUTION— 

Whereas,  the  Board  approved  this  material  on  November 
4,  1970  and  Article  78  proceedings  have  been  instituted 
seeking  the  annulment  of  the  approval ;  and 

Whereas,  the  approval  has  been  remanded  to  the  Board 
(Index  No.  20183/70)  by  Hon.  Gerald  P.  Culkin,  Justice 
of  the  Supreme  Court,  New  York,  for  a  further  hearing  to 
afford  access  to  the  petitioners  in  the  Article  78  proceedings 
to  all  test  reports  and  information  regarding  the  nature  and 
conditions  upon  which  the  tests  which  were  the  basis  of  the 
approval  were  administered  ;  and 

Whereas,  the  Court  further  remanded  that  the  petitioners 
shall  designate  the  information  to  be  made  accessible  and 
that  the  petitioners  shall  be  given  the  opportunity  to  com¬ 
ment  before  the  Board  enters  a  new  determination  on  the 
matter ;  and 

Whereas,  the  petitioners  have  been  informed  of  the  de¬ 
cision,  have  had  access  to  the  designated  information,  and 
have  been  given  the  opportunity  to  comment  on  the  infor¬ 
mation. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


“Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reaffirm  the  approval  adopted  November  4,  1970” 
under  Calendar  Number  107-69-SM  of  the  plastic  pipe  and 
fittings  cited  above  on  condition  that  the  requirements  of 
the  resolution  adopted  November  4,  1970  under  this  Calendar 
Number  be  complied  with. 


108-69-SM 

APPLICANT — Celanese  Plastics  Company,  owner. 
SUBJECT — Reaffirmation  of  approval  of  plastic  pipe  and 
fittings. 

APPEARANCES— 

For  Applicant:  Anthony  L.  Scarano. 

ACTION  OF  BOARD — Material  reapproved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affiramtive:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  Board  approved  this  material  on  November 
4,  1970  and  Article  78  proceedings  have  been  instituted  seek¬ 
ing  the  annulment  of  the  approval ;  and 

Whereas,  the  approval  has  been  remanded  to  the  Board 
(Index  No.  20183/70)  by  Hon.  Gerald  P.  Culkin,  Justice  of 


the  Supreme  Court,  New  York,  for  a  further  hearing  to 
afford  access  to  the  petitioners  in  the  Article  78  proceedings 
to  all  test  reports  and  information  regarding  the  nature  and 
conditions  upon  which  the  tests  which  were  the  basis  of  the 
approval  were  administered ;  and 

Whereas,  the  Court  further  remanded  that  the  petitioners 
shall  designate  the  information  to  be  made  accessible  and 
that  the  petitioners  shall  be  given  the  opportunity  to  com¬ 
ment  before  the  Board  enters  a  new  determination  on  the 
matter;  and  t  . 

Whereas,  the  petitioners  have  been  informed  of  the  deci¬ 
sion,  have  had  access  to  the  designated  information,  and 
have  been  given  the  opportunity  to  comment  on  the  informa¬ 
tion. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reaffirm  the  approval  adopted  November  4,  1970 
under  Calendar  Number  108-69-SM  of  the  plastic  pipe  and 
fittings  cited  above  on  condition  that  the  requirements  of  the 
resolution  adopted  November  4,  1970  under  this  Calendar 
Number  be  complied  with. 


132-69-SM 

APPLICANT— Evanite  Plastics  Company,  owner. 
SUBJECT— Reaffirmation  of  approval  of  plastic  pipe  fittings. 

APPEARANCES— 

For  Applicant:  Anthony  L.  Scarano. 

ACTION  OF  BOARD— Material  reapproved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  the  Board  approved  this  material  on  November 
4,  1970  and  Article  78  proceedings  have  been  instituted  seek¬ 
ing  the  annulment  of  the  approval ;  and 

Whereas,  the  approval  has  been  remanded  to  the  Board 
(Index  No.  20183/70)  by  Hon.  Gerald  P.  Culkin,  Justice 
of  the  Supreme  Court,  New  York,  for  a  further  hearing  to 
afford  access  to  the  petitioners  in  the  Article  78  proceedings 
to  all  test  reports  and  information  regarding  the  nature  and 
conditions  upon  which  the  tests  which  were  the  basis  of  the 
approval  were  administered ;  and 

Whereas,  the  Court  further  remanded  that  the  petitioners 
shall  designate  the  information  to  be  made  accessible  and 
that  the  petitioners  shall  be  given  the  opportunity  to  com¬ 
ment  before  the  Board  enters  a  new  determination  on  the 
matter ;  and 

Whereas,  the  petitioners  have  been  informed  of  the  de¬ 
cision,  have  had  access  to  the  designated  information,  and 
have  been  given  the  opportunity  to  comment  on  the  infor¬ 
mation. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reaffirm  the  approval  adopted  November  4,  1970  under 
Calendar  Number  132-69-SM  of  the  plastic  pipe  and  fittings 
cited  above  on  condition  that  the  requirements  of  the 
resolution  adopted  November  4,  1970  under  this  Calendar 
Number  be  complied  with. 


133-69-SM 

APPLICANT — Carlon  Products,  owner. 

SUBJECT — Reaffirmation  of  approval  of  plastic  pipe  and 
fittings. 

APPEARANCES— 

For  Applicant :  Anthony  L.  Scarano. 

ACTION  OF  BOARD— Material  reapproved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

\\  hereas,  the  Board  approved  this  material  on  November 
4,  1970  and  Article  78  proceedings  have  been  instituted  seek¬ 
ing  the  annulment  of  the  approval ;  and 
Whereas,  the  approval  has  been  remanded  to  the  Board 
(Index  No.  20183/70)  by  Hon.  Gerald  P.  Culkin,  Justice 
of  the  Supreme  Court,  New  York,  for  a  further  hearing  to 
afford  access  to  the  petitioners  in  the  Article  78  proceedings 
to  all  test  reports  and  information  regarding  the  nature  and 
conditions  upon  which  the  tests  which  were  the  basis  of  the 
approval  were  administered ;  and 
Whereas,  the  Court  further  remanded  that  the  petitioners 
shall  designate  the  information  to  be  made  accessible  and 
that  the  petitioners  shall  be  given  the  opportunity  to  com¬ 
ment  before  the  Board  enters  a  new  determination  on  the 
matter ;  and 

,  Whereas,  the  petitioners  have  been  informed  of  the  de¬ 
cision,  have  had  access  to  the  designated  information,  and 
have  been  given  the  opportunity  to  comment  on  the  infor¬ 
mation. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reaffirm  the  approval  adopted  November  4,  1970  under 
Calendar  Number  133-69-SM  of  the  plastic  pipe  and  fittings 
cited  above  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  November  4,  1970  under  this  Calendar  Number 
be  complied  with. 

144-69-SM 

APPLICANT — Amoco  Chemicals  Corporation,  owner. 

SUBJECT — Reaffirmation  of  approval  of  plastic  pipe  and 
fittings. 

APPEARANCES— 

For  Applicant :  Anthony  L.  Scarano. 

ACTION  OF  BOARD — Material  reapproved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  ..  4 
Negative :  .  o 


THE  RESOLUTION— 

Whereas,  the  Board  approved  this  material  on  November 
4,  1970  and  Article  78  proceedings  have  been  instituted  seek¬ 
ing  the  annulment  of  the  approval ;  and 

Whereas,  the  approval  has  been  remanded  to  the  Board 
(Index  No.  20183/70)  by  Hon.  Gerald  P.  Culkin,  Justice 
of  the  Supreme  Court,  New  York,  for  a  further  hearing  to 
afford  access  to  the  petitioners  in  the  Article  78  proceedings 
to  all  test  reports  and  information  regarding  the  nature  and 
conditions  upon  which  the  tests  which  were  the  basis  of  the 
approval  were  administered ;  and 

Whereas,  the  Court  further  remanded  that  the  petitioners 
shall  designate  the  information  to  be  made  accessible  and 
that  the  petitioners  shall  be  given  the  opportunity  to  com¬ 
ment  before  the  Board  enters  a  new  determination  on  the 
matter ;  and 

Whereas,  the  petitioners  have  been  informed  of  the  de¬ 
cision,  have  had  access  to  the  designated  information,  and 
have  been  given  the  opportunity  to  comment  on  the  informa¬ 
tion. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reaffirm  the  approval  adopted  November  4,  1970 
under  Calendar  Number  144-69-SM  of  the  plastic  pipe  and 
fittings  cited  above  on  condition  that  the  requirements  of  the 
resolution  adopted  November  4,  1970  under  this  Calendar 
Number  be  complied  with. 


180-69-SM 

APPLICANT — R  &  G  Sloane  Manufacturing  Division, 
owner. 

SUBJECT — Reaffirmation  of  approval  of  plastic  pipe  and 
fittings. 

APPEARANCES— 

For  Applicant :  Anthony  L.  Scarano. 

ACTION  OF  BOARD — Material  reapproved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  Board  approved  this  material  on  November 
4,  1970  and  Article  78  proceedings  have  been  instituted  seek¬ 
ing  the  annulment  of  the  approval ;  and 

Whereas,  the  approval  has  been  remanded  to  the  Board 
(Index  No.  20183/70)  by  Hon.  Gerald  P.  Culkin,  Justice 
of  the  Supreme  Court,  New  York,  for  a  further  hearing  to 
afford  access  to  the  petitioners  in  the  Article  78  proceedings 
to  all  test  reports  and  information  regarding  the  nature  and 
conditions  upon  which  the  tests  which  were  the  basis  of  the 
approval  were  administered  ;  and 

Whereas,  the  Court  further  remanded  that  the  petitioners 
shall  designate  the  information  to  be  made  accessible  and  that 
the  petitioners  shall  be  given  the  opportunity  to  comment 
before  the  Board  enters  a  new  determination  on  the  matter : 
and 

t  Whereas,  the  petitioners  have  been  informed  of  the  de¬ 
cision,  have  had  access  to  the  designated  information,  and 
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have  been  given  the  opportunity  to  comment  on  the  informa¬ 


tion. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reaffirm  the  approval  adopted  November  4,  1970  under 
Calendar  Number  180-69-SM  of  the  plastic  pipe  and  fittings 
cited  above  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  November  4,  1970  under  this  Calendar  Number 
be  complied  with. 


181-69-SM 

APPLICANT— R&G  Sloane  Manufacturing  Division, 

owner. 

SUBJECT— Reaffirmation  of  approval  of  plastic  pipe  and 
fittings. 

APPEARANCES— 

For  Applicant :  Anthony  L.  Scarano. 

ACTION  OF  BOARD — Material  reapproved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carioll..  4 

Negative: .  u 

THE  RESOLUTION— 

Whereas,  the  Board  approved  this  material  on  November 
4,  1970  and  Article  78  proceedings  have  been  instituted  seek¬ 
ing  the  annulment  of  the  approval ;  and  , 

Whereas,  the  approval  has  been  remanded  to  the  Board 
(Index  No.  20183/70)  by  Hon.  Gerald  P.  Culkin,  Justice  of 
the  Supreme  Court,  New  York,  for  a  further  hearing  to 
afford  access  to  the  petitioners  in  the  Article  78  proceedings 
to  all  test  reports  and  information  regarding  the  nature  and 
conditions  upon  which  the  tests  which  were  the  basis  of  the 
approval  were  administered;  and 

Whereas,  the  Court  further  remanded  that  the  petitioners 
shall  designate  the  information  to  be  made  accessible  and 
that  the  petitioners  shall  be  given  the  opportunity  to  comment 
before  the  Board  enters  a  new  determination  on  the  matter ; 

Whereas,  the  petitioners  have  been  informed  of  the  de¬ 
cision,  have  had  access  to  the  designated  information,  and 
have  been  given  the  opportunity  to  comment  on  the  informa¬ 
tion. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reaffirm  the  approval  adopted  November  4,  1970  under 
Calendar  Number  181-69-SM  of  the  plastic  pipe  and  fittings 
cited  above  on  condition  that  the  requirements  of  the  resolu- 
ton  adopted  November  4,  1970  under  this  Calendar  Number 
be  complied  with. 


255-69-SM 

APPLICANT— Amoco  Chemicals  Corporation,  owner. 
SUBJECT— Reaffirmation  of  approval  of  plastic  pipe  and 
fittings. 

APPEARANCES— 

For  Applicant :  Anthony  L.  Scarano. 

ACTION  OF  BOARD— Material  reapproved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  . ® 


THE  RESOLUTION— 

Whereas,  the  Board  approved  this  material  on  November 
4,  1970  and  Article  78  proceedings  have  been  instituted  seek¬ 
ing  the  annulment  of  the  approval ;  and 

Whereas  the  approval  has  been  remanded  to  the  Board 
(Index  No.  20183/70)  by  Hon.  Gerald  P.  Culkin,  Justice  of 
the  Supreme  Court,  New  York,  for  a  further  hearing  to 
afford  access  to  the  petitioners  in  the  Article  78  proceedings 
to  all  test  reports  and  information  regarding  the  nature  and 
conditions  upon  which  the  tests  which  were  the  basis  of  the 
approval  were  administered ;  and 

Whereas,  the  Court  further  remanded  that  the  petitioners 
shall  designated  the  information  to  be  made  accessible  and 
that  the  petitioners  shall  be  given  the  opportunity  to  com¬ 
ment  before  the  Board  enters  a  new  determination  on  the 

matter;  and  ,  ..  , 

Whereas,  the  petitioners  have  been  informed  of  the  de¬ 
cision,  have  had  access  to  the  designated  information,  and 
have  been  given  the  opportunity  to  comment  on  the  informa¬ 
tion. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reaffirm  the  approval  adopted  November  4,  19/U 
under  Calendar  Number  255-69-SM  of  the  plastic  pipe  and 
fittings  cited  above  on  condition  that  the  requirements  of  the 
resolution  adopted  November  4,  1970  under  this  Calendar 
Number  be  complied  with. 


305-69-SM 

APPLICANT — Plasticline,  Incorporated,  owner. 
SUBJECT— Reaffirmation  of  approval  of  plastic  pipe  and 
fittings. 

APPEARANCES— 

For  Applicant :  Anthony  L.  Scarano. 

ACTION  OF  BOARD— Material  reapproved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative: . 

THE  RESOLUTION— 

Whereas,  the  Board  approved  this  material  on  November 
4,  1970  and  Article  78  proceedings  have  been  instituted  seek¬ 
ing  the  annulment  of  the  approval;  and  , 

Whereas,  the  approval  has  been  remanded  to  the  Board 
(Index  No.  20183/70)  by  Hon.  Gerald  P.  Culkin,  Justice 
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of  the  Supreme  Court,  New  York,  for  a  further  hearing  to 
afford  access  to  the  petitioners  in  the  Article  78  proceedings 
to  all  test  reports  and  information  regarding  the  nature  and 
conditions  upon  which  the  tests  which  were  the  basis  of  the 
approval  were  administered;  and 

Whereas,  the  Court  further  remanded  that  the  petitioners 
shall  designate  the  information  to  be  made  accessible  and 
that  the  petitioners  shall  be  given  the  opportunity  to  comment 
before  the  Board  enters  a  new  determination  on  the  matter ; 
and 

Whereas,  the  petitioners  have  been  informed  of  the  de¬ 
cision,  have  had  access  to  the  designated  information,  and 
have  been  given  the  opportunity  to  comment  on  the  infor¬ 
mation. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reaffirm  the  approval  adopted  November  4,  1970 
under  Calendar  Number  30S-69-SM  of  the  plastic  pipe  and 
fittings  cited  above  on  condition  that  the  requirements  of 
the  resolution  adopted  November  4,  1970  under  this  Calendar 
Number  be  complied  with. 


383-69-SM 

APPLICANT — Colonial  Plastics  Manufacturing  Company, 
owner. 

SUBJECT — Reaffirmation  of  approval  of  plastic  pipe  and 
fittings. 

APPEARANCES— 

For  Applicant :  Anthony  L.  Scarano. 

ACTION  OF  BOARD — Material  reapproved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  Board  approved  this  material  on  November 
4,  1970  and  Article  78  proceedings  have  been  instituted  seek¬ 
ing  the  annulment  of  the  approval ;  and 
Whereas,  the  approval  has  been  remanded  to  the  Board 
(Index  No.  20183/70)  by  Hon.  Gerald  P.  Culkin,  Justice 
of  the  Supreme  Court,  New  York,  for  a  further  hearing  to 
afford  access  to  the  petitioners  in  the  Article  78  proceedings 
to  all  test  reports  and  information  regarding  the  nature  and 
conditions  upon  which  the  tests  which  were  the  basis  of  the 
approval  were  administered ;  and 
Whereas,  the  Court  further  remanded  that  the  petitioners 
shall  designate  the  information  to  be  made  accessible  and 
that  the  petitioners  shall  be  given  the  opportunity  to  comment 
before  the  Board  enters  a  new  determination  on  the  matter ; 
and 

Whereas,  the  petitioners  have  been  informed  of  the  de¬ 
cision,  have  had  access  to  the  designated  information,  and 
have  been  given  the  opportunity  to  comment  on  the  infor¬ 
mation. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reaffirm  the  approval  adopted  November  4,  1970 
under  Calendar  Number  383-69-SM  of  the  plastic  pipe  and 
fittings  cited  above  on  condition  that  the  requirements  of  the 
resolution  adopted  November  4,  1970  under  this  Calendar 
Number  be  complied  with. 


121-70-SA 

APPLICANT — Firetrol,  Incorporated,  owner. 

SUBJECT — Additional  fire  pump  controllers. 
APPEARANCES— 

For  Applicant:  Blaise  Martucci. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
121-70-SA — Amendment  to  resolution  to  include  an  addi¬ 
tional  fire  pump  controller  and  changes  in  fire  pump  con¬ 
trollers. 

Firetrol,  Incorporated,  Erie,  Pennsylvania,  requested 
that  the  resolution  adopted  May  16,  1972  under  Calendar 
Number  121-70-SA  be  reopened  and  amended  to  include  an 
additional  fire  pump  controllers  and  changes  in  fire  pump 
controllers. 

PROPOSED  USE:  Fire  pump  controllers. 
DESCRIPTION:  Models  FTA-1000  and  FTA-1500  fire 
pump  controllers  are  the  same  as  when  they  were  pre¬ 
viously  approved  under  this  Calendar  Number,  except  that 
their  induction  motor  ratings  are  increased  from  15-60  HP 
to  15-200  HP. 

Model  FTA-1250  is  a  combined  manual  and  automatic 
part  winding  reduced  voltage  controller  and  is  intended  for 
use  with  electric  motor  driven  fire  pumps  where  across-the- 
line  starting  of  the  pump  would  be  unacceptable  to  the 
supplying  power  source.  The  induction  motor  ratings  are 
15-350  HP. 

INSPECTION  AND  TESTS :  The  fire  pump  controllers 
have  been  approved  by  Underwriters’  Laboratories  (File 
EX-2662,  Project  72CH8516)  and  Factory  Mutual  Research 
(Serial  Nos.  22802  and  22285). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  16,  1972  under 
Calendar  Number  121-70-SA  be  reopened  and  amended  to 
include  the  changes  to  Models  FTA-1000  and  FTA-1500 
fire  pump  controllers  shown  above  and  to  include  an  fire 
pump  controller,  Model  FTA-1250,  under  the  provisions  of 
Article  17  of  the  Building  Code  of  the  City  of  New  York 
on  condition  that  the  requirements  of  the  original  resolution 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to  sub¬ 
mit  the  annual  affidavit  will  be  cause  ofr  revocation  of 
approval. 
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(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


426-70-SM 

APPLICANT— Plastiline,  Incorporated,  owner. 
SUBJECT— Reaffirmation  of  approval  of  plastic  pipe  and 
fittings. 

APPEARANCES— 

For  Applicant:  Anthony  L.  Scarano. 

ACTION  OF  BOARD— Material  reapproved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,,  and  Commissioner  Carroll  . .  4 

Negative:  .  u 

THE  RESOLUTION— 

Whereas,  the  Board  approved  this  material  on  November 
4,  1970  and  Article  78  proceedings  have  been  instituted  seek¬ 
ing  the  annulment  of  the  approval ;  and 

Whereas,  the  approval  has  been  remanded  to  the  Board 
(Index  No.  20183/70)  by  Hon.  Gerald  P.  Culkin,  Justice  of 
the  Supreme  Court,  New  York,  for  a  further  hearing  to 
afford  access  to  the  petitioners  in  the  Article  78  proceedings 
to  all  test  reports  and  information  regarding  the  nature  and 
conditions  upon  which  the  tests  which  were  the  basis  of  the 
approval  were  administered ;  and  _  . 

Whereas,  the  Court  further  remanded  that  the  petitioners 
shall  designate  the  information  to  be  made  accessible  and 
that  the  petitioners  shall  be  given  the  opportunity  to  com¬ 
ment  before  the  Board  enters  a  new  determination  on  the 
matter ;  and 

Whereas,  the  petitioners  have  been  informed  of  the  de¬ 
cision,  have  had  access  to  the  designated  information,  and 
have  been  given  the  opportunity  to  comment  on  the  infor¬ 
mation. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reaffirm  the  approval  adopted  November  4,  1970 
under  Calendar  Number  426-70-SM  of  the  plastic  pipe  and 
fittings  cited  above  on  condition  that  the  requirements  of  the 
resolution  adopted  November  4,  1970  under  this  Calendar 
Number  be  complied  with. 


207-73-SM 

APPLICANT — Mr.  Morris  Klimboff  for  Fiat  Products 
Department,  Formica  Corporation,  a  subsidiary  of  Ameri¬ 
can  Cyanamid  Company,  owner. 


APPEARANCES— 

For  Applicant:  Morris  Klimboff. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,,  and  Commissioner  Carroll  . .  4 
Negative:  .  ® 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Commttee  on  Test  reads: 
207-73-SM— Morris  Klimboff  for  Powers  Fiat  Corporation, 
a  subsidiary  of  Powers  Regulator  Company,  Cincinnati, 
Ohio,  filed  for  approval  of  Modular  One-Piece  Tub-Showers 
and  Showers,  Models  MS-336,  MS-348,  and  MTS-360  under 
the  provisions  of  Article  5  and  RS  5  and  16  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Built-in  shower  or  tub-shower. 
DESCRIPTION :  The  showers  and  tubs  are  made  from 
sheets  of  acrylic  plastic  bonded  to  a  backing  of  fiberglass 
and  polyester  resin.  Models  MS-336  and  MS-348  are  34 
deep  x  84"  high  showers  and  are  36"  and  48"  wide,  respec¬ 
tively.  Model  MTS-360  is  a  60"  wide  x  35)4"  deep  x  84" 
high  tub-shower.  An  integrally  formed  front  flange  around 
the  periphery  of  the  units  is  used  for  attachment.  Model 
MS-336  has  an  integrally  molded  shelf.  Model  MS-348  has 
an  integrally  molded  seat  and  shelf.  Model  MTS-360  has  an 
integrally  molded  seat  and  two  shelves.  The  units  are  drilled 
to  accommodate  drain  and  waste  overflow  fittings. 
INSPECTION  AND  TEST:  The  showers  and  tubs  were 
tested  by  Underwriters’  Laboratories  (File  72NK6811)  and 
achieved  a  flamespread  rating  of  92  and  a  smoke  developed 
rating  of  418. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Modular  One-Piece  Tub-Showers  and 
Showers,  Models  MS-336,  MS-348,  and  MTS-360,  under 
the  provisions  of  Article  5  and  RS  5  and  RS  16  of  the  Build¬ 
ing  Code  of  the  City  of  New  York  on  condition  that  all 
plumbing  connections  shall  conform  to  the  requirements  of 
RS  16  of  the  Building  Code.  The  tubs  and  tub-showers  shall 
be  permanently  labeled :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  Cty  under  Calendar 
Number  207-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to  sub¬ 
mit  the  annual  affidavit  will  be  cause  for  revocation  of  ap¬ 
proval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


208-73-SM 

APPLICANT— George  Koket  for  Quinn-Berry  Division, 
Hoover  Ball  and  Bearing  Company,  owner. 

APPEARANCES— 

For  Applicant:  George  Koket. 
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ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
208-73-SM — Quinn-Berry  Division,  Hoover  Ball  and  Bear¬ 
ing  Company,  Erie,  Pennsylvania,  filed  for  approval  of  the 
Am er line  Model  8121  Ballcock  under  the  provisions  of  RS  16 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Ballcock  for  water  closets. 
DESCRIPTION  :  The  ballcock  uses  a  diaphragm  inside  the 
head  for  anti-syphon  action.  The  diaphragm  is  made  of  rub¬ 
ber.  Rigid  PVC  plastic  is  used  for  the  fill  pipe.  The  bonnet 
is  molded  in  ABS.  The  bonnet  and  fill  pipe  are  solvent 
welded  together.  The  plunger  and  seat  are  made  of  Delrin 
(Dupont)  plastic.  The  rubber  disc  on  the  seating  surface 
of  the  plunger  and  the  o-ring  in  the  plunger  are  made  of 
neoprene  rubber.  Rate  of  flow  and  level  of  water  are  ad¬ 
justable  by  means  of  screws  on  the  rod  arm. 

INSPECTION  AND  TEST :  The  ballcock  has  been  ap¬ 
proved  by  the  Canadian  Standards  Association  (File  LM 
30072)  on  the  basis  of  durability,  flow  rate,  and  pressure 
tests. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Amerline  Model  8121  Ballcock 
under  the  provisions  of  RS  16  of  the  Building  Code  of  the 
City  of  New  York  on  condition  that  installations  shall  com¬ 
ply  with  the  provisions  of  RS  16,  P  107.8  of  the  Building 
Code  of  the  City  of  New  York.  The  ballcock  shall  be  per¬ 
manently  labeled:  ‘‘Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar  Num¬ 
ber  208-/3-SM.”  A  sworn  affidavit  by  a  responsible  officer 
of  the  manufacturer,  familiar  with  the  materials,  processes 
and  controls  of  the  product  manufactured,  shall  be  filed  an¬ 
nually  with  this  Board,  certifying  that  such  materials,  proc¬ 
esses  and  controls  are  being  maintained  as  were  in  effect  at 
the  time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  corporate  name,  change  of  address 
or  to  submit  the  annual  affidavit  will  be  cause  for  revocation 
of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


209-73-SA 

APPLICANT — Martin  Stamping  and  Stove  Company, 
owner. 

APPEARANCES— 

For  Applicant:  Louis  R.  Trummel. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  4 
Negative : .  n 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
209-73-SA  Martin  Stamping  and  Stove  Company,  Hunts- 
\ille,  Alabama,  filed  for  approval  of  Martin  Freestanding 
Fireplaces,  Models  Nos.  BW2845,  BW364S,  CW3000 

Avfr°}nlg0mery  Ward  Pacesetter  No.  KMJ-22040),  and 
CW3600  (Mongomery  Ward  Pacesetter  No.  KMJ-22041) 
under  the  provisions  of  Articles  5  and  15  and  RS  15  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Factory  built,  freestanding,  wood 
burning  fireplaces. 

DESCRIPTION :  Models  Nos.  BW2845  and  BW3645 
fireplaces  are  made  from  stainless,  aluminized,  and  galvanized 
steel  combined  with  fire  brick  and  cast  refractory.  The 
units  consist  of  a  base  containing  a  firebox  and  firebox 
dome,  a  starter  section  for  the  chimney  containing  the 
damper,  chimney  sections,  a  flashing  assembly  attached  to 
the  roof  sheathing,  and  a  roof  housing  to  admit  cool  air 
and  exhaust  hot  air  and  gas.  Model  BW2845  has  a  fireplace 
opening  of  28 ',  a  maximum  overall  height  of  fireplace  and 
chimney  of  45',  and  a  1"  clearance  of  the  chimney  from 
enclosing  walls  and  roof  structures.  Model  BW3645  has  a 
fireplace  opening  of  36",  a  maximum  overall  height  of  fire¬ 
place  and  chimney  of  40',  and  a  2"  clearance  of  the  chimney 
from  enclosing  walls  and  roof  structures. 

The  Model.  CW3000  (Montgomery  Ward  Pacesetter  No. 
KMJ-22040)  is  constructed  of  welded  and  bolted  light  gauge 
steel  elements.  The  circular  fire  pan  is  supported  by  a 
conical  base.  The  hood  is  a  larger  reversed  cone,  30"  in 
diameter  at  the  bottom,  above  the  fire  pan.  The  semi-ellip¬ 
tical  opening  in  the.  hood  has  a  fire  screen  and  removable 
grate.  The  throat  is  provided  with  a  cast  iron  butterfly 
damper.  The  flue  diameter  is  a  minimum  of  8"  in  diameter. 
Required  clearances  from  combustibles  are  18"  from  the 
sides,  rear,  chimney  connector  and  flue  pipe.  The  floor  sur¬ 
face  below  the  fireplace  is  a  non-combustible  material  4' 
square  and  2"  thick. 

The  Model  CW3600  (Montgomery  Ward  Pacesetter  No. 
KMJ-22041)  is  similar  to  the  Model  CW3000,  but  is  larger. 
The  bottom  of  the  conical  hood  is  36"  in  diameter  and  other 
dimensions  are  similarly  larger.  The  non-combustible  floor 
below  the  fireplace  is  5'  square. 

INSPECTION  AND  TEST :  The  fireplaces  have  been 
approved  by  Underwriters’  Laboratories  (File  MH7603), 
International  Conference  of  Building  Officials  (Report  Nos. 
2314,  2767),  and  the  Building  Officials  and  Code  Adminis¬ 
tration  (Report  No.  72-25). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Martin  Freestanding  Fireplaces  wood 
burning,  Model  Nos.  BW2845,  BW3645,  CW3000  (Mont¬ 
gomery  Ward  Pacesetter  No.  KMJ-22040),  and  CW3600 
(Montgomery  Ward  Pacesetter  No.  KMJ-22041),  for  vol¬ 
untary  use  under  the  provisions  of  Article  5  of  the  Building 
Code  of  the  City. of  New  York  on  condition  that  the  fireplaces 
shall  be  vented  in  accordance  with  Article  15  and  RS  15  of 
the  Building  Code  and  that  clearances  from  combustibles 
and  maximum  overall  heights  of  the  fireplaces  shall  be 
complied  with.  The  fireplaces  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  for  use  in  New  York 
City  under  Calendar  Number  209-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 
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Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


214-73-SM 

APPLICANT— United  States  Gypsum  Company,  600  Madi¬ 
son  Avenue,  owner. 

APPEARANCES— 

For  Applicant :  E.  V.  Salvo. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,,  and  Commissioner  Carroll  . . 
Negative:  . 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
214-73-SM— United  States  Gypsum  Company,  New  York, 
filed  for  approval  of  the  U.  S.  G.  Two  Hour  Spandrel  Panel 
System  under  the  provisions  of  Article  5  and  Kb  a  ox  tne 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Two  hour  fire  rated  spandrel  panel 
assembly  (non-combustible). 

DESCRIPTION :  The  panel  consists  of  a  l/&"  thick  alumi¬ 
num  sheet  and  2"  thick  U.  _S.  G.  Thermafiber  Type  40 
mineral  fiber  insulation.  The  insulation  is  3.75  pounds  per 
cubic  foot  in  density  and  is  faced  with  foil  on  one  side,  ihe 
insulation  is  impaled  on  aluminum  pins  spaced  1  -2  verti¬ 
cally  and  l'-O"  horizontally  which  are  welded  to  the  aluminum 
sheet.  Steel  clips  over  the  pins  hold  the  insulation  in  place. 
The  panel  is  attached  to  its  frame  with  bolts  and  angle 
brackets  at  the  top  and  sides  and  placed  in  a  steel  rumier  at 


the  bottom. 

INSPECTION  AND  TEST:  The  spandrel  panel  assembly 
achieved  a  fire  resistance  rating  of  two  hours  when  tested 
by  Wiss,  Janney,  Elstner  and  Associates,  Incorporated, 
Northbrook,  Illinois  (No.  72455). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  U.  S.  G.  Two  Hour  Spandrel 
Panel  System  as  a  two  hour  fire  rated  wall  panel  assembly 
under  the  provisions  of  Article  5  and  RS  5  of  the  Building 
Code  of  the  City  of  New  York. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  this  construction  shall  include  illustrations 
which  adequately  describe  the  assembly  and  shall  state  that 
the  assembly  is  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 

214-73-SM.  c  ,  , 

A  sworn  affidavit  by  a  responsible  officer  of  the  manulac- 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


517-73-SM 

APPLICANT— United  States  Gypsum  Company,  owner. 
SUBJECT — Application  September  20,  1973 — U.  S  .G.  Metal 
Stud  and  Sheetrock  Assembly. 

APPEARANCES— 

For  Applicant :  E.  V.  Salvo. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  I  est. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,,  and  Commissioner  Carroll  . .  4 

Negative:  . 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
517-73-SM— United  States  Gypsum  Company,  New  York, 
filed  for  approval  of  aU.S.  G  Metal  Stud  and  Sheetrock 
Assembly  under  the  provisions  of  Article  5  and  Kb  5  ot  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  One  hour  fire  rated  non-combustible 
partition  assembly. 

DESCRIPTION :  The  steel  studs  used  in  the  assembly  are 
2V2"  or  35/8"  deep  and  have  a  base  metal  thickness  of  0.021  . 
The  studs  are  spaced  24"  o.c.  One  layer  of  )4  thick  Type  X 
gypsum  wallboard  is  screw  attached  to  one  side  of  the  studs. 
Two  layers  of  regular  gypsum  wallboard  are  screw  attached 
to  the  other  side  of  the  studs.  The  partition  is  framed  in  a 
track  of  0.021"  thick  electrogalvamzed  cold  rolled  steel. 
INSPECTION  AND  TEST:  The  partition  assembly  has 
been  approved  with  a  one  hour  fire  rating  by  the  Ohio  State 
University  Engineering  Experiment  Station  with  214  studs 
(Test  Report  No.  T-3124',_on  file,  and  June  5,  1970  letter 
stating  equivalency  evaluation)  and  with  3%  studs  (lest 
Report,  March,  1970,  on  file). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  U.  S.  G.  Metal  Stud  and  Sheet- 
rock  Assembly  described  above  as  a  one  hour  fire  rated 
partition  assembly  under  the  provisions  of  Article  5  and  Kb  a 
of  the  Building  Code  of  the  City  of  New  _Y  ork. 

Plans  submitted  to  the  Department  of  _  Buildings  showing 
proposed  uses  of  this  construction  shall  include  illustrations 
which  adequately  describe  the  assembly  and  shall  state  that 
the  assembly  is  approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 

517-73-SM.  ,  f 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  material,  processes  and  controls  oi  the 
product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  o 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

520-73-SA 

APPLICANT — Ray  Palmer  Associates,  Incorporated  for 
Wallace  &  Tiernan,  owner. 

APPEARANCES— 

For  Applicant:  Hugh  Platt,  Jr.  and  Michael  Derin. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
520-73-SA — Ray  Palmer  Associates,  Incorporated,  Danville, 
New  Jersey,  for  Wallace  and  Tiernan  Division,  Pennwalt 
Corporation,  Bellville,  New  Jersey,  filed  for  approval  of  the 
Wallace  and  Tiernan  Model  No.  SS810407  Pumping  and 
Metering  System  under  the  provisions  of  C26-107.2  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Control  and  monitoring  of  pH  in  a 
potable  water  supply. 

DESCRIPTION :  The  system  uses  a  Series  81-030  Analyzer 
to  measure  pH  of  the  water.  The  sensing  element  is  an 
electrode  which  produces  a  millivolt  potential.  A  solid  state 
No.  699FN  converter  is  fed  the  potential  from  the  electrode 
and  produces  a  10  to  50  milliampere  output.  The  output  is 
fed  to  a  single  pen  type  Series  84-100  indicating  recorder. 
The  recorder  continuously  shows  present  and  past  values  of 
pH  on  a  moving  strip  chart. 

The  value  of  pH  of  the  water  supply  is  raised  by  adding 
sodium  hydroxide  through  a  Series  A-429  metering  pump. 
A  water  meter  register  shaft  rotates  in  proportion  and  flow 
rate  of  the  wrater  supply.  The  diaphragm  type  pump  has  a 
cam  operated  pilot  valve  actuated  by  the  water  meter  shaft, 
which  controls  the  flow  of  water  behind  the  diaphragm  and 
produces  a  flow  of  sodium  hydroxide  proportional  to  the 
flow  rate  of  the  water  supply.  The  pump  has  a  maximum 
capacity  of  60  gallons  per  day  and  a  maximum  operating 
pressure  of  125  psi. 

INSPECTION  AND  TEST :  The  pumping  and  metering 
system  has  been  used  and  accepted  by  the  Department  of 
the  Navy. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  die  approval  of  the  Wallace  and  Tiernan  Model  No. 
SS810407  Pumping  and  Metering  System,  including  the 
Series  A-429  Metering  Pump,  Series  81-030  Analyzer,  No. 
699FN  Converter,  and  Series  84-100  Recorder,  under  the 
provisions  of  C26-107.2  of  the  Building  Code  of  the  City  of 
New  York  on  condition  that  each  addition  of  sodium  hy¬ 
droxide  or  any  other  chemical  to  the  potable  water  supply 
shall  be  approved  by  the  Department  of  Health.  The  pump¬ 
ing  and  metering  system  shall  be  permanently  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  520-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


155-73-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 
SUBJECT— Application  March  8,  1973 — Symmetry  Lumi¬ 
naire  Ceiling  System,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 


172-73-SA 

APPLICANT — Weldon  Service  and  Testing  Company, 
owner. 

SUBJECT — Application  March  20,  1973 — Weldon  heat  ex¬ 
changer  fuel  oil  heater,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1974,  at 
2  P.M.,  applicant  to  be  notified  and  to  supply  additional 
information. 


344-50-SA 

APPLICANT — A.  O.  Smith  Corporation,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  September  12,  1950;  and 
Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


345-50-SA 

APPLICANT — A.  O.  Smith  Corporation,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 
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THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . . 
Negative:  . 


4 

0 


THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  September  12,  1950;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


670-53-SA 

APPLICANT— A.  O.  Smith  Corporation,  owner. 
SUBJECT — Revocation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  February  24,  1954 ;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


24-73-BZY — B.B. — 1041  E.  83rd  Street,  Block  8035,  Lot 
23,  N.B.  80-73. 

APPEARANCES— 

For  Applicant:  Julius  J.  Rosen. 

ACTION  OF  BOARD— Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative: .  0 

THE  RESOLUTION— 

This  case  was  thoroughly  examined  and  the  Board  has 
checked  the  Building  Department  file,  which  indicates  that 
a  permit  for  construction  of  the  entire  building  was  ap¬ 
proved  on  October  17,  1973,  together  with  full  and  complete 
plans  for  the  entire  construction  of  the  building.  This  satis¬ 
fies  Section  11-31  of  the  Zoning  Resolution;  and  the  Board 
is  also  satisfied  that  the  requirements  of  Section  11-331  have 
been  satisfied. 

After  reviewing  the  matter  in  its  entirety,  the  Board  feels 
that  this  case  meets  the  requirements  of  law,  as  set  forth 
in  Section  11-31  and  Section  11-331  of  the  Zoning  Resolu¬ 
tion,  and,  therefore,  would  not  be  affected  by  any  determina¬ 
tion  of  the  Court  of  Appeals  of  the  State  of  New  York  in 
the  matter  involving  the  moratorium  declared  by  the  Board 
of  Estimate  on  December  6,  1973.  Therefore,  the  Board  is 
prepared  to  act  on  the  matter  today. 

Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-331  of  the  Zoning  Resolution  for 
time  to  complete  foundations. 


Resolved,  that  the  Board  does  hereby  authorize  under  Sec¬ 
tion  11-331  of  the  Zoning  Resolution  the  time  to  complete 
foundations  to  July  29,  1974. 


1687- BZY — Vol.  X— B.Q.— 118-18  Union  Turnpike,  Block 

3335,  Lot  23,  N.B.  1580-61. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Laid  over  to  May  7,  1974,  at  2  P.M. 

1688- BZY— Vol.  X—B.Q— 118-17  Union  Turnpike,  Block 

3334,  Lot  151,  N.B.  1579-61. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at  2  P.M. 

1905-BZY— Vol.  X— B.Bx.— 2666  Netherlands  Avenue, 

Block  3407,  Lot  445,  N.B.  1482-60. 

APPEARANCES— 

For  Applicant:  Isidore  A.  Seltzer. 

ACTION  OF  BOARD— Laid  over  to  February  5,  1974, 
at  2  P.M.,  for  decision. 

2300-BZY— Vol.  X—B.Q.— 138-25  Elder  Avenue,  Block 

5142,  Lot  2,  N.B.  4806-61. 

APPEARANCES— 

For  Applicant :  Richard  Klugherz. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1974, 
at  2  P.M.,  at  the  request  of  the  applicant. 

4059-BZY— Vol.  XI— B.Q.— 58-30  76th  Street,  Block 

2822,  Lot  30,  N.B.  1222-61. 

APPEARANCES— 

For  Applicant:  Philip  La  Sala. 

ACTION  OF  BOARD— Laid  over  to  February  13,  1974, 
at  2  P.M.,  for  continued  hearing. 


21-73-BZY — B.R. — 50  Belair  Road,  Block  2862,  Lot  68, 
Borough  of  Richmond,  N.B.  1409-73. 

APPEARANCES— 

For  Applicant :  Julius  J.  Rosen  and  A.  Pullman. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1974, 
at  2  P.M.,  for  continued  hearing. 


22-73-BZY — B.R. — 1111  Seaside  Boulevard,  Block  3875, 
Lot  1,  Borough  of  Richmond,  N.B.  1414-73. 

APPEARANCES— 

For  Applicant:  Julius  Rosen  and  A.  Pullman. 

ACTION  OF  BOARD— Laid  over  to  February  26,  1974,  at 
2  P.M.,  for  continued  hearing. 


1-74-BZY— B.Bx.— 685  White  Plains  Road,  Block  3563, 
T.ots  1.  19.  20.  56.  61.  65,  66,  67,  68,  69,  71,  73,  N.B.  406-73. 


APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  February  26,  1974,  at 
2  P.M.,  for  continued  hearing. 


2-74-BZY — B.B. — 1702  to  1750  Avenue  R,  Block  6821, 
Lots  201,  212,  N.B.  91-73. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 


94 


I 

MINUTES 


For  Opposition :  Leon  A.  Katz,  City  Council,  Stephen 
Solarz,  Assembly,  H.  S.  Lupka,  Robert  Vogel,  Helen 
Rosenblatt,  Muriel  Grossman  for  Congressman  B.  Po- 
dell,  Merrie  Tessler,  Anne  Newen,  Burton  Greenberg, 
Mr.  and  Mrs.  Melvin  Blum,  Dr.  C.  M.  Larson,  Anne 
Brenner,  Sister  Andre  and  many  others. 

For  Administration:  B.  Saperstein  and  Harold  Gruber. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1974,  at 
2  P.M.,  for  continued  hearing. 


3-74-BZY — B.Bx. — 2200  Givan  Avenue,  Block  5141,  Lot 
300,  N.B.  3-73. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1974,  at 
2  P.M.,  for  decision. 


4-74-BZY — B.Bx. — 3355  White  Plains  Road,  Block  4624, 
Lot  37,  N.B.  188-73. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1974,  at 
2  P.M.,  for  continued  hearing. 


5-74-BZY— B.Bx.— 799  Gun  Hill  Road,  Block  4658,  Lot 
21,  N.B.  130-73. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1974, 
at  2  P.M.,  for  continued  hearing. 

477-73-A 

APPLICANT — Harry  Soled  for  Cong.  Kol  Israel,  Rabbi 
Raphael  Harari,  owner. 

SUBJECT — Application  August  9,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
use  of  synagogue,  contrary  to  Cal.  No.  610-72-A. 

PREMISES  AFFECTED— 3211  Bedford  Avenue,  north¬ 
east  corner  of  Avenue  K,  Block  7607,  Lot  8,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Sole. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  16,  1974,  on  Alt.  Applic.  1241/72,  reads : 

“1 — Proposed  change  of  the  1st  floor  and  cellar 
from  a  one  family  and  Dentist’s  office  to  Synagogue  and 
meeting  room  in  a  class  4  building  more  than  600sf 
in  area  and  more  than  one  story  in  height  is  contrary  to 
the  Section  4.2.1  of  the  1938  Building  Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  16,  1974,  acting  on  Alt.  Applic.  1241/72,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  this  appeal  shall 
supersede  Calendar  Number  610-72-A  ;  on  further  condition 
that  the  building  shall  substantially  conform  to  drawings 


marked  ‘‘Received  January  17,  1974”,  7  sheets;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


509-73-A 

APPLICANT — Stephen  J.  Murphy  for  Concourse  Man¬ 
agement  Company,  owner. 

SUBJECT — Application  September  13,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  intallation  of  ap¬ 
proved  wet  sprinkler  system. 

PREMISES  AFFECTED— 2465-81  Jerome  Avenue  and 
1-9  West  Fordham  Road,  northwest  corner,  Block  3200, 
Lot  20,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Steven  J.  Murphy. 

For  Opposition :  Lt.  T.  W.  Milne  and  C.  Palmieri,  F.  D. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  14,  1973,  on  Order  No.  2494-7,  reads : 

“1.  Install  an  approved  automatic  wet  sprinkler 
system  throughout  building  arranged  and  equipped  as 
per  Ch.  26,  Art.  16,  Admin.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  August  14,  1973,  acting  on  Order  No.  2494-7,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


523-73-A 

APPLICANT — Twilight  Oil  Refining  Company,  owner. 

SUBJECT — Application  September  25,  1973 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixtures  known  as  “Twilight  Lamp  Oil”  and  Early 
American  Lamp  Oil  in  Quart  and  Pint  size  plastic  con¬ 
tainer,  not  in  compliance  with  the  regulation  of  the  Ad¬ 
ministrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Walter  E.  Lane. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
N  egative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  5,  1973,  on  Folder  #122-4348,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  products  ‘Twilight  Lamp  Oil’  and  ‘Early  Ameri¬ 
can  Lamp  Oil’  combustible  mixture  products  (Flash 
Point  265°  F.)  T.O.C.  in  containers  as  follows:  Quart 
and  pint  size  plastic  is  disapproved.  Such  containers 
are  not  in  compliance  with  our  regulations  to  wit : 
Sec.  C19-62.0.b  requires  that  combustible  mixtures  be 
packaged  in  metal  cans  or  glass  bottles  not  to  exceed  32 
oz.  with  screw  tops.” 
and 

Whereas,  the  drawings  and  sample  of  the  container  were 
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reviewed  by  the  Board,  and  it  was  determined  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  September  5,  1973,  acting  on  Folder  #12^/4348,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
herebv  is  qronted  on  condition  that  the  container  comply 
with  drawings  marked  “Received  October  29,  1973”  2  sheets  ; 
on  further  condition  that  the  label  on  the  container  be  in  such 
style  and  wording  as  is  satisfactory  to  the  Fire  Commis¬ 
sioner  ;  and  that  in  all  other  respects,  all  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with. 


538-73-A 

APPLICANT — Grunig-Ferreras  for  Aniello  Palomba, 
owner. 

SUBJECT — Application  October  5,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 197  Arbutus  Avenue,  east  side, 
1925.43  feet  south  of  Amboy  Road,  Block  6517,  Lot  67, 
Blootningdale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . . 
Negative:  . 


4 

0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  3,  1973,  on  N.B.  Applic.  1646/73,  reads : 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  Official  Map  of  the  City  of  New 
York,  therefore:  A  ,  c 

(A)  No  C/O  can  be  issued  as  per  Art.  3,  Sec.  36 
of  the  General  City  Law  and, 

(B)  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting  directly 
upon  a  legally  mapped  street  or  frontage  space  and 
therefore  contrary  to  Sec.  C26-401.1  of  the  Admin. 
Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  3,  1973,  acting  on  N.B.  Applic.  1646/73, 
Objection  Nos.  1  (A),  (B),  be  and  it  hereby  is  modified 
under  the  powers  vested  in  the  Board  by  Section  36  of  the 
General  City  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  sidewalk,  curb,  curb  cut  and 
pavement  to  the  middle  of  the  street  be  in  accordance  with 
the  standards  of  the  Department  of  Highways;  on  further 
condition  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received  October  5,  1973”,  3  sheets,  and 
“January  25,  1974”,  one  sheet ;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


570-73-A 

APPLICANT— Leonard  F.  Rothkrug  for  City  of  New 
York,  Park  Department,  owner;  H.C.K.  Recreation,  In¬ 
corporated,  lessee. 

SUBJECT— Application  October  25,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Class  E  Con¬ 
struction  within  the  fire  limits. 

PREMISES  AFFECTED— 11  East  162nd  Street,  northeast 
corner  of  Jerome  Avenue,  Block  2493,  Lot  9,  Borough  of 
The  Bronx. 


APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
iCommissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  2,  1973,  on  N.B.  Applic.  236/73,  reads : 

“3.  Proposed  Class  F  occupancy  and  erected  of  a 
HE  construction  class  building  located  inside  the  fire 
limits  is  contrary  to  Table  4-1  of  the  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  2,  1973,  acting  on  N.B.  236/73,  Objection  No. 
3,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  this  grant  shall  be  for 
a  term  of  5  years ;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings  marked  “Received 
October  25,  1973”,  8  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


589-73-A 

i 

APPLICANT— Lama  &  Vassalotti  for  Max  Donner,  owner; 

Supermarkets  General  Corporation,  lessee. 

SUBJECT— Application  November  7,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Standpipe. 
PREMISES  AFFECTED— 1880  Bartow  Avenue,  south 
side,  between  Ely  and  Bruner  Avenues,  Block  4805,  Lot  1, 
Borough  of  The  Bronx. 

APPEARANCES—  , 

For  Applicant:  J.  E.  Vassalotti. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  >  ] 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  4 
Negative:  . 0  l 

THE  RESOLUTION—  j 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  5,  1973  and  November  5,  1973,  on  N.B. 
Applic.  101/72,  reads: 

“1.  Standpipe  required  in  proposed  building  2  stories 
in  height,  with  a  floor  area  exceeding  10,000  sq.  ft.  as  per 
Sec.  C26-1702.1  (a)  (2). 

2.  Exemption  provided  for  in  C26-1702.1  (d)  (2)  for 
a  building  that  is  completely  sprinklered  applies  only  to 
E,  F,  G,  H  and  J  occupancies.  Proposed  building  is  in 
a  ‘C’  occupancy  group  with  a  substantial  B-Z  accessory 
parking  garage  space. 

Request  for  Waiver  of  standpipe  requirement  is, 
therefore,  Denied.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted  un¬ 
der  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  5,  1973  and  November  5,  1973,  acting  on 
N.B.  Applic.  101/72,  Objection  Nos.  1  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  permanent  Certificate  of  Occu¬ 
pancy  be  granted  until  the  fire  hydrants  are  installed  as  per 
the  Department  of  Water  Resources  requirement ;  on  further 
condition  that  the  building  shall  substantially  conform  to 
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drawings  marked  “Received  January  25,  1974”,  4  sheets ;  and 

that  all  laws,  rules  and  regulations  be  complied  with. 

148-73-A 

APPLICANT — Albert  Melniker  for  Standard  Boat  Com¬ 
pany  Incorporated,  owner. 

SUBJECT — Application  March  6,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  discontinue  the  use  of 
tote  tanks  for  storage  of  lubricating  oil. 

PREMISES  AFFECTED— 1483  Richmond  Terrace,  north 
side,  95.77  feet  east  of  Broadway,  Block  184,  Lot  275,  West 
New  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Administration :  Lt.  T.  W.  Milne  and  C.  Palmieri, 
F.  D. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1974,  at 
2  P.M.,  for  decision,  hearing  closed ;  applicant  to  submit 
additional  information. 

579-73-A 

APPLICANT — Fach,  Sipp  &  Hall  for  Solomon  Scharf, 
owmer. 

SUBJECT — Application  November  1,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
permit. 

PREMISES  AFFECTED — 51  Oakville  Street,  north  side, 
50  feet  east  of  Soren  Street,  Block  1985,  Lot  114,  Seaview, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  John  G.  Hall. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1974,  at 
2  P.M.,  for  continued  hearing. 

598-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  frame  build¬ 
ing  within  the  fire  district. 

PREMISES  AFFECTED— 155-17  Bridgeton  Street,  east 
side,  160  feet  south  of  155th  Avenue,  Block  14141,  Lot  160, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  John  M.  Hronec. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1974,  at 
2  P.M.,  for  decision ;  hearing  closed. 


599-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  frame  build¬ 
ing  within  the  fire  district. 

PREMISES  AFFECTED — 155-21  Bridgeton  Street,  east 
side,  200  feet  south  of  155th  Avenue,  Block  14141,  Lot  58, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  John  M.  Hronec. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1974,  at 
2  P.M.,  for  decision;  hearing  closed. 


600-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  build¬ 
ing  within  the  fire  district. 

PREMISES  AFFECTED— 155-25  Bridgeton  Street,  east 
side,  240  feet  south  of  155th  Avenue,  Block  14141,  Lot  54, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  John  M.  Hronec. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1974,  at 
2  P.M.,  for  decision;  hearing  closed. 


601-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  build¬ 
ing  within  the  fire  district. 

PREMISES  AFFECTED — 155-29  Bridgeton  Street,  east 
side,  280  feet  north  of  156th  Avenue,  Block  14141,  Lot  53, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  John  M.  Hronec. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1974,  at 
2  P.M.,  for  decision;  hearing  closed. 


602-73- A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED — 155-57  Bridgeton  Street,  north¬ 
east  corner  of  156th  Avenue,  Block  14141,  Lot  38,  Howard 
Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1974,  at 
2  P.M.,  for  decision ;  hearing  closed. 

636-73-A 

APPLICANT — M.  Martin  Elkind  for  303-305  West  92nd 
Street  Realty  Corporation,  owner. 

SUBJECT — Application  November  30,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
Permit  #1501/70. 

PREMISES  AFFECTED — 303  West  92nd  Street,  north 
side,  33  feet  west  of  West  End  Avenue,  Block  1252,  Lot 
114,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  M.  M.  Elkind  and  Louis  Brusco  and  S. 
Detsky. 

For  Opposition  :  Mrs.  S.  Oshima. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1974,  at 
2  P.M.,  Board  to  investigate  matter  further. 


Adjourned  :  5  :45  P.M. 

John  B.  Cincotta,  Executive  Director 
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DOCKET 

New  Cases  Filed  up  to  February  5, 1974 
Cal.  No.  Dept.  Premises  Affected 

46- 74- A — B.M. — 171  West  88th  Street,  north  side,  199.6 
feet  east  of  Amsterdam  Avenue,  Block  1219,  Lot  9,  Bor¬ 
ough  of  Manhattan,  letter  of  1/8/74,  re-  fence  in  rear 
yard,  R7-2  district. 

47- 74-SA — Little  Giant  Pump  Company,  little  giant  auto¬ 
matic  condensate  and  waste  water  disposal  units  various 
models,  manufactured  by  Little  Giant  Pump  Company, 
Appliance. 

48- 74-SA— Leslie  Company,  Leslie-Constantemp  heater 
various  models,  manufactured  by  Leslie  Company, 
Appliance. 

49- 74-BCR— Received  January  1,  1974— Modification  of 
Reference  Standard  17-3B  of  the  Building  Code  of  the 
City  of  New  York. 

50- 74-SM — United  States  Gypsum  Company,  USG  double 
solid  dry  wall  assembly,  manufactured  by  United  States 
Gypsum  Company,  Material. 

51- 74-SM — United  States  Gypsum  Company,  USG  solid 
area  separation  wall,  manufactured  by  United  States  Gyp¬ 
sum  Company,  Material. 

52- 74-SM— United  States  Gypsum  Company,  two  hour 
fire  rated  floor  and  ceiling  assembly,  manufactured  by 
United  States  Gypsum  Company,  Material. 


53-74-SM— United  States  Gypsum  Company,  one  hour 
fire  rated  roof  and  ceiling  assembly,  manufactured  by 
United  States  Gypsum  Company,  Material. 


54-74-BZ — B.Q. — 46-19  48th  Avenue,  northwest  corner  of 
47th  Street,  Block  2284,  Lot  53,  Woodside,  Borough  of 
Queens,  Community  Board  #2,  Alt.  No.  300-73,  re-  pro¬ 
posed  extension  of  existing  cabaret. 


55-74-A— B.R. — 44  Annfield  Court,  west  side,  267.05  feet 
north  of  Westminster  Court,  Block  878,  Lot  145,  Todt 
Hill,  Borough  of  Richmond,  N.B.  2094-73,  re-  building 
not  fronting  legal  street,  General  City  Law. 


56-74-A — B.B. — 360  Suydam  Street,  south  side,  100  feet 
east  of  Irving  Avenue,  Block  3221,  Lots  10,  47,  Borough 
of  Brooklyn,  Alt.  No.  542-73,  re-  Revocation  of  Building 
Permit. 


DESIGNATIONS:  D— Department  of  Buildings;  B.B.— Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings.  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R.— Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MARCH  5,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  5,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

248-73- A — Vol.  II 

APPLICANT— Alphonse  J.  Calvanico  for  Frank  Raccuglia, 
owner. 

SUBJECT— Application  for  consideration— reopening  as 
Volume  II  subject  to  regular  procedure— decision  of  the 
Borough  Superintendent — filed  pursuant  to  Section  36, 


Article  3  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  legal  street;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  south  side, 
720.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  190, 
Borough  of  Richmond. 


249-73-A— Vol.  II 

APPLICANT— Alphonse  J.  Calvanico  for  Frank  Raccuglia, 
owner. 

SUBJECT— Application  for  consideration— reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent— filed  pursuant  to  Section  36, 
Article  3,  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  south  side, 
620.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  185, 
Todt  Hill,  Borough  of  Richmond. 


250-73-A— Vol.  II 

APPLICANT— Alphonse  J.  Calvanico  for  Raymond 
Gucciardo,  owner. 

SUBJECT— Application  for  consideration— reopening  as 
Volume  II  subject  to  regular  procedure — decision,  of  the 
Borough  Superintendent — filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law— re  building  not  front¬ 
ing  on  legal  street;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

420.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  127, 
Todt  Hill,  Borough  of  Richmond. 


251-73-A— Vol.  II 

APPLICANT— Alphonse  J.  Calvanico  for  Raymond 
Gucciardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision,  of  the 
Borough  Superintendent — filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

525.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  122, 
Todt  Hill,  Borough  of  Richmond. 


252-73-A— Vol.  II 

APPLICANT— Alphonse  J.  Calvanico  for  Raymond 
Gucciardo,  owner. 

SUBJECT— Application  for  construction— reopening  as 
Volume  II  subject  to  regular  procedure— decision  of  the 
Borough  Superintendent  re-  filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

630.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  117, 
Todt  Hill,  Borough  of  Richmond. 


253-73-A— Vol.  II 

APPLICANT— Alphonse  J.  Calvanico  for  Raymond  Guc¬ 
ciardo,  owner. 

SUBJECT— Application  for  consideration— reopening  as 
Volume  II  subject  to  regular  procedure— decision  of  the 
Borough  Superintendent  re-  filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street ;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

735.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  112, 
Todt  Hill,  Borough  of  Richmond. 
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254-73- A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  11,  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent  re-  filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  fronting 
on  legal  street ;  previously  denied. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 
851.29  feet  east  of  Todt  Hill  Road,  Block  811,  Lot  107, 
Todt  Hill,  Borough  of  Richmond. 


255-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent  re-  filed  pursuant  to  Section  36, 
Article  3,  of  the  General  City  Law  re-  building  not  fronting 
on  a  legal  street ;  previously  denied. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 
951.29  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  102, 
Todt  Hill,  Borough  of  Richmond. 


924-68-A— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Thrift  Furniture 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  8, 
1974 — appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  egress ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 47  to  49  West  14th  Street, 
north  side,  220  feet  east  of  Avenue  of  the  Americas,  Block 
;  816,  Lot  13,  Borough  of  Manhattan. 


946-57-BZ 

APPLICANT — James  P.  McLaughlin  for  Agnes  B.  Mc¬ 
Laughlin,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  28, 
1974 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local  retail  use  district  the  use  of 
the  building  on  the  rear  north  side  of  the  lot,  which  was 
erected  as  a  five  car  garage,  to  be  used  for  motor  vehicle 
repair  shop  specializing  in  body  and  fender  work. 

PREMISES  AFFECTED— 1029-1031  Ogden  Avenue,  west 
side,  175  feet  south  of  West  165th  Street,  Block  2525,  Lot 
30,  Borough  of  The  Bronx. 


423-54-BZ— Vol.  II 

APPLICANT — Walter  T.  Gorman  for  Shell  Oil  Company, 
long  term  lessee;  Morgan  Guaranty  Trust  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  under  Sections  7e  and  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  minor  repairs  (hand  tools  only),  office,  sales 
and  storage  of  auto  accessories  and  open  parking. 

PREMISES  AFFECTED— 1217  East  233rd  Street,  north¬ 
west  corner  of  Baychester  Avenue,  Block  4954,  Lot  68 
(formerly  Lots  68  and  69),  Borough  of  The  Bronx. 


391-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodosh  Talmud,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  12, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  erection  of  an 
11  story  Synagogue  and  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratio  and  lot  coverage,  has  less  than 
the  required  lot  area,  open  space  ratio,  and  lot  area  per 
room,  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 223  to  227  East  51st  Street, 
north  side,  260  feet  east  of  Third  Avenue  and  224  to  226 
East  52nd  Street,  Block  1325,  Lot  40,  Borough  of  Man¬ 
hattan. 


917-68-BZ 

APPLICANT — McGee  and  Morsellino  for  Caldo  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  26, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  and  R6  district,  at  an 
existing  two  story  office  and  store  building,  the  erection  of 
a  six  floor  enlargement  that  exceeds  the  permitted  floor 
area  ratio,  penetrates  the  sky  exposure  plane  and  extends 
into  the  residence  district. 

PREMISES  AFFECTED— 41-60  to  41-80  Main  Street, 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 


506-73-BZ 

APPLICANT — Joseph  Nirenberg  for  Joe  Bueti,  owner; 
Jimmie  Della  Monicu,  lessee. 

SUBJECT — Application  September  12,  1973 — decision  of 
the  Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  for  a  term 
of  5  years,  in  an  existing  three  story  building,  the  addi¬ 
tion  to  the  uses  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 9024  4th  Avenue,  northwest 
corner  of  91st  Street,  Block  6081,  Lot  73,  Borough  of 
Brooklyn.  Community  Board  #10. 

Laid  over  from  January  29,  1974,  for  hearing,  at  the 
request  of  the  community  planning  board;  applicant  to 
send  out  20-day  notices. 


555- 73-BZ 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ration  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 75-11  164th  Street,  east  side, 
80.24  feet  north  of  75th  Road,  Block  6966,  Lot  31,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #12. 

556- 73-BZ 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 
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SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 75-13  164th  Street,  east  side, 
60.24  feet  north  of  75th  Road,  Block  6966,  Lot  29,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #12. 


557-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT— Application  October  16,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 75-15  164th  Street,  east  side, 
40.24  feet  north  of  75th  Road,  Block  6966,  Lot  27,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #12. 


626-73-BZ 

APPLICANT — Albert  Melniker  for  Allied  St.  George  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district  on  a  plot  pre¬ 
viously  before  the  Board,  the  elimination  of  the  accessory 
roof  parking  and  the  erection  of  a  fifth  floor  for  use  as 
offices. 

PREMISES  AFFECTED — 60  Bay  Street  and  55  Central 
Avenue,  northwest  corner,  Block  5,  Lot  51.  St.  George, 
Borough  of  Richmond.  Community  Board  #2. 


660-73-BZ 

APPLICANT — Mario  Dini  for  Ammibale  Pagnozzi,  owner. 

SUBJECT — Application  December  5,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  conver¬ 
sion  of  a  one  family  dwelling  with  Doctor’s  offices  to  a 
two  family  dwelling  that  creates  non-compliance  in  lot  area 
and  lot  width. 

PREMISES  AFFECTED — 2566  Hone  Avenue,  east  side, 
93  feet  south  of  Allerton  Avenue,  Block  4451,  Lot  33, 
Borough  of  The  Bronx.  Community  Board  #12. 


701-73-BZ 

APPLICANT — Sheldon  Lobel  for  Banner  County  Realty 
Corporation,  owner;  Concord  Beauty  School,  lessee. 

SUBJECT — Application  December  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
two  story  building  the  maintenance  of  a  trade  school  on 
the  second  floor. 

PREMISES  AFFECTED — 5606  5th  Avenue,  west  side,  25.2 
feet  south  of  56th  Street,  Block  839,  Lots  39  and  40,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #1. 


151-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 


SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  encroaches 
on  the  required  rear  yard  equivalent  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 
Community  Board  #8. 

Laid  over  from  January  22,  1974,  for  continued  hear¬ 
ing. 


152-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — filed  pursuant  to 
multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 


401-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Keco  Corpora¬ 
tion,  owner. 

SUBJECT — Application  July  3,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-3  district,  the  erection  of  an 
eleven  story  and  cellar  nursing  home  and  health  related 
facility  that  exceeds  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED— 311  West  231st  Street,  north¬ 
east  corner  of  Irwin  Avenue,  Block  5714,  Lot  141,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #14. 

Hearing  closed. 


492-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Commodore  Hotel 
of  Belle  Harbor,  Incorporated,  owner. 

SUBJECT — Application  August  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  four  story  domiciliary  care  facility  that  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED— 198  Beach  127th  Street,  south¬ 
east  corner  and  126-11  Rockaway  Beach  Boulevard.  Block 
16236,  Lots  1  and  95,  Belle  Harbor,  Borough  of  Queens. 
Community  Board  #14. 

Hearing  closed. 

JOSEPH  B.  KLEIN,  Chairman 


MARCH  5,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  March  5,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

23-73-BZY — B.Q. — 112-12  Ocean  Promenade,  Block 
16185,  Lot  41,  N.B.  61-73. 


26-73-BZY — B.Q. — 2929  Far  Rockaway  Boulevard,  Block 
15688,  Lots  25,  29,  33,  N.B.  368-73. 
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617-73-A 

APPLICANT — Harvey  P.  Clarkson,  President  of  Shreve, 
Lamb  &  Harmon  Associates  for  Prudential  Life  Insurance 
Company,  owner ;  Empire  State  Building  Company,  lessee ; 
Hclmsley  Spear,  Incorporated,  agent. 

SUBJECT — Application  November  16,  1973 — appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  exemption 
from  required  re-entry  and  re-entry  signs. 

PREMISES  AFFECTED — 350  Fifth  Avenue  and  2  to  20 
West  34th  Street,  southwest  corner  and  1  to  29  West  33rd 
Street,  Block  835,  Lot  41,  Borough  of  Manhattan. 


621-73-A 

APPLICANT — P.  E.  Truesdale,  president  of  Truesdale 
Chemical  Sales  Company,  Incorporated,  applicant;  44th 
Avenue  Realty,  Incorporated,  owner. 

SUBJECT — Application  November  20,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  storage  of  glycerine. 

PREMISES  AFFECTED — 10-05  44th  Avenue,  northeast 
corner  of  10th  Street,  Block  453,  Lot  1,  Long  Island  City, 
Borough  of  Queens. 


650-73-A 

APPLICANT — Squadron,  Gartenberg,  Ellenoff  &  Plesent 
for  H.  G.  V.  Associates,  owner ;  Mike’s  Farmers  Market, 
lessee. 

SUBJECT — Application  December  4,  1973 — appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  Revocation 
of  Building  Permit  #2148/73. 

PREMISES  AFFECTED — 136-19  Whitestone  Expressway, 
southwest  corner  of  28th  Avenue,  Block  4339,  Lots  65  and 
73,  Whitestone,  Borough  of  Queens. 


662-73-A 

APPLICANT — John  T.  O'Hagan,  Fire  Commissioner. 

OWNER  OF  PREMISES — Universal  Lumber. 

SUBJECT — Application  December  7,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  modification  of  Cer¬ 
tificate  of  Occupancy. 

PREMISES  AFFECTED — 1350  60th  Street,  south  side, 
129  feet  west  of  New  Utrecht  Avenue,  Block  5719,  Lot  126, 
Borough  of  Brooklyn. 


693-73-A 

APPLICANT — Frank  A.  Vaccaro  for  Richard  Standing, 
owner. 

SUBJECT — Application  December  20,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED — 531  Forest  Avenue,  northeast 
corner  of  Davis  Avenue,  Block  148,  Lot  36,  West  Brighton, 
Borough  of  Richmond. 


12-74-A 

APPLICANT — H.  M.  Cole  for  31  Union  Square  West  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  10,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fire  resistant 
enclosures,  egress,  etc. 

PREMISES  AfiFECTED — 31  Union  Square  West  and  21 
East  16th  Street,  northwest  corner,  Block  844,  Lot  17, 
Borough  of  Manhattan. 


15-74-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindcnbaum  & 
Young  for  Neck  Realty  Corporation,  owner. 

SUBJECT — Application  January  11,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED — 122-130  East  22nd  Street,  south¬ 
west  corner  of  Lexington  Avenue,  Block  877,  Lot  74,  Bor¬ 
ough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 


MARCH  12,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning ,  March  12,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

7-29-BZ 

APPLICANT — Walter  T.  Gorman  for  Shell  Oil  Company, 
long  term  lessee. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  to  reopen  and  amend  the  resolution — decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Section  21  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED — 481-489  Convent  Avenue,  821- 
829  St.  Nicholas  Avenue  and  411-415  West  151st  Street, 
Block  2066,  Lot  25,  Borough  of  Manhattan. 


594-50-BZ 

APPLICANT — Edward  A.  Cunningham  for  Church  of  St. 
Mary,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  7, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles  of  the 
pleasure  car  type. 

PREMISES  AFFECTED — 649-659  East  225th  Street,  north 
side,  205.02  feet  east  of  Carpenter  Avenue,  Block  4827, 
Lots  29,  34  and  36,  Borough  of  The  Bronx. 


222-56-BZ 

APPLICANT — Kenneth  H.  Koons  for  Metropolitan  Trans¬ 
portation  Authority,  long  term  lessee;  Penn  Central  Rail¬ 
road,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  September  26,  1973 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  parking  for  more 
than  five  cars. 

PREMISES  AFFECTED — East  side  of  New  York  Central 
Railroad  Right-of-Way,  394  feet  north  of  West  254th 
Street  and  390  feet  west  of  Palisade  Avenue,  Block  3427, 
Lot  Part  of  100,  Riverdale,  Borough  of  The  Bronx. 


30-58-BZ 

APPLICANT — Larry  Meltzer  for  Lawrence  A.  Benenson, 
trustee,  for  trust  for  Bruce  W.  Benenson  and  Frederick  C. 
Benenson,  owner. 
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SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  _(>, 
1974 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
office  sales  and  storage  of  auto  accessories,  car  washing, 
non-automatic,  lubritorium,  minor  repairs  with  hand  tools 
only  and  parking  of  more  than  five  (5)  cars  waiting  to  be 

serviced. 

PREMISES  AFFECTED — 184-1 1  to  184-19  Horace 

Harding  Expressway  and  184-12  North  Hempstead  Turn¬ 
pike,  northwest  corner,  Block  7067,  Lot  50,  Fresh  Meadows, 
Borough  of  Queens. 


878-28-BZ — Vol.  II 

APPLICANT — Morton  S.  Cahn  for  Marie  Rubing,  Johanna 
Finazzo  and  Guido  Score,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
‘  the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  November  14,  1971  de¬ 
cision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7c  and  7h  of  the  Zoning  Reso¬ 
lution,  permitting  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  parking  and  storage  of  more 
than  five  motor  vehicles  (not  to  exceed  12  of  the  pleasure 
car  type)  and  permitting  the  existing  buildings  to  be  oc¬ 
cupied  as  gasoline  service  station  and  motor  vehicle  repair 

shop.  .  .  _  . 

PREMISES  AFFECTED — 172-40— 172-42  Bais  ey  Boule¬ 
vard,  south  side,  360  feet  east  of  125th  Avenue,  Block  12515, 
Lot  20,  Jamaica,  Borough  of  Queens. 


family  dwelling  to  a  three  family  dwelling  that  wall  create 
non-compliance  in  floor  area  ratio  and  open  space  ratio. 
PREMISES  AFFECTED— 217  Bay  Ridge  Parkway,  north 
side,  140  feet  east  of  Ridge  Boulevard,  Block  5928,  Lot 
72,  Borough  of  Brooklyn.  Community  Board  #10. 

Laid  over  from  February  5,  1974,  for  hearing,  at  the 
request  of  the  community  board;  applicant  to  send  out 
20-day  notices. 


535-73-BZ 

APPLICANT— Harry  Soled  for  Alejandro  Krauss,  owner. 

SUBJECT— Application  October  4,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -3  district,  in  an  existing 
three  story  building,  the  erection  of  an  enlargement  to  the 
first  floor  store  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 4218  13th  Avenue,  west  side, 
40.2)4  feet  north  of  43rd  Street,  Block  5598,  Lot  43,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #12. 


544-73-BZ 

APPLICANT— Lauria  &  Rowe  for  Vincent  D’Amico, 
owner. 

SUBJECT— Application  October  9,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  building  for  use  as  a  retail  store. 

PREMISES  AFFECTED— 4609  Amboy  Road,  northeast 
corner  of  Wainer  Place,  Block  5585,  Lot  99,  Eltingville, 
Borough  of  Richmond.  Community  Board  #4. 


79-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Highland  Avenue  Bap¬ 
tist  Church,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
73-64  of  the  Zoning  Resolution  permitted  in  an  R5  district, 
the  enlargement  in  area  of  an  existing  church  that  en¬ 
croaches  on  the  required  front  yard. 

PREMISES  AFFECTED— 87-04  and  87-10  162nd  Street 
(formerly  87-04  162nd  Street)  southwest  corner  of  High¬ 
land  Avenue,  Block  9770,  Lot  30,  Jamaica,  Borough  of 
Queens. 


682-70-BZ 

APPLICANT— William  A.  Rose,  Jr.  for  New  York  Tele¬ 
phone  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent ;  previously  granted  on  condition  under  Section 
73-11  (g)  and  73-14  of  the  Zoning  Resolution,  permitting 
in  an  R6  district,  at  an  existing  two  story  telephone  ex¬ 
change,  the  erection  of  a  two  story  enlargement  and  a 
third  floor  that  increases  the  degree  of  non-conformity. 
PREMISES  AFFECTED— 71-40  164th  Street,  west  side, 
131  feet  north  of  72nd  Avenue,  Block  6802,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 


507-73-BZ 

APPLICANT — Joseph  Nirenberg  for  Jacob  Schachter, 

owner. 

SUBJECT— Application  September  12,  1973 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  con¬ 
version  of  an  existing  three  story  building  from  a  two 


638-73-BZ 

APPLICANT— Mallis  Wood  Products,  Incorporated  for 
Herman  Rassnick,  Leopold  Rassnick,  Sixty-First  Realty 
Corporation,  Dunkirk  Realty  Corporation,  owners;  Mallis 
Wood  Products,  Incorporated,  lessee. 

SUBJECT— Application  December  3,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  woodworking 
establishment  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio,  open  space  ratio,  encroachment  into 
the  front  and  rear  yard,  and  the  penetration  into  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 115-10  through  115-50  Dunkirk 
Street,  north  side,  240.30  feet  east  of  Newburg  Street, 
Block  10315.  Lots  135,  137,  139,  141,  156,  St.  Albans, 
Borough  of  Queens.  Community  Board  #12. 


665-73-BZ 

APPLICANT— McGee  &  Morsellino  for  Miller  Manage¬ 
ment  &  Mavronicolas  Management  Companies,  owner. 

SUBJECT— Application  December  11,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 
the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED— 91-02  59th  Avenue,  northeast 
corner  of  Queens  Boulevard,  Block  1861,  Lot  12,  Rego 
Park,  Borough  of  Queens.  Community  Board  #4. 


666-73-BZ 

APPLICANT— McGee  &  Morsellino  for  Miller  Manage¬ 
ment  Company  &  Mavronicolas  Management  Company, 
owners;  Sam  Goody,  Incorporated,  lessee. 
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SUBJECT — Application  December  11,  1973 — decision  of  the 
Borougli  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 
the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED — 91-21  Queens  Boulevard,  north 
side,  44.5  feet  east  of  59th  Avenue,  Block  1861,  Lot  10, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 


668-73-BZ 

APPLICANT — Norman  Delman  for  Congregation  Aishel 
Avraham,  owner. 

SUBJECT — Application  December  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml -2  district,  the  erection 
of  an  eight  story  nursing  home  that  exceeds  the  permitted 
floor  area  ratio  and  height  of  the  front  wall,  encroaches 
on  the  required  front  yard  and  has  non-complying  parking 
and  loading. 

PREMISES  AFFECTED — 40  Heyward  Street,  southwest 
corner  of  Bedford  Avenue,  Block  2230,  Lot  13,  Borough 
of  Brooklyn.  Community  Board  #1. 


696-73-B  Z 

APPLICANT — Mok  &  Sonber  for  Leah  Kaplan,  lessee. 

SUBJECT — Application  December  21,  1973 — decision  of  the 
Porough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  in  an  existing 
three  story  theatre  building,  the  use  of  a  portion  of  the 
basement  and  first  floor  as  a  penny  arcade. 

PREMISES  AFFECTED— 8  Mott  Street,  east  side,  103 
feet  north  of  Chatham  Square,  Block  162,  Lot  42,  Borough 
of  Manhattan.  Community  Board  #3. 

JOSEPH  B.  KLEIN,  Chairman 


MARCH  12,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  March  12,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

652-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Eunice  Place,  east  side,  100  feet 
south  of  Willcox  Street,  Block  1703,  Lot  4,  Mariner’s 
Harbor,  Borough  of  Richmond. 


653-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Eunice  Place,  east  side,  126.50 
feet  south  of  Willcox  Street,  Block  1703,  Lot  3,  Mariner’s 
Harbor,  Borough  of  Richmond. 


654-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 


SUBJECT — Application  December  5,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Eunice  Place,  northeast  corner 
of  Overlook  Avenue,  Block  1703,  Lot  1,  Mariner’s  Harbor, 
Borough  of  Richmond. 


655-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Eunice  Place,  east  side,  27.81 
feet  north  of  Overlook  Avenue,  Block  1703,  Lot  2, 
Mariner’s  Harbor,  Borough  of  Richmond. 


656-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Sanders  Street,  northwest  cor¬ 
ner  of  Overlook  Avenue,  Block  1703,  Lot  79,  Mariner’s 
Harbor,  Borough  of  Richmond. 


657-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Sanders  Street,  west  side,  31.47 
feet  north  of  Overlook  Avenue,  Block  1703,  Lot  78, 
Mariner’s  Harbor,  Borough  of  Richmond. 


658-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Sanders  Street,  west  side,  100 
feet  south  of  Willcox  Street,  Block  1703,  Lot  76,  Mariner’s 
Harbor,  Borough  of  Richmond. 


659-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Sanders  Street,  west  side,  127.50 
feet  south  of  Willcox  Street,  Block  1703,  Lot  77,  Mariner’s 
Harbor,  Borough  of  Richmond. 


672-73-A 

APPLICANT — Unelko  Corporation,  owner. 

SUBJECT — Application  December  13,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  inflam¬ 
mable  mixtures  known  as  Rain-X,  Repcon,  Interface,  Total 
Finish  in  eight  (8)  ounce  Tapered  Oval  High  Density 
Polyethylene  Bottle,  not  in  compliance  with  regulations 
of  the  Administrative  Code  of  New  York  City. 
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673-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  South  Bronx 
Park  Corporation,  owner;  Osborne  Association,  Incorpo¬ 
rated,  lessee. 

SUBJECT— Application  December  13,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  use  of  a  non¬ 
fire  proof  building  as  dormitory  for  men. 

PREMISES  AFFECTED— 3196  Third  Avenue,  east  side, 
38  feet  north  of  East  161st  Street,  Block  2620,  Lot  2, 
Borough  of  The  Bronx. 


691-73-A 

APPLICANT — Exxon  Company,  U.  S.  A.,  owner. 

SUBJECT — Application  December  17,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Aquaglide  Outboard  Lubricant 
in  one  (1)  pint  metal  sealed  cans,  not  in  compliance  with 
regulation  of  the  Administrative  Code  of  New  York  City. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  5,  1974,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein  and  Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  January  22,  1974,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  January  31,  1974,  Vol. 
59,  No.  5. 


492-27-BZ— Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Robert  Kirsch, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
7c  of  the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  the  combining  of  an  existing  gasoline 
service  station  with  an  existing  parking  lot  so  that  the  use 
will  be  a  gasoline  service  station  and  the  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1120-1132  East  New  York  Ave¬ 
nue,  southeast  corner  of  Rockaway  Parkway,  Block  4600, 
Lot  1  (formerly  1120-1144  East  New  York  Avenue,  south 
side,  from  East  98th  Street  to  Rockaway  Parkway;  2-12 
East  98th  Street  and  5-21  Rockaway  Parkway,  Block  4600, 
Lots  1  and  7),  Borough  of  Brooklyn. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  17,  1957,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  February  6, 
1973 ;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
17,  1957,  as  amended  through  February  6,  1973,  by  adding 
thereto : 

“that  the  conforming  gasoline  service  station  on  Lot  7, 
in  the  C8-2  district,  may  be  omitted  so  that  this  variance 
shall  be  limited  to  Lot  1  and  the  existing  uses  thereon 
as  heretofore  permitted  and  as  shown  on  revised  drawing 
of  proposed  conidtions  marked  ‘Received  September  18, 
1973’,  one  sheet,  on  condition  that  separate  Certificates 
of  Occupancy  shall  be  obtained  for  each  lot ;  and  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (Alt.  1016-73) 


38-40-BZ 

APPLICANT — Millard  Bresin  for  Leemilt  Petroleum  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expires  October  30,  1977 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition  under 
Section  7h  of  the  Zoning  Resolution,  permitting  partly  in 
a  residence  and  partly  in  a  business  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles  on  that 
portion  of  the  plot  within  the  business  use  district. 


PREMISES  AFbECTED — 87-68  170th  Street,  west  side, 
58.95  feet  south  of  Hillside  Avenue,  Block  9825,  part  of 
Lot  16,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Millard  Bresin. 

AC  I  ION  Ob  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  15,  1940,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  5,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  October  15,  1940,  as  amended 
through  October  8,  1968,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  on  condition  that  the 
surface  of  the  lot  shall  be  treated  with  a  binder  and 
properly  rolled,  as  required  by  the  resolution  adopted 
by  the  Board  on  October  15,  1940;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects,  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Misc.  6589-39) 

617-47-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  long  term  lessee ;  Charles  Manker,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent ;  previously  granted  on  condition  under  Section 
7a  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  on  a  plot  presently  developed  with  two  gasoline 
service  stations,  the  reconstruction  of  the  site  for  one 
gasoline,  service  station,  lubritory,  minor  auto  repairs,  non¬ 
automatic  car  wash,  office  and  sales,  utility  room  and  the 
parking  and  storage  of  more  than  five  motor  vehicles  with 
a  ground  sign. 

PREMISES  AFFECTED — 3102-3132  Fort  Hamilton  Park¬ 
way,  south  side  from  McDonald  Avenue  to  East  2nd  Street, 
275-281  McDonald  Avenue  and  152-170  East  2nd  Street 
and  101-129  Caton  Avenue,  Block  5315,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  May  15,  1962,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  July  17,  1973 ; 
and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  15, 
1962,  as  amended  through  July  17,  1973,  by  adding  thereto: 
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“that  the  fence  around  the  parking  lot  shall  conform  to 
revised  drawing  of  proposed  conditions  marked  Re¬ 
ceived  December  11,  1973’,  one  sheet,  on  condition  that 
such  fence  shall  be  50%  opaque ;  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (B.N.  2532-73) 


505-48-BZ 


APPLICANT— Kenneth  H.  ICoons  for  1733  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  October  22,  1973— decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition  under 
Sections  7f  and  7 i  of  the  Zoning  Resolution  permitting  in  a 
business  use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1733-1737  Gunhill  Road  and 
1803-1805  Allerton  Avenue,  southeast  corner,  Block  4806, 
Lots  1  and  6,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Kenneth  Ivoons. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . . 
Negative:  . 


4 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  28,  1948,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  5,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  September  28,  1948,  as  amended 
through  October  26,  1971,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  ...  ;  on  condition  that  the 
front  of  the  building  shall  be  painted;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects,  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (N.B.  409-48) 


202-62-BZ 

APPLICANT — Walter  Gorman  for  Shell  Oil  Company, 
long  term  lessee ;  Stafae  Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Superin¬ 
tendent;  previously  granted  on  condition  under  Section  11- 
412,  permitting  in  a  C2-2  district,  at  an  existing  gasoline 
service  station  the  erection  of  an  enlargement  to  the  acces¬ 
sory  building  and  maintenance  of  an  additional  curb  cut. 

PREMISES  AFFECTED— 950-970  Allerton  Avenue,  south 
side,  from  Paulding  Avenue  to  Williamsbridge  Road,  Block 
4447,  Lot  62,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Carl  A.  Sulfaro. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  23,  1962,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  June  29, 
1971 ;  and 

Whereas,  the  resolution  was  amended  on  June  29,  1971; 
and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
23,  1962,  as  amended  through  June  29,  1971,  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  December 
6,  1973’,  one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Alt.  1243-61) 


225-69-BZ 

APPLICANT— Samuel  H.  Lindenbaum  for  New  York 
University,  long  term  lessee  and  designated  sponsor. 
SUBJECT — Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  time 
to  complete  which  expired  September  30,  1973 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion  under  Sections  72-21  and  73-641  of  the  Zoning  .Reso¬ 
lution,  permitting  in  a  C2-5  and  R8  district,  the  erection  of  s 
a  13  story  dental  school  that  exceeds  the  permitted  floor 
area  ratio  and  lot  coverage,  encroaches  on  the  required  rear 
yard  equivalent  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED— 415  First  Avenue,  northwest 
corner  of  24th  Street  East,  Block  930,  Lots  34,  38,  41  and 
part  of  Lot  12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Howard  Zipser. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  . 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  30,  1969,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  September  30,  1969,  as  amended 
through  October  10,  1972,  only  as  to  the  time  to  complete  the 
work,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  124-68) 


667-72-BZ 

APPLICANT — Ulrich  Franzen  and  Associates  for  City  of 
New  York,  Board  of  Higher  Education,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  December  19, 
1973__decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  erection  of 
a  four  story  combined  Fire  and  Police  facility  that  exceeds 
the  permitted  floor  area  ratio  and  lot  coverage,  encroaches 
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on  the  required  rear  yard  and  rear  yard  equivalent  and 
penetrates  the  sky  exposure  plane. 

PREMISES  Ah  FECTED — 153  to  161  East  67th  Street, 
north  side,  115  feet  east  of  Lexington  Avenue,  Block  1402, 
Part  of  Lots  25  and  29,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  19,  1972,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  19,  1972,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution” 
(N.B.  78-72) 


286-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Interstate  Lath, 
Plaster  &  Dry  wall  Corporation,  owner. 

SUBJECT— Application  May  9,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-52  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5  dis¬ 
trict,  a  one  story  and  two  story  enlargement  to  an  existing 
one  story  building  and  the  change  in  use  from  restaurant 
to  a  building  contractors  _  establishment  with  offices  that 
will  encroach  on  the  required  rear  yard. 

PREMISES  AFFECTED — 1050  East  Gun  Hill  Road  and 
3340  Hone  Avenue,  southeast  corner,  Block  4638,  Lot  25, 
Borough  of  The  Bronx.  Community  Board  #13. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Anthony  J.  Mercorella,  Carmela  Biele, 
Yetta  Scher,  Angelo  and  Olga  Imperati,  Catherine 
Zamparelli  and  others. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1974,  at 
10  A.M.,  for  decision,  hearing  closed. 


377-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Samuel  Hofstein, 
owner. 

SUBJECT  Application  June  19,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement  office  building  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 43-14  Little  Neck  Parkway, 
west  side,  324.53  feet  north  of  Northern  Boulevard,  Block 
812'),  Lot  44,  Little  Neck,  Borough  of  Queens.  Community 
Board  #11. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

F°r  Opposition:  Jesse  Gruber,  Frank  Blaha,  Maidie 
Waters,  LaRocquo  Waters. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1974,  at 
10  A.M.  for  decision ;  hearing  closed ;  previously  inspected. 


406-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Shaare  Zion  Con¬ 
gregation,  owner. 

SUBJECT  Application  July  6,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  and  R5  district,  the 
erection  of  a  four  story  enlargement  to  a  Synagogue  for 
use  as  a  youth  center  with  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED— 2003  East  5th  Street  and  2030 
Ocean  Parkway,  west  side,  182.2  feet  south  of  Avenue  T, 
Block  7108,  Lot  17,  18,  69,  78  and  79,  Borough  of  Brooklyn. 
Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Rabbi  Abraham  B. 
Hecht,  Sally  Grazi,  Vicki  Swed,  Abe  M.  Cohen,  Charles 
A.  Serouga  and  others. 

For  Opposition:  None. 

ACTION  OF  BOARD — Hearing  reopened  then  laid  over 
to  February  19,  1974,  at  10  A.M.,  for  decision;  applicant 
to  submit  additional  information ;  hearing  closed. 

THE  VOTE  TO  REOPEN  FOR  HEARING— 
Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  q 

427-73-BZ 

APPLICANT — Daniel  J.  O’Connell  for  Luval  Holding 
Company,  owner. 

SUBJECT  Application  July  17,  1973 — decision  of  the  Zon¬ 
ing  Resolution,  Jo  permit  in  an  R5  district,  the  extension  of 
the  term  of  variance  for  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 627  Leland  Avenue,  west  side, 
175  feet  south  of  Seward  Avenue,  Block  3560,  Lot  56,’ 
Borough  of  The  Bronx.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Daniel  J.  O’Connell. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1974,  at 
10  A.M.,  for  decision;  hearing  closed. 

492-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Commodore  Hotel 
of  Belle  Harbor,  Incorporated,  owner. 

SUBJECT — Application  August  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
four  story  domiciliary  care  facility  that  exceeds  the  per¬ 
mitted  floor  area  ratio. 

PREMISES  AFFECTED — 198  Beach  127th  Street,  south¬ 
east  corner  and  126-11  Rockaway  Beach  Boulevard,  Block 
16236,  Lots  1  and  95,  Belle  Harbor,  Borough  of  Queens. 
Community  Board  #14. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Emil  Rausman. 
For  Opposition:  Harriet  Haber,  Dorothy  S.  Fredericks, 
May  Fetscher,  L.  Levy,  P.  Meehan,  Mary  O’ Hogan, 
Frances  Casal,  Lillian  Korn,  Sylvia  Meyers,  Helena 
Baer,  Beatrice  Armus,  Lucy  McDonough,  Gerdi  Lip- 
schutz,  John  C.  Cullinane,  Margaret  McVeigh  and 
others. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at  10 
A.M.,  for  decision;  applicant  to  submit  additional  informa¬ 
tion  ;  previously  inspected ;  hearing  closed. 
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501-73-BZ 

APPLICANT — Lauria  &  Rowe  for  Mort  Williams,  owner. 

SUBJECT— Application  September  6,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  two  story  building  to  be  occupied  as  retail  stores  with 
offices  on  the  second  floor. 

PREMISES  AFFECTED— Hylan  Boulevard  west  side, 
45  15  feet  north  of  Robinson  Avenue,  Block  5280,  Lot  OP, 
Great  Kills,  Borough  of  Richmond.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Ed  Lauria. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  February  19,  1974  at 
10  A.M.  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 


507-73-BZ 

APPLICANT — Joseph  Nirenberg  for  Jacob  Schachter, 
owner. 

SUBJECT — Application  September  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
of  an  existing  three  story  building  from  a  two  family 
dwelling  to  a  three  family  dwelling  that  will  create  non- 
compliance  in  floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED— 217  Bay  Ridge  Parkway,  north 
side,  140  feet  east  of  Ridge  Boulevard,  Block  5928,  Lot 
72,  Borough  of  Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  J.  Nirenberg. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  12,  1974,  at 
10  A.M.,  for  hearing,  at  the  request,  of  the  community 
board  ;  applicant  to  send  out  20-day  notices. 


296-73-BZ 


SUBJECT — Application  November  2,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the. Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  in  an  existing 
one  story  retail  store  building,  the  conversion  of  one  store 
to  a  restaurant  and  cabaret. 

PREMISES  AFFECTED— 2684  to  2692  Coney  Island 
Avenue  and  751  to  761  Desmond  Court,  northwest  corner, 
Block  7204,  Lots  30  and  34,  Borough  of  Brooklyn.  Com¬ 
munity  Board  #15. 

APPEARANCES— 

For  Applicant :  Leslie  McKenzie. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  . ® 


403-73-BZ 

APPLICANT— Millard  Bresin  for  James  D’albro,  owner; 
Amoco  Oil  Company,  lessee. 

SUBJECT— Application  June  24,  1973— decision  of  the  Bor- 
ough  Superintendent,  under  Sections  11-412  and.  7o-211  of 
the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  the  re- 
construction  of  an  automotive  service  station  with  accessory 
uses  previously  before  the  Board. 

PREMISES  AFFECTED— 2317  Coney  Island  Avenue, 
southeast  corner  of  Avenue  T,  Block  / 3 15,  Lot  1,  Borough 
of  Brooklyn.  Community  Board  #15. 

APPEARANCES— 

For  Applicant:  Millard  Bresin. 

For  Opposition :  N.  Cobert. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 


APPLICANT— Leonard  F.  Rothkrug  for  Joseph  &  Lillian 
Costa,  owner ;  American  Motors  Realty  Corporation,  lessee. 

SUBJECT— Application  May  17,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-2 1^  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  and  R3-2  district,  the 
erection  of  a  one  story  automobile  sales  and  service  estab- 
lishment  with  open  sales  and  storage  of  new  and  used  cars 
and  accessory  parking. 

PREMISES  AFFECTED— 2160  and  2180  Hylan  Boulevard 
and  1  to  30  Zwicky  Avenue,  northeast  corner,  Block  3691, 
Lots  1,  3,  5,  7,  9,  11,  14,  18  and  41,  Grant  City,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  Charles  Burger. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . . 
Negative:  . 


582-73-BZ 

APPLICANT— Maxfield  and  Heywood  Blaufeux  for  Milton 
Green,  owner;  CTR  Enterprises,  Incorporated,  lessee. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative :  . ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  11,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  8,  1974,  then  to  February  5, 
1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  20,  1973,  acting  on  Alt.  Applic.  841/1973,  reads: 

“1.  The  proposed  automotive  service  station  UG  16 
is  not  permitted  as  of  right  in  a  C2-3  in  R5  district  and 
is  contrary  to  Sec.  32-25  of  the  Zoning  Resolution. 

2.  The  changes  in  conditions  are  contrary  to  plan 
previously  approved  by  BSA  and  Cal.  581-42-BZ. 

3.  All  bulk  regulations,  screening,  yards,  curb  cuts 
and  signs  are  referred  to  the  Board  of  Standards  and 
Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use,  the  enlargement  of 
the  present  building;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  73-211  of  the  Zoning  Resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412,  does  hereby  make  the 
required  findings  and  grant  a  Special  Permit  under  Section 
73-211  of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district, 
the  reconstruction  of  an  automotive  service  station  with 
accessory  uses  previously  before  the  Board,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked  “Received  June  24,  1973”,  one  sheet, 
"August  21,  1973”,  1  sheet,  and  “December  19,  1973”,  2  sheets; 
on  further  condition  that  there  shall  be  only  one  25  foot 
curb  cut  on  Avenue  T  located  30  feet  east  of  Coney  Island 
Avenue;  that  the  fence  and  landscaping  comply  with  Sec¬ 
tion  25-66  of  the  Zoning  Resolution ;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


462-73-BZ  ~ 

APPLICANT — Frank  A.  Vaccaro  for  John  Kenemer, 
owner. 

SLBJECT  Application  August  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  subdivi¬ 
sion  of  a  plot  developed  with  two  dwellings  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio,  lot 
area  and  lot  width. 

PREMISES  AFFECTED — 951  Nugent  Avenue,  west  side 
100  feet  south  of  Greeley  Avenue,  Block  3822,  Lot  41.  Mid¬ 
land  Beach,  Borough  of  Richmond.  Community  Board  #3. 
APPEARANCES— 

For  Applicant :  Frank  Vaccaro. 

For  Opposition;  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  ’  4 
Negative :  .  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  1974,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  February  5,  1974;  and 

a  )\Hx-KAS’  d.ecis'on  of  the  Borough  Superintendent, 
reads-  °Vember  16’  1973,  acting  on  Alt  APPJic.  100/1973, 

3.  Proposed  lot  sub-division  increases  the  degree 
of  non-compliance  in  that  O.S.R.  and  area  are  contrary 
to  Sect.  23-141  (Z.R.)  and  lot  area  and  lot  width  are 

tcTsecZ  54-3SieC(ZRW’  ^  ^  theref°re  contrary 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

i  Whereas,  the  Board  has  determined  that  the  evidence  in 
me  record  supports  the  findings  required  to  be  made  under 
•section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
nmculty  and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
Hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion  and  that  the  application  be  and  it  hereby  is  granted  un- 

pi  om10"  72"21  of  the  Zonin£  Resolution,  to  permit  in  an 
,  ' s'f ]. district,  the  subdivision  of  a  plot  developed  with  two 
dwellings  that  creates  non-compliance  in  floor  area  ratio, 
'Pen  space  ratio  and  lot  area  and  lot  width,  on  condition  that 
ui  work  shall  substantially  conform  to  drawings  filed  with 
ms  application  marked  “Received  August  13,  1973”,  one 


sheet,  and  “November  19,  1973”,  one  sheet;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


463-73-BZ 

APPLICANT  Frank  A.  Vaccaro  for  John  Kenemer 
owner. 

SUBJECT  Application  August  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  subdivision 
of  a  plot  developed  with  two  dwellings  that  creates  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  lot  area 
and  lot  width. 

PREMISES  AFFECTED — 955  Nugent  Avenue,  west  side 
132  J7  feet  south  of  Greeley  Avenue,  Block  3822,  Lot  43,’ 
Midland  Beach,  Borough  of  Richmond.  Community  Board 
#3. 

APPEARANCES— 

For  Applicant;  Frank  Vaccaro. 

For  Opposition;  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  "  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  22,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  5,  1974;  and 

\\  hereas,  the  decision  of  the  Borough  Superintendent 
dated  November  16,  1973,  acting  on  Alt.  Applic.  101/1973 
reads : 

“3.  Proposed  lot  sub-division  increases  the  degree 
of  non-compliance  in  that  lot  area  and  lot  width  are  con¬ 
trary  to  Sect.  23-32  (Z.R.)  and  is  therefore  contrary  to 
Sect.  54-31  (Z.R.).”  y 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

W  hereas,  the  Board  has  determined  that  the  evxidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under  Sec¬ 
tion  72-2 1  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  subdivision  of  a  plot  developed  with  two  dwell¬ 
ings  that  creates  non-compliance  in  floor  area  ratio,  open 
space  ratio  and  lot  area  and  lot  width,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received  August  13,  1973”,  one  sheet, 
and  “November  19,  1973”,  one  sheet:  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


498-73-BZ 

APPLICANT— The  Concerto  West  Restaurant  for  Lyndale 
Operation  Company,  owner;  The  Concerto  West  Restau¬ 
rant,  lessee. 

SUBJECT — Application  August  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon- 
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ing  Resolution,  to  permit  in  a  C2-4  district,  in  an  existing 
one  story  retail  store  building,  the  addition  to  the  uses  o 
one  stare  occupied  as  a  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — -557  West  125th  Street,  north 
side  16  feet  west  of  Old  Broadway,  Block  1982,  Lot  1, 
Borough  of  Manhattan.  Community  Board  #9. 


appearances— 

For  Applicant :  Helen  Goodine. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissionei  Can  oil  . . 
Negative:  . 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  22,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  5,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  7,  1973,  acting  on  Alt.  Applic.  792/1973,  leads. 

“Cl  Proposed  alteration  of  existing  stores  to  an 
eating  and  drinking  place,  with  entertainment  located 
in  a  C2-4  zoning  district,  requires  a  permit  from  the 
Board  of  Standards  and  Appeals,  32-31  Z.R. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-241  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Sections  73-241  of  the  Zoning  Resolution,  to  permit 
in  a  C2-4  district,  for  the  term  of  5  years,  in  an  existing 
one-story  retail  store  building,  the  addition  to  the  use  of  one 
store  occupied  as  a  restaurant  to  include  cabaret,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  August  30,  1)76  4 

sheets  *  on  further  condition  that  a  soundblock  vestibule  be 
provided  at  the  125th  Street  entrance;  that  there  shall  not 
be  any  roof  openings ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolu¬ 
tion. 


634-73-BZ 

APPLICANT — Joseph  C.  Schmitt  for  Board  of  Education 
Office  of  School  Buildings,  owner. 

SUBJECT — Application  November  29,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  and  R5  district,  the 
erection  of  a  four  story  elementary  school  that  penetiates 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 2844  Fulton  Street,  southwest 
corner  of  Barbey  Street,  Block  3949,  Lots  18-22,  Borough 
of  Brooklyn.  Community  Board  #5. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Schmitt. 

For  Opnosition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Qiairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative:  . 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  29,  1974,  after  due  notice  by  publication  m  the 
Bulletin;  laid  over  to  February  5,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  29,  1973,  acting  on  N.B.  Applic.  423/1973, 

reads :  # 

“1  Proposed  school  building  in  a  C2-3  mapped 
within'  R5  district  with  a  height  penetrating  the  sky 
exposure  plane  is  contrary  to  Section  33-431  ot  the 
Zoning  Resolution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  inspected 
by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of.  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-5  and  R5  district,  the  erection  of  a  four-story  elementary 
school  that  penetrates  the  sky  exposure  plane,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  November  29,  1973  , 
1  f  sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  two  years  from  the  date  of  this  resolution. 


Adjourned:  1:00  P.M. 

John  B.  Cincotta,  Eexcutive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  5,  1974,  2  P.M. 

Present :  Chairman  Klein,  Vice  .  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll. 


3-74-BZY — B.Bx. — 2200  Givan  Avenue— Block  5141,  Lot 
300— N.B.  3-73. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  « 

Negative:  . 

THE  RESOLUTION— 

This  case  was  thoroughly  examined  and  the  Board  ha: 
checked  the  Building  Department  file,  which  indicates  tha 
a  permit  for  construction  of  the  entire  building  was  approve! 
on  August  3,  1973,  together  with  full  and  complete  plans  to: 
the  entire  construction  of  the  building.  This  satisfies  Sectioi 
11-31  of  the  Zoning  Resolution;  and  the  Board  is  also  satis 
fied  that  the  requirements  of  Section  11-331  have  been  satis 
fied;  and 
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After  reviewing  that  matter  in  its  entirety,  the  Board  feels 
that  this  case  meets  the  requirements  of  law,  as  set  forth 
in  Section  11-31  and  Section  11-331  of  the  Zoning  Resolu¬ 
tion,  and,  therefore,  would  not  be  affected  by  administration 
of  the  Court  of  Appeals  of  the  State  of  New  York  in  the 
matter  involving  the  moratorium  declared  by  the  Board  of 
Estimate  on  December  6,  1973.  Therefore,  the  Board  is  pre¬ 
pared  to  act  on  the  matter  today ;  and 

Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-331  of  the  Zoning  Resolution  for 
time  to  complete  foundations. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-331  of  the  Zoning  Resolu¬ 
tion  the  time  to  complete  foundations  to  July  5,  1974. 


8-74-BZY — B.B. — 2900  Bragg  Street— Block  8815,  Lot  112 
— N.B.  96-73. 

APPEARANCES— 

For  Applicant :  H.  Zipser. 

For  Opposition:  John  Nikas,  Chairman,  P.  B.  #15  and 
Adele  Dannell,  Plumb  Beach  Civic  Assn. 

ACTION  OF  BOARD — Application  withdraw  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 


1905-BZY — Vol.  X — B.Bx. — 2666  Netherlands  Avenue, 
Block  3407,  Lot  445,  N.B.  1482-60. 

APPEARANCES— 

For  Applicant:  Isadore  A.  Seltzer. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construction 
to  December  15,  1974. 


2575-BZY — Vol.  XI — B.Bx. — 1184  Rhinelander  Avenue, 
Block  4202,  Lot  4,  N.B.  2742-61. 

APPEARANCES— 

For  Applicant:  Leonard  Galasso. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
lias  met  the  requirements  of  Section  11-324  of  the  Zoning 
Kesolution  for  an  additional  extension  of  time  to  complete 

construction. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1974. 


2576-BZY — Vol.  XI — B.Bx. — 1188  Rhinelander  Avenue, 
Block  4202,  Lot  5,  N.B.  2741-61. 

APPEARANCES— 

For  Applicant :  Leonard  Galasso. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative  .  q 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construction 
to  December  15,  1974. 


2577-BZY — Vol.  XI — B.Bx. — 931  to  933  Morris  Park 
Avenue,  Block  4124,  Lots  38,  39,  N.B.  2854-61. 

APPEARANCES— 

For  Applicant :  Leonard  Galasso. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  o 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construction 
to  December  15,  1974. 


2468-BZY — Vol.  XI — B.M. — 146-148  Ridge  Street,  Block 
345,  Lot  37,  N.B.  345-61. 

APPEARANCES— 

For  Applicant :  Arthur  Blasoff. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  o 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion.  the  additional  extension  of  time  to  complete  construction 
to  December  15,  1974. 
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2469-BZY — Vol.  XI— B.M.— 150-152  Ridge  Street,  Block 
345,  Lot  39,  N.B.  346-61. 

APPEARANCES— 

For  Applicant :  Arthur  Blasoff. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construction 
to  December  15,  1974. 


2470-BZY— Vol.  XI— B.M.— 95  Attorney  Street,  Block 
348,  Lot  64,  N.B.  180-61. 

APPEARANCES— 

For  Applicant:  Arthur  Blasoff. 

ACTION  OF  BOARD— Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1974. 


2471-BZY— Vol.  XI— B.M.— 617  East  6th  Street,  Block 
389,  Lot  52,  Alt.  No.  47-61. 

APPEARANCES— 

For  Applicant:  Arthur  Blasoff. 

ACTION  OF  BOARD— Time  to  complete  construction 
extended. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  ^ 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1974. 


6-74-BZY — BQ — 1526  New  Haven  Avenue — Block 
15622,  Lot  1— N.B.  1070-72. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  February  13,  1974,  at 
2  P.M.,  for  continued  hearing. 


7-74-BZY— B.B.— 5811  Ditmas  Avenue— Block  7916,  Lots 
1,  2,  5,  8  and  9 — N.B.  63-73. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  February  13,  1974, 
at  2  P.M.,  for  continued  hearing. 


23-73-BZY B.Q. — 112-12  Ocean  Promenade,  Block 

16185,  Lot  41,  N.B.  61-73. 

APPEARANCES— 

For  Applicant :  Herbert  Berman  and  Stanley  H.  Lowell. 
For  Administration:  W.  J.  Kerwicky,  Department  of 
Buildings,  Queens. 

ACTION  OF  BOARD— Laid  over  to  March  5,  1974,  at  2 
P.M.,  for  continued  hearing. 


25-73-BZY — B.Q. — 353  Beach  48th  Street,  Block  14850, 
Lots  6,  8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45,  52,  N.B. 

77S_79 


APPEARANCES— 

For  Applicant:  Stanley  H.  Lowell  and  Leonard  F.  Roth- 

krug.  , 

For  Administration:  W.  J.  Kerwicky,  Department  of 

Buildings,  Queens. 

ACTION  OF  BOARD— Laid  over  to  February  19,  1974,  at 
2  P.M.,  for  continued  hearing. 


26-73-BZY _ B.Q. — 2929  Far  Rockaway  Boulevard,  Block 

15688,  Lots  25,  29,  33,  N.B.  368-73. 

APPEARANCES— 

For  Applicant:  Howard  Zipser. 

For  Administration:  W.  J.  Kerwicky,  Department  of 
Buildings,  Queens. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at  2 
P.M.,  for  continued  hearing. 


598-73-A 

APPLICANT— Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT— Application  November  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED— 155-17  Bridgeton  Street,  east 
side,  160  feet  south  of  155th  Avenue,  Block  14141,  Lot  160, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  Hronec. 

ACTION  OF  BOARD — Appeal  reopened  for  reconsidera¬ 
tion;  then  laid  over  to  February  19,  1974,  at  2  P.M.,  for 
hearing. 

THE  VOTE— 


Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . . 
Negative :  . 


4 
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599-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT— Application  November  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED — 155-21  Bridgeton  Street,  east 
side,  200  feet  south  of  155th  Avenue,  Block  14141,  Lot  58, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  Hronec. 

For  Opposition :  None. 

ACTION  OF  BOARD — Appeal  reopened  for  reconsidera¬ 
tion;  then  laid  over  to  February  19,  1974,  at  2  P.M.,  for 
hearing. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  q 


600-73-A 

APPLICANT— Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT  Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED — 155-25  Bridgeton  Street,  east 
side,  240  feet  south  of  155th  Avenue,  Block  14141,  Lot  54, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  Hronec. 

For  Opposition :  None. 

ACTION  OF  BOARD — Appeal  reopened  for  reconsidera¬ 
tion;  then  laid  over  to  February  19,  1974,  at  2  P.M  for 
hearing. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  4 
Negative :  .  n 


601-73-A 


APPLICANT— Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT— Application  November  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 


PREMISES  AFFECTED— 155-29  Bridgeton  Street,  east 
side,  280  feet  north  of  156th  Avenue,  Block  14141,  Lot  53 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  John  Hronec. 

For  Opposition :  None. 


ACTION  OF  BOARD— Appeal  reopened  for  reconsidera¬ 
tion;  then  laid  over  to  February  19,  1974,  at  2  P  M  for 
nearing.  ’’ 


THE  VOTE— 
Affirmative:  Chairman 


Klein,  Vice  Chairman 


Commissioner  Hornstein  and  Commissioner  Carrolf13’  4 
Negative:  .  "  g 


602-73- A  - 

Associates  for  Howard  Beach 
n-states,  Incorporated,  owner. 


SUBJECT— Application  November  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

I  REMISES  AFFECTED — 155-57  Bridgeton  Street,  north¬ 
east  corner  of  156th  Avenue,  Block  14141,  Lot  38,  Howard 
Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  John  Hronec. 

For  Opposition :  None. 

ACTION  OF  BOARD — Appeal  reopened  for  reconsidera¬ 
tion;  then  laid  over  to  February  19,  1974,  at  2  P  M  for 
hearing.  ’’ 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  4 
N  egative :  .  n 


575-73-A 

APPLICANT— David  Kraus  for  Manton  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  October  31,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  sprinkler  sys- 
tem  instead  of  fire  escapes. 

1  ?nn\fISfKS  ^FA?-CTEP~34S  West  21st  Street-  north  side, 

of  Manhattan  AvenUe’  B1°Ck  ?45’  Lot  12’  Borough 

APPEARANCES— 

For  Applicant :  David  Kraus. 

For  Opposition:  None. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta 
Commissioner  Hornstein  and  Commissioner  Carroll  ’  4 
Negative : .  "  q 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  23,  1973,  on  Alt.  Applic.  1227/71,  reads : 

“A-10  The  proposed  public  hall  sprinkler  system  in 
lieu  ot  fire  escapes  for  second  means  of  egress  is  con¬ 
trary  to  Sec.  231  M.D.L.”  g 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
tne  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

^solved  that  the  decision  of  the  Borough  Superintendent, 
dated  October  23,  1973,  acting  on  Alt.  Applic.  1227/71,  Ob¬ 
jection  No.  A-10,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  fire 
escape  in  the  rear  shall  conform  to  Multiple  Dwelling  Law 
specifications ;  that  in  addition  to  the  sprinkler  system  to  be 
installed  in  the  stair  and  public  halls,  that  the  entire  cellar 
be  sprinklered;  on  further  condition  that  the  building  shall 
substantially  ^conform  to  drawings  marked  ''Received  Janu- 
ary  30  1974”,  6  sheets;  and  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 


593-73-A 

APPLICANT— David  L.  Seed  for  Union  Carbide  Corpora¬ 
tion,  owner. 

SUBJECT— Application  November  9,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Prestone  Brand  Prime  Gas 
Dryer  AS-130  ,  in  12  ounce  Metal  Round  with  seamed  on 
ends  Non-reclosable  top  with  pull-tab  opening,  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 
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APPEARANCES— 

For  Applicant:  David  L.  Seed.  .  .  . 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmie  , 

F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll 

N  egative :  . 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  12,  1973,  on  Folder  #122-322A,  reads:  _ 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  product  ‘Prestone  Brand  Prime  Gas 
AS-130’  in  containers  as  follows:  12-oz.  Metal  Round 
with  seamed  on  ends — Non-reclosable  top  with  pull-tab 
opening  is  disapproved.  Such  containers  are  not  in 
comolian-e  with  our  regulations  to  wit:  Sec.  LlV-^.u.c 
Adm.  Code  City  of  New  York  requires  that  containers 
for  flammable  mixtures  be  equipped  with  replaceable 
tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Firc  Commissioner  dated 
October  12,  1973  acting  on  Folder  Number  122-322A  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  comply  with  drawing 
filed  November  9,  1973,  1  sheet,  on  further  condition  that  the 
label  on  the  container  be  in  such  style  and  wording  as  is 
satisfactory  to  the  Fire  Commissioner ;  and  that  in  all  other 
respects  all  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 


596-73-A 

APPLICANT — James  J.  Trexel  for  E.  I.  du  Ponit  de 
Nemours  and  Company,  owner. 

SUBJECT— Application  November  13,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  o 
flammable  mixture  known  as  “DuPont  Gas  Line  Anti- 
Freeze”,  in  eight  (8)  ounce .  cylindrical  metal,  can  with 
sealed  metal  top,  not  in  compliance  with  regulations  ot  the 
Administrative  Code  of  New  York  City. 


Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,,  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
October  23,  1973  acting  on  Folder  Number  122-026C  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  container  comply  with  draw¬ 
ings  filed  November  13,  1973,  1  sheet,  on  further  condition 
that  the  label  on  the  container  be  in  such  style  and  wording 
as  is  satisfactory  to  the  Fire  Commissioner;  and  that  in  all 
other  respects  all  laws,  rules  and  regulations  applicable  shall 
rnmnlied  with. 


576-73-A 

APPLICANT — Martyn  &  Don  Weston  for  Penguin  House 
Tenants  Corporation,  owner. 

SUBJECT— Application  October  30,  1973— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  windows,  rear 
yard,  egress,  etc. 

PREMISES  AFFECTED— 55  East  11th  Street,  north  side, 
164  feet  east  of  University  Place,  Block  563,  Lot  48,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  E.  Donal  Weston,  Dovis  Diether,  Com¬ 
munity  Board  # 2  and  George  Matsuda. 

ACTION  OF  BOARD— Laid  over  to  February  13,  1974,  at 
2  P.M.,  for  decision;  hearing  closed. 


592-73-A 

APPLICANT— Vincent  S.  LaGanga  for  Anthony  D. 
Agostino,  owner. 

SUBJECT— Application  November  8,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED— 39  Callan  Avenue  north  side, 
100  feet  west  of  Woodhaven  Avenue,  Block  881,  Lot  14o, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Vincent  S.  LaGanga. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1974,  at 
2  P.M.,  for  decision;  hearing  closed. 


617-73-A 


APPEARANCES— 

For  Applicant:  James  J.  Trexel 
For  Administration:  Lt.  T.  W.  Milne, 


F.  D. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . . 

Negative:  . 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  23,  1973,  on  Folder  #122-1026C,  reads:  _ 

“We  regret  to  inform  you  that  your  application  to 
register  "your  product  DuPont  Gas  Line  Anti-Freeze, 
a  flammable  mixture  with  a  flash  point  below  95  degrees 
in  containers  as  follows :  8  fl.  oz  cylindrical  metal  can 
w/sealed  metal  top  is  disapproved.  Such  containers  are 
not  in  compliance  with  our  regulations  to  wit:  Sec. 
Q9-59.0.C  NYC  Adm.  Code  requires  that  containers 
for  flammable  mixtures  be  provided  with  tight-fitting 
replaceable  tops.” 

and 


APPLICANT— Harvey  P.  Clarkson,  President  of  Shreve, 
Lamb  &  Harmon  Associates  for  Prudential  Life  Insurance 
Company,  owner;  Empire  State  Building  Company,  lessee; 
Helm  si  ey'  Spear,  Incorporated,  agent. 

SUBJECT — Application  November  16,  1973— appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  exemption 
from  required  re-entry  and  re-entry  signs. 

PREMISES  AFFECTED — 350  Fifth  Avenue  and  2  to  20 
West  34th  Street,  southwest  corner  and  1  to  29  W  est  oora 
Street,  Block  835,  Lot  41,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harvey  P.  Clarkson,  Al.  V .  Smet,  Stephen 
Schlakman  and  Timothy  F.  Sullivan. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at 
2  P.M.,  for  continued  hearing. 


621-73-A 

APPLICANT— P.  E.  Truesdale,  president  of.  Truesdale 
Chemical  Sales  Company,  Incorporated,  applicant;  44th 
Avenue  Realty,  Incorporated,  owner. 
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SUBJECT — Application  November  20,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  storage  of  glycerine. 

PREMISES  AhFECTED — 10-05  44th  Avenue,  northeast 
corner  of  10th  Street,  Block  453,  Lot  1,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  P.  E.  Truesdale. 

For  Administration :  Lt.  T.  W.  Milne,  F.  D. 


AC1ION  OF  BOARD — Laid  over  to  March  5,  1974,  at 
2  P.M.,  for  continued  hearing. 


Adjourned:  4:05  P.M. 

John  B.  Cincotta,  Executive  Director 
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Minutes  of  Regular  Meeting,  Wednesday  Morning,  Febru¬ 
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docket 


New  Cases  Filed  up  to  February  13, 197 4 


Cal.  No. 


Dept. 


Premises  Affected 


57- 74-SA — Atlas  Sound  Division,  loud  speakers,  various 
models,  manufactured  by  Atlas  Sound  Division,  Appli¬ 
ance. 

58- 74-BZ— B.B.— 1001  to  1013  Banner  Avenue  and  2973 

to  2985  Coney  Island  Avenue,  northeast  corner,  Bloc 

8761  Lot  1,  Borough  of  Brooklyn,  Alt.  No.  1-1  74  re 
proposed  enlargement  of  wholesale  ™ehouse  uSe^  bu  k 
parking,  loading,  curb  cuts,  signs,  C8-1  and  R6  district 
(Community  Board  #15). 

59- 74-SA— American  Multiplex  Systems  Incorporated, 
mini  mux  200  system,  for  fire  alarm  systems,  manufac¬ 
tured  by  American  Multiplex  Systems  Incorporated, 

Appliance. 

50-74-BZ— -B.M. — 115  to  125  East  34th  Street  north  side, 
183.6  feet  east  of  Park  Avenue,  Block  890,  Lots  11,  12, 
13  15  16,  Borough  of  Manhattan,  Community  Board  #3, 
n’b  1-74,  re-  tower  portion  of  apartment  house,  Co-o 
and  Cl-9  district. 

61- 74-A — B  B. — 1169  48th  Street,  north  side,  100  feet  west 
of  12th  Avenue,  Block  5627,  Lot  71  Borough  of  Brook¬ 
lyn  Alt.  No.  1352-73,  re-  proposed  use  of  three  story 
building  for  church,  C2-3  in  R-6  district. 

62- 74-SA — Walter  Kidde  and  Company  Incorporated,  fiie 
alert  combustion  products  detectors,  Models  CPD-1201, 
CPD-1212,  manufactured  by  Walter  Kidde  and  Company 
Incorporated,  Appliance. 

63- 74-A _ B  M. — 60  East  65th  Street,  southwest  corner  of 

Park  Avenue,  Block  1379,  Lot  37,  Borough  of  Manhattan 
BN  3820-73,  re-  exit  and  entrance  to  dining  room,  K8 
and  R10  district. 

64- 74- A — B.B. — 3110  Farragut  Place  and  560  East  32nd 
Street,  southwest  corner,  Block  4995,  Lot  20,  Borough 
of  Brooklyn,  Alt.  No.  468-73,  re-  Revocation  of  building 

permit. 

65- 74-BZ — B.Bx. — 4728  to  4736  White  Plains  Road,  and 
701  to  707  St.  Ouen  Street,  northeast  corner,  Block  5113, 
Lot  21,  Borough  of  The  Bronx,  Community  Boacd  #13 
Alt.  No.  18-74,  re-  motor  vehicle  repair  shop,  L2-Z 
district. 

66- 74-A— B.Q.— 31-15  to  31-17  21st  Avenue,  northwest 
corner  of  32nd  Street,  Block  829,  Lot  35,  Astoria,  Bor¬ 
ough  of  Queens,  Alt.  No.  207-73,  re-  cellar  apartment, 
R5  district. 


67- 74-BZ — B.M. — 108  West  78th  Street,  south  side,  130 
feet  west  of  Columbus  Avenue,  Block  1149,  Lot  38,  Bor- 
ough  of  Manhattan,  Community  Board  #7,  Alt  No. 
277-73,  re-  extension  of  3rd  and  4th  floors  of  multiple 
dwelling,  R7-2  district. 

68- 74-BZ— B.Bx— 2467  Westchester  Avenue,  north  side, 
145.16  feet  east  of  Rowland  Street,  Block  3974,  Lot  50, 
Borough  of  The  Bronx,  Community  Board  #9,  Alt.  No. 
94-73,  re-  automobile  sales,  C2-2  and  R6  district. 


APPLICATION  FOR 
TO  COMPLETE 


EXTENSION  OF  TIME 
CONSTRUCTION 


(Filed  pursuant  to  Section  11-324) 


13-74-BZY — B.B. — 650  East  104th  Street,  Block  8172, 
Lot  13,  N.B.  508-73. 


14- 74-BZY — B.B. — 3110  Farragut  Place,  Block  4995,  Lot 
20,  N.B.  468-73. 

15- 74-BZY— B.Q.— 23-20  Beach  Channel  Drive,  Block 
15714,  Lots  155,  8,  29,  N.B.  30-72. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B.  Department 
of  Buildings.  Brooklyn;  B.M. —Department  of  Buddings.  Manhattan; 
B.Q. — Department  of  Buildings.  Queens;  B-R.— Department  of  Build- 
in^  Richmond:  B.Bx. — Department  of  Buildings,  Bronx,  H.D. 


ings,  Richmond;  B.Bx. — Department 
Health  Department;  F.D. — Fire  Department 


MARCH  12,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  March  12,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following! 
matters : 

7-29-BZ 

APPLICANT _ Walter  T.  Gorman  for  Shell  Oil  Company 

long  term  lessee. 

SUBJECT— Application  for  consideration— to  withdraw  the 
application  to  reopen  and  amend  the  resolution— decisior 
of  the  Borough  Superintendent ;  previously  granted  on  con 
dition  under  Section  21  of  the  Zoning  Resolution,  permit , 
ting  in  a  residence  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 481-489  Convent  Avenue,  821 
829  St.  Nicholas  Avenue  and  411-415  West  151st  Street 
Block  2066,  Lot  25,  Borough  of  Manhattan. 


594-50-BZ 

APPLICANT— Edward  A.  Cunningham  for  Church  of  Si 
Mary,  owner. 

SUBJECT— Application  for  consideration— reopening  fo 
extension  of  term  of  variance  which  expired  January  / 
1974 — decision  of  the  Borough  Superintendent;  previousl 
granted  on  condition  under  Section  7h  of  the  Zoning  Resc 
lution,  permitting  in  a  residence  use  district,  the  parkin 
and  storage  of  more  than  five  motor  vehicles  of  th 
pleasure  car  type. 

PREMISES  AFFECTED— 649-659  East  225th  Street,  nort 
side,  205.02  feet  east  of  Carpenter  Avenue,  Block  482. 
Lots  29,  34  and  36,  Borough  of  The  Bronx. 


222-56-BZ 

APPLICANT— Kenneth  H.  Koons  for  Metropolitan  Tran 
portation  Authority,  long  term  lessee;  Penn  Central  Rai 
road,  owner. 

SUBJECT — Application  for  consideration — request  to  wan 
the  Rules  of  Procedure  and  reopening  for  extension  <' 
term  of  variance  which  expired  September  26,  1973  dec 
sion  of  the  Borough  Superintendent;  previously  granfi 
on  condition  under  Section  7 h  of  the  Zoning  Resolutio 
permitting  in  a  residence  use  district,  parking  for  mo 
than  five  cars. 

PREMISES  AFFECTED— East  side  of  New  York  Centr 
Railroad  Right-of-Way,  394  feet  north  of  West  254 
Street  and  390  feet  west  of  Palisade  Avenue,  Block  34z 
Lot  Part  of  100,  Riverdale,  Borough  of  The  Bronx. 


30-58-BZ 

APPLICANT — Larry  Meltzer  for  Lawrence  A.  Benensc 
trustee,  for  trust  for  Bruce  W.  Benenson  and  Frederick 
Benenson,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  20, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
office,  sales  and  storage  of  auto  accessories,  car  washing, 
non-automatic,  lubritorium,  minor  repairs  with  hand  tools 
only  and  parking  of  more  than  five  (5)  cars  waiting  to  be 
serviced. 

PREMISES  AFFECTED — 184-11  to  184-19  Horace 

Harding  Expressway  and  1,84-12  North  Hempstead  Turn¬ 
pike,  northwest  corner,  Block  7067,  Lot  50,  Fresh  Meadows, 
Borough  of  Queens. 


878-28-BZ — Vol.  II 

APPLICANT — Morton  S.  Cahn  for  Marie  Rubing,  Johanna 
Finazzo  and  Guido  Score,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  November  14,  1971 — de¬ 
cision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7c  and  7h  of  the  Zoning  Reso¬ 
lution,  permitting  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  parking  and  storage  of  more 
than  five  motor  vehicles  (not  to  exceed  12  of  the  pleasure 
car  type)  and  permitting  the  existing  buildings  to  be  oc¬ 
cupied  as  gasoline  service  station  and  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED — 172-40 — 172-42  Baisley  Boule¬ 
vard.  south  side,  360  feet  east  of  125th  Avenue,  Block  12515, 
Lot  20,  Jamaica,  Borough  of  Queens. 

79-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Highland  Avenue  Bap¬ 
tist  Church,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
73-64  of  the  Zoning  Resolution  permitted  in  an  R5  district, 
the  enlargement  in  area  of  an  existing  church  that  en¬ 
croaches  on  the  required  front  yard. 

PREMISES  AFFECTED— 87-04  and  87-10  162nd  Street 
(formerly  87-04  162nd  Street)  southwest  corner  of  High¬ 
land  Avenue,  Block  9770,  Lot  30,  Jamaica,  Borough'  of 
Queens. 

682-70-BZ 

APPLICANT — William  A.  Rose,  Jr.  for  New  York  Tele¬ 
phone  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super- 
mtendent ;  previously  granted  on  condition  under  Section 
73-1 1(g)  and  73-14  of  the  Zoning  Resolution,  permitting 
in  an  R6  district,  at  an  existing  two  story  telephone  ex- 

i  •ai^C’  erec.^on  a  *wo  story  enlargement  and  a 
tin rd  floor  that  increases  the  degree  of  non-conformity. 

^  AFFECTED — 71-40  164th  Street,  west  side, 

131  feet  north  of  72nd  Avenue,  Block  6802,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 

507-73-BZ 

APPLICANT— Joseph  Nirenberg  for  Jacob  Schachter, 
owner. 

SUBJECT— Application  September  12,  1973— decision  of 
tne  Borough  Superintendent,  under  Section  72-21  of  the 
zoning  Resolution,  to  permit  in  an  R6  district,  the  con¬ 


version  of  an  existing  three  story  building  from  a  two 
family  dwelling  to  a  three  family  dwelling  that  will  create 
non-compliance  in  floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 217  Bay  Ridge  Parkway,  north 
side  14°  feet  east  of  Ridge  Boulevard,  Block  5928,  Lot 
72,  Borough  of  Brooklyn.  Community  Board  #10. 

Laid  oyer  from  February  5,  1974,  for  hearing,  at  the 

request  of  the  community  board;  applicant  to  send  out 

20-day  notices. 

535-73-BZ  " 

APPLICANT— Harry  Soled  for  Alejandro  Krauss,  owner. 

SUBJECT— Application  October  4,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
three  story  building,  the  erection  of  an  enlargement  to  the 
first  floor  store  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 4218  13th  Avenue,  west  side 
40.2J4  feet  north  of  43rd  Street,  Block  5598,  Lot  43  Bor¬ 
ough  of  Brooklyn.  Community  Board  #12. 

544-73-BZ 

APPLICANT— Lauria  &  Rowe  for  Vincent  D’Amico, 
owner. 

SUBJECT— Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  building  for  use  as  a  retail  store. 

PREMISES  AFFEC1  ED — 4609  Amboy  Road,  northeast 
corner  of  Wainer  Place,  Block  5585,  Lot  99,  Eltingville, 
Borough  of  Richmond.  Community  Board  #4. 

638-73-BZ  “ 

APPLICANT — Mallis  Wood  Products,  Incorporated  for 
Herman  Rassnick,  Leopold  Rassnick,  Sixty-First  Realty 
Corporation,  Dunkirk  Realty  Corporation,  owners ;  Mallis 
Wood  Products,  Incorporated,  lessee. 

SUBJECT — Application  December  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  woodworking 
establishment  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio,  open  space  ratio,  encroachment  into 
the  front  and  rear  yard,  and  the  penetration  into  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 115-10  through  115-50  Dunkirk 
Street,  north  side,  240.30  feet  east  of  Newburg  Street, 
Block  10315,  Lots  135,  137,  139,  141,  156,  St.  Albans, 
Borough  of  Queens.  Community  Board  #12. 


665-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Miller  Manage¬ 
ment  &  Mavronicolas  Management  Companies,  owner. 

SUBJECT — Application  December  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 
the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED — 91-02  59th  Avenue,  northeast 
corner  of  Queens  Boulevard,  Block  1861,  Lot  12,  Rego 
Park,  Borough  of  Queens.  Community  Board  #4. 


666-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Miller  Manage¬ 
ment  Company  &  Mavronicolas  Management  Company, 
owners;  Sam  Goody,  Incorporated,  lessee. 
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SUBJECT— Application  December  11,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 
the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED  91-21  Queens  Boulevard  north 
side  44.5  feet  east  of  59th  Avenue,  Block  1861,  Lot  10, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 


276-73-SA 

APPLICANT— Cook  Machinery  Company,  Incorporated- 
dry  cleaning  machine. 


399-73-SA 

APPLICANT— Champion  Hoist  Company— material  hoist 
for  construction  sites. 


668-73-BZ 

APPLICANT — Norman  Delman  for  Congregation  Aishel 
Avraham,  owner.  . 

SUBJECT— Application  December  12,  1973— decision  of  the 
Borough  Superintendent,  under  Section  / 2-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-2  district,  the  erection 
of  an  eight  story  nursing  home  that  exceeds  the  permitted 
floor  area  ratio  and  height  of  the  front  wall,  encroaches 
on  the  required  front  yard  and  has  non-complying  parking 
and  loading. 

PREMISES  AFFECTED— 40  Heyward  Street,  southwest 
corner  of  Bedford  Avenue,  Block  2230,  Lot  13,  Borough 
of  Brooklyn.  Community  Board  #1. 


696-73-BZ 

APPLICANT— Mok  &  Sonber  for  Leah  Kaplan,  lessee. 

SUBJECT — Application  December  21,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  in  an  existing 
three  story  theatre  building,  the  use  of  a  portion  of  the 
basement  and  first  floor  as  a  penny  arcade. 

PREMISES  AFFECTED— 8  Mott  Street,  east  side,  103 
feet  north  of  Chatham  Square,  Block  162,  Lot  42,  Borough 
of  Manhattan.  Community  Board  #3. 

JOSEPH  B.  KLEIN,  Chairman 


MARCH  12,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  March  12,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


49-74-BCR 

APPLICANT— Jeremiah  T.  Walsh,  P.E.,  Commissioner, 
Department  of  Buildings— Section  C26-106  2(e)  of  the 
Building  Code  of  the  City  of  New  York— Modification  of 
Reference  Standard  17-3B  of  the  Building  Code  of  the 
City  of  New  York. 


227-72-SA 

APPLICANT— Walter  Kidde  and  Company,  Incorporated 
— Halon  extinguishing  system  for  Class  A,  B  or  C  fires. 


41-73-SA 

APPLICANT— Safety  First  Products  Corporation— fire  ex¬ 
tinguishing  systems. 

215-73-SA 

APPLICANT — Norris  Industries,  Fire  and  Safety  Equip¬ 
ment  Division — fire  extinguishing  system. 


13-74-BZY— B.B.— 650  E.  104th  Street,  Block  8172,  Lot 
13— N.B.  508-73,  Borough  of  Brooklyn. 


i4.74.BZY— B.B.— 3110  Farragut  Place— Block  4995,  Lot 
20— N.B.  468-73,  Borough  of  Brooklyn. 


15-74-BZY— B.Q.— 23-20 
15714,  Lots  155,  8  and 
Queens. 


Beach  Channel 
29— N.B.  30-72, 


Drive,  Block 
Borough  of 


652-73- A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner.  , 

SUBJECT— Application  December  5,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Eunice  Place,  east  side,  100  feet' 
south  of  Willcox  Street,  Block  1703,  Lot  4,  Mariners 
Harbor,  Borough  of  Richmond. 


653- 73-A 

APPLICANT— Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuanl 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Eunice  Place,  east  side,  126.5( 
feet  south  of  Willcox  Street,  Block  1703,  Lot  3,  Mariner.- 
Harbor,  Borough  of  Richmond. 

654- 73-A 

APPLICANT— Alphonse  J.  Calvanico  for  Dormar  Homes 
Incorporated,  owner. 

SUBJECT— Application  December  5,  1973— filed  pursuan 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Eunice  Place,  northeast  corne 
of  Overlook  Avenue,  Block  1703,  Lot  1,  Mariner’s  Harboi 
Borough  of  Richmond. 

655- 73-A 

APPLICANT— Alphonse  J.  Calvanico  for  Dormar  Home; 
Incorporated,  owner. 

SUBJECT— Application  December  5,  1973— filed  pursuar 
to  Section  36,  Article  3  of  the  General  City  Law  re-  builc 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Eunice  Place,  east  side,  27.8 
feet  north  of  Overlook  Avenue,  Block  1703,  Lot  * 
Mariner’s  Harbor,  Borough  of  Richmond. 


275-73-SA 

APPLICANT— Cook  Machinery  Company,  Incorporated- 
clothes  dryers. 


656-73-A 

APPLICANT— Alphonse  J.  Calvanico  for  Dormar  Home 
Incorporated,  owner. 
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SUBJECT — Application  December  5,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFbECTED — Sanders  Street,  northwest  cor¬ 
ner  of  Overlook  Avenue,  Block  1703,  Lot  79,  Mariner’s 
Harbor,  Borough  of  Richmond. 


657-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorjxjrated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Sanders  Street,  west  side,  31.47 
feet  north  of  Overlook  Avenue,  Block  1703,  Lot  78, 
Mariner’s  Harbor,  Borough  of  Richmond. 


658-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Sanders  Street,  west  side,  100 
feet  south  of  Willcox  Street,  Block  1703,  Lot  76,  Mariner’s 
Harbor,  Borough  of  Richmond. 


659-73- A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5, 1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Sanders  Street,  west  side,  127.50 
feet  south  of  Willcox  Street,  Block  1703,  Lot  77,  Mariner’s 
Harbor.  Borough  of  Richmond. 

672- 73-A 

APPLICANT — Unelko  Corporation,  owner. 

SUBJECT — Application  December  13,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  inflam¬ 
mable  mixtures  known  as  Rain-X,  Repcon,  Interface,  Total 
Finish  in  eight  (8)  ounce  Tapered  Oval  High  Density 
Polyethylene  Bottle,  not  in  compliance  with  regulations 
of  the  Administrative  Code  of  New  York  City. 

673- 73-A 

APPLICANT — Leonard  F.  Rothkrug  for  South  Bronx 
Park  Corporation,  owner;  Osborne  Association,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  December  13,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  use  of  a  non¬ 
fire  proof  building  as  dormitory  for  men. 

PREMISES  AFFECTED — 3196  Third  Avenue,  east  side, 
38  feet  north  of  East  161st  Street,  Block  2620,  Lot  2, 
Borough  of  The  Bronx. 


691-73-A 

APPLICANT — Exxon  Company,  U.  S.  A.,  owner. 

SUBJECT — Application  December  17,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Aquaglide  Outboard  Lubricant 
in  one  (1)  pint  metal  sealed  cans,  not  in  compliance  with 
regulation  of  the  Administrative  Code  of  New  York  City. 


661-73-A 

APPLICANT — Boron  Oil  Company,  owner. 

SUBJECT — Application  December  7,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Harley-Davidson  Two  Cycle 
Motor  Oil,  in  16  ounce  metal  beer  style  can  with  pull  tab 
top,  not  in  compliance  with  the  regulation  of  the  Admin¬ 
istrative  Code  of  New  York  City. 

JOSEPH  B.  KLEIN,  Chairman 


MARCH  19,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  19,  1974,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

464- 73- A 

APPLICANT — Dominick  T.  Farruggio  for  Sal  D’Agostino, 
owner. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution — Application  August  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent  filed  pursuant  to  Section  36,  Article  3 
of  the  General  City  Law  re-  building  not  fronting  on  a  legal 
street. 

PREMISES  AFFECTED — 39  Legate  Avenue,  east  side, 
270  feet  north  of  Carlton  Boulevard,  Block  5774,  Lot  55, 
Borough  of  Richmond. 


27-57-A 

APPLICANT — Leonard  F.  Rothkrug  for  Maimonides  In¬ 
stitute,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  19, 
1974 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  frame  construction,  use  as  school,  exits,  live  load, 
etc. ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 34-01  to  34-21  Mott  Avenue, 
southwest  corner  of  Edgewater  Drive,  Block  15703,  Lots 
49  and  100,  Bayswater,  Borough  of  Queens. 


532-72-A 

APPLICANT — Larry  Meltzer  for  Petroleum  Heat  and 
Power  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  transportation  of  fuel  oil  tank  trucks 
through  city  streets  not  in  conformity  with  the  require¬ 
ments  of  Administrative  Code  of  City  of  New  York ;  pre¬ 
viously  granted  on  condition. 


453-72-BZ 

APPLICANT — Larry  Meltzer  for  Donald  Katz,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  6, 
1974— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R2  district,  the  erection  of  a 
one  story  enlargement  to  a  one  family  dwelling  that  en¬ 
croaches  into  the  required  rear  yard. 

PREMISES  AFFECTED— 85-26  213th  Street,  west  side, 
240  feet  south  of  85th  Avenue,  Block  7816,  Lot  21,  Hollis, 
Borough  of  Queens. 


125 


CALENDAR 


960-57-BZ 

APPLICANT— Charles  M.  Spindler  for  Getty  Oil  Company, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  6, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  washing,  minor  motor  vehicle  repairs  with 
hand  tools  only,  sale  of  accessories  and  parking  and  storage 
of  more  than  5  motor  vehicles. 

PREMISES  AFFECTED— 1400  Bay  Street  and  5  Finger¬ 
board  Road,  northwest  corner,  Block  2864,  Lot  57,  Rose- 
bank,  Borough  of  Richmond. 


409-58-BZ 

APPLICANT— Andrew  DiCamillo  for  Joseph  Coscia, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  February  3, 
1974__decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  21,  7e  and. 7h  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence  use, 
C  area  district,  the  erection  of  a  one  story  extension  to  the 
present  building  and  change  uses  of  auto  lanundry,  auto 
body  repairs  and  paint  shop  and  parking,  and  storage  of 
more  than  five  motor  vehicles  to  automatic  laundry,  auto 
repairs  and  parking  storage  of  more  than  five  motor 
vehicles  and  parking  of  cars  waiting  to  be  serviced,  the  new 
extension  occupying  more  than  the  permitted  area. 

PREMISES  AFFECTED— 8822-8824  4th  Avenue  and  361- 
383  89th  Street,  northwest  corner,  Block  6062,  Lots  41,  42, 
45  and  48,  Borough  of  Brooklyn. 


280-71-BZ 

APPLICANT— Walter  T.  Gorman  for  Sun  Oil  Company, 
long  term  lessee;  Walmere  Realty  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
73-211  and  73-212  of  the  Zoning  Resolution,  permitting  in 
a  C2-2  district,  the  enlargement  in  lot  area  and  the  recon¬ 
struction  of  an  automotive  service  station  with  accessory 
uses  previously  before  the  Board. 

PREMISES  AFFECTED— 148-12  Rockaway  Boulevard, 
southeast  corner  of  148th  Street,  Block  12103,  Lots  25,  35, 
39,  Ozone  Park,  Borough  of  Queens. 


512-73-BZ 

APPLICANT — Diffendale  &  Kubec  for  Silver  Height 
Homes,  owner. 

SUBJECT — Application  September  19,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling. 

PREMISES  AFFECTED— 90  Bowles  Avenue,  south  side, 
106.58  feet  east  of  Morningstar  Road,  Block  1148,  Lot  53, 
Graniteville,  Borough  of  Richmond.  Community  Board 
#1. 


537-73-BZ 

APPLICANT — Harry  Soled  for  Abraham  and  Sheba 
Kramer,  owners. 

SUBJECT — Application  October  4,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 


ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  2  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  en- 
croaches  on  the  required  front  yard  and  with  a  porch 
within  the  side  yard. 

PREMISES  AFFECTED— SI  10  Old  New  Utrecht  Road, 
southwest  corner  of  51st  Street,  Block  5467,  Lot  25,  Boi- 
ough  of  Brooklyn.  Community  Board  #12. 


620-73-BZ 

APPLICANT— Lama  &  Vassalotti  for  Castleton  Park 
Housing  Company,  Incorporated,  owner. 

SUBJECT— Application  November  20,.  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  on  a  plot  with 
a  housing  development,  the  installation  of  an  accessory 
swimming  pool  that  encroaches  on  the  minimum  distance  to 
a  lot  line. 

PREMISES  AFFECTED— 165  and  185  St.  Marks  Avenue, 
northeast  corner  of  Nicholas  Street,  Block  13,  Lot  8,  Saint 
George,  Borough  of  Richmond.  Community  Board  #1. 


635-73-BZ 

APPLICANT— Ronald  S.  Platt  for  Gail  Martin  Realty 
Corporation,  owner;  Wellman  Management  Incorporated, 
lessee. 

SUBTECT — Application  November  30,.  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the. Zon¬ 
ing  Resolution,  to  permit  in  a  C4  district,  in  an  existing 
one  story  building  previously  before  the  Board,  the  con¬ 
version  of  a  portion  of  the  building  from  stockbroker  s 
office  to  a  reducing  salon  that  encroaches  on  the  required 
distance  from  a  street  wall. 

PREMISES  AFFECTED— 2231-2237  Church  Avenue,  north 
side,  329J4  feet  east  of  Flatbush  Avenue,  Block  5089,  Lot 
65,  Borough  of  Brooklyn.  Community  Board  #14. 


2-74-BZ 

APPLICANT— Peirez,  Ackerman  &  Levine  for  St.  Anas¬ 
tasia’s  Roman  Catholic  Church,  owner ;  4105  Church  Ave¬ 
nue  Realty  Corporation,  contract  vendee. 

SUBJECT— Application  January  7,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2,  R3-2  and  R1  -2  district, 
the  erection  of  a  two  level  shopping  mall  with  retail  stores 
and  supermarket  that  will  create  non-compliance  within 
the  residential  front  and  side  yards,  has  less  than  the  re¬ 
quired  accessory  parking  and  with  off-site  parking. 

PREMISES  AFFECTED— 245-01  to  245-41  Northern 
Boulevard,  north  side,  140  feet  east  of  244th  Street,  Block 
8112,  Lots  106,  11  and  17,  Douglaston,  Borough  of  Queens. 
Community  Board  #11. 


700-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Gimpel  Farms, 
Incorporated,  owner. 

SUBJECT— Application  December  27,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  construc¬ 
tion  of  an  open  scrap  metal  junk,  paper,  rag  storage  and 
balingyard  with  accessory  commercial  vehicle  storage. 

PREMISES  AFFECTED— 58-97  57th  Street,  east  side, 
200.20  feet  north  of  Flushing  Avenue,  Block  2622,  Lots  13 
and  101,  Maspeth,  Borough  of  Queens.  Community  Board 
#2. 

JOSEPH  B.  KLEIN,  Chairman 
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MARCH  19,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  March  19,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

683-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  December  17,  1973 — filed  pursuant 
to  Section  36,  Article  2  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AbFECTED— 3  Waterside  Parkway,  east  side, 
24.77  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  155, 
Great  Kills,  Borough  of  Richmond. 


684-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SLTBJECT  Application  December  17,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 6  Waterside  Parkway,  west 
side,  51.76  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot 
72,  Great  Kills,  Borough  of  Richmond. 


685-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT  Application  December  17,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 5  Waterside  Parkway,  east  side, 
48.27  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  154, 
Great  Kills,  Borough  of  Richmond. 


686-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  December  17,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 8  Waterside  Parkway,  west 
side,  75.90  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot 
73,  Great  Kills,  Borough  of  Richmond. 


687- 73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  December  17,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 11  Waterside  Parkway,  east 
side,  118.77  feet  south  of  Hylan  Boulevard,  Block  5195, 
Lot  151,  Great  Kills,  Borough  of  Richmond. 

688- 73- A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 


SUBJECT — Application  December  17,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 4  Waterside  Parkway,  west 
side,  27.62  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot 
71,  Great  Kills,  Borough  of  Richmond. 


689-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  December  17,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 9  Waterside  Parkway,  east 
side,  95.27  feet  south  of  Hylan  Boulevard,  Block  5195, 
Lot  152,  Great  Kills,  Borough  of  Richmond. 


690-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  December  17,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 7  Waterside  Parkway,  east  side, 
71.77  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  153, 
Great  Kills,  Borough  of  Richmond. 


704-73-A 

APPLICANT — Charles  Spindler  for  Empire  Assoc,  c/o 
Abrams  Brothers,  owner. 

SUBJECT — Application  December  28,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readiness. 

PREMISES  AFFECTED — 35-39  West  47th  Street,  north 
side  324  feet  \\l/2  inches  north  of  the  Avenue  of  the  Ameri¬ 
cas,  Block  1263,  Lot  14,  Borough  of  Manhattan. 


705-73-A 

APPLICANT — Charles  Spindler  for  First  Republic  Cor¬ 
poration  of  America,  c/o  Williams  &  Company,  owner. 

SUBJECT — Application  December  28,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readi¬ 
ness. 

PREMISES  AFFECTED — 248-56  West  39th  Street,  south 
side,  202.6  feet  east  of  8th  Avenue,  Block  788,  Lot  73, 
Borough  of  Manhattan. 


29-74-A 

APPLICANT — Donald  B.  Pennell  for  Consolidated  Edison 
Company  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  January  18,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  request  for  waiver 
of  qualified  operator  requirement. 

PREMISES  AFFECTED — 43  Gold  Street,  northeast  corner 
of  Plymouth  Street,  Block  22,  Lots  1  and  4,  Borough  of 
Brooklyn. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

WEDNESDAY  MORNING, 

FEBRUARY  13,  1974,  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll. 


and  for  visitors  and  patients  of  the  hospital ;  the  lot  will  be 
used  solely  as  an  appurtenance  to  the  hospital  which  is 
across  the  street. 

PREMISES  AFFECTED— 2449-2451  St.  Raymond  Avenue 
1601-1649  Seddon  Street,  northwest  corner  and  2446-2446 
Dorsey  Avenue,  Block  3992,  Lots  32,  37  and  40,  Borough 
of  The  Bronx. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  January  29,1974  were 
approved  as  printed  in  the  Bulletin  of  February  7,  1974,  Vol. 
59,  No.  6. 


707-48-BZ— Vol.  II 

APPLICANT— George  Perotto  for  Perotto  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening  fa- 
extension  of  term  of  variance  which  expires  February  15, 
1974 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district  at  an 
existing  gasoline  service  station,  the.  enlarging  of  the 
present  accessory  service  bay,  the  additional  uses  of  minor 
auto  repairs  with  hand  tools  only  for.  adjustments  main¬ 
tained  solely  within  the  accessory  building  and  the  parking 
of  motor  vehicles,  it  is  also  proposed  to  make  minor 
changes  to  the  curb  cuts  on  Parsons  Boulevard  to  install 
six  (6)  additional  550  gallon  gasoline  tanks  for  a  total  of 
twelve  such  tanks  and  rearrange  one  gasoline  pump  island. 

PREMISES  AFFECTED  77-02  Parsons  Boulevard, 
southwest  corner  77th  Avenue,  Block  6812,  Lot  39,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  Perotto. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

N egative :  .  ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  as 
Vol.  II  on  October  21,  1958,  after  due  notice  by  publication; 
and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  13,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
15,  1949,  as  amended  through  October  21,  1958,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  February  15,  1974, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  908-58) 


923-57-BZ 

APPLICANT — Ludwig  P.  Bono  for  the  Square  Sanitarium 
Incorporated  (Westchester  Square  Hospital),  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  November  26, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
of  more  than  five  motor  vehicles,  the  use  for  such  purpose 
to  be  restricted  to  doctors  and  attendants  at  the  hospital 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  24,  1958,  on  certain  conditions  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  13,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  24, 
1958  as  amended  through  February  11,  1969,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  the  date,  of  this 
amended  resolution,  to  permit  ...  ;  on  condition  that 
the  surface  of  the  lot  shall  be  treated  with  a  binder  and 
properly  rolled,  as  required  by  the  resolution  adopted  by 
the  Board  on  June  24,  1958;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects;  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained.”  (Alt.  998-57) 


549-67-BZ 

APPLICANT— Atkin  and  Bassolino  for  Warm  Oil  and 
Coal  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  November  26,  1973 — decision  of.  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution  permitting 
in  an  R3-2  district,  at  an  existing  coal  and  oil  establish¬ 
ment,  structural  alterations  to  the  existing  silos  to  provide 
accessory  parking. 

PREMISES  AFFECTED— 7-9  Elm  Tree  Lane,  south  side, 
80.57  feet  west  of  Forest  Road,  Block  5651,  Lots  245  and 
250,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative :  . 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  26,  1968,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  13,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  26,  1968,  only  as  to  the 
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term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

"granted  for  a  term  of  five  years  from  the  daite  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  611-65) 


303-72-BZ 

APPLICANT — Aaron  Halpern  for  Robert  Fleer,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  19, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-211  of  the  Zoning 
Resolution,  permitting  in  a  C2-3  district,  the  erection  and 
maintenance  of  an  automotive  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED — 1249  Nostrand  Avenue,  north¬ 
east  corner  of  Parkside  Avenue,  Block  4827,  Lots  1,  3, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alphonse  J.  Russo. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  19,  1972,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  19,  1972,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  292-71) 


70-73-BZ 

APPLICANT — Millard  Bresin  for  Amoco  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition  under  Sections 
73-211  and  11-412  of  the  Zoning  Resolution,  permitting 
in  a  C2-2  district  the  erection  of  a  one  story  enlargement 
to  an  existing  automotive  service  station  with  accessory 
uses. 

PREMISES  AFFECTED— 3065  Westchester  Avenue, 
northwest  corner  of  Hobart  Avenue,  Block  4195,  Lot  1 
(formerly  Lots  1,  5,  6  and  7),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Millard  Bresin. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 

October  9,  1973,  on  certain  conditions;  and 


Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
9,  1973,  by  adding  thereto: 

“that  the  accessory  building  shall  substantially  conform 
to  revised  drawings  of  proposed  conditions  marked  ‘Re¬ 
ceived  December  14,  1973’,  two  sheets,  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (Alt.  79-72) 


19-70-BZ 

APPLICANT — F.  Hale  Atkinson  for  Park  Riding  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  riding  academy 
and  stable. 

PREMISES  AFFECTED — 49  Caton  Place,  26  East  8th 
Street,  northwest  corner,  Block  5320,  Lot  23,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  o 


101-73-BZ 

APPLICANT — McGee  and  Morsellino  for  Monika  Bischoff, 
owner. 

SUBJECT — Application  February  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  enlargement 
in  area  of  the  attic  of  a  one  family  dwelling  that  increases 
the  degree  of  non-compliance  within  the  side  yard. 

PREMISES  AFFECTED — 139-12  86th  Road,  south  side, 
102.26 feet  east  of  139th  Street,  Block  9708,  Lot  11,  Jamaica, 
Borough  of  Queens.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1974,  at 
10  A.M.,  for  decision;  hearing  closed. 


189-73-BZ 

APPLICANT — McGee  and  Morsellino  for  Flushing  Federal 
Savings  &  Loan  Association. 

SUBJECT — Application  March  29,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  the  erection  of  a 
six  story  and  cellar  enlargement  to  an  existing  bank  and 
office  building  that  will  exceed  the  permitted  floor  area 
ratio,  penetrate  the  sky  exposure  plane  and  have  less  than 
the  required  accessory  parking. 

PREMISES  AFFECTED — 136-21  Roosevelt  Avenue,  north 
side,  175  feet  east  of  Alain  Street,  Block  4980,  Lot  11, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Aforsellino. 

For  Opposition:  Emanuel  Weintraub. 

ACTION  OF  BOARD — Hearing  reopened  and  laid  over  to 
February  26,  1974,  at  10  A.M.,  for  decision;  applicant  to 
submit  additional  information;  hearing  closed. 
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THE  VOTE  TO  REOPEN— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 

Hornstein  and  Commissioner  Carroll  .  ~ 

Negative:  . . .  i 

Absent:  Chairman  Klein  . 


508-73-BZ 

APPLICANT— Wuest  &  Bailey  for  Vincent  Gaudiello, 
owner ;  Thomas  Hoyt,  lessee.  _ 

SUBJECT— Application  September  12,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  conversion 
of  a  one  family  dwelling  to  a  two  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio,  open  space 
ratio,  lot  area  per  room,  accessory  parking,  and  parking 
in  the  front  yard. 

PRFMISES  AFFECTED— 214-36  40th  Avenue,  south  side, 
80  feet  east  of  214th  Place,  Block  6289,  Lot  5,  Bayside, 
Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant :  Ralph  Wuest. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1974,  at 
10  A.M.,  for  decision;  hearing  closed. 


510-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Edward  J.  Jones, 
Sr.,  Edward  J.  Jones,  Jr.,  Vivian  J.  Smith  and  Delbert  C. 
Smith,  owners ;  Ford  Leasing  Development  Company, 
lessee. 

SUBJECT— Application  September  14,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1,  Cl-1  and  R3-2  district, 
the  erection  of  an  automobile  showroom  with  accessory 
sales  and  service,  and  with  accessory  parking  in  the  open 
area. 

PREMISES  AFFECTED— 2500  Victory  Boulevard  and 
657  Willowbrook  Road,  northeast  corner  of  Gannon  Ave¬ 
nue,  Block  751,  Lots  9  and  45,  Willowbrook,  Borough  of 
Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Darryl  ICramp. 
For  Opposition:  Marion  Hepp,  Rev.  Joel  E.  A.  Novey, 
Tony  Gaeta,  Anna  E.  Scamardella,  Diane  Milatta, 
David  O.  Koenig,  Roger  O.  Genovese,  Anna  Mae  Leh¬ 
mann  and  others. 

ACTION  OF  BOARD— Laid  over  to  March  5,  1974,  at  10 
A.M.,  for  decision,  hearing  closed ;  applicant  and  opposi¬ 
tion  to  submit  additional  information. 


511-73-A 

APPLICANT— Leonard  F.  Rothkrug  for  Edward  J.  Jones, 
Sr.,  Edward  J.  Jones,  Jr.,  Vivian  J.  Smith  and  Delbert  C. 
Smith,  owners;  Ford  Leasing  Development  Company, 
lessee. 

SUBJECT— Application  September  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  auto 
Show  Room. 

PREMISES  AFFECTED— 2500  Victory  Boulevard  and  657 
Willowbrook  Road,  northeast  corner  of  Gannon  Avenue, 
Block  751,  Lots  9  and  45,  Willowbrook,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Darryl  Kramp. 
ACTION  OF  BOARD— Laid  over  to  March  5,  1974,  at  10 
A.M.,  for  decision,  hearing  closed ;  applicant  and  opposition 
to  submit  additional  information. 


524-73-BZ 

APPLICANT— McGee  &  Morsellino  for  Dodar  Realty  Cor¬ 
poration,  owner ;  Jascal  Realty  Corporation,  lessee. 

SUBJECT— Application  September  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  office  building  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED— 1575  Gun  Hill  Road,  northwest 
corner  of  Kingsland  Avenue,  Block  4786,  Lot  20,  Borough 
of  The  Bronx.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Gerard  R.  Lang- 

lais.  _  .  , 

For  Opposition:  Mairiano  Di  Silvestro,  Anthony  humgig- 
lio,  Marietta  Izold,  Dorothy  Petrilak,  Vincent  Di  Bari, 
Angelo  Companaro,  Vincenzo  Gentile. 

ACTION  OF  BOARD— Laid  over  to  February  26,  1974,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  in¬ 
formation;  hearing  closed. 


541-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Ben  Dyk  Associ¬ 
ates,  Incorporated,  owner. 

SUBJECT— Application  October  9,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
six  story  multiple  dwelling  that  encroaches  on  the  required 
side  setback. 

PREMISES  AFFECTED— 490  Clove  Road,  west  side, 
233.24  feet  south  of  Delafield  Avenue,  Block  230,  Lot  54, 
Port  Richmond,  Borough  of  Richmond.  Community  Board 

#L 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Charles  Burger  and  others. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  objectors’  attorney. 


571-73-A 

APPLICANT— McGee  &  Morsellino  for  Monika  Bischoff, 
owner. 

SUBJECT— Application  October  26,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  living  rooms 
with  contrary  headroom. 

PREMISES  AFFECTED— 139-12  86th  Road,  south  side, 
102.26  feet  east  of  139th  Street,  Block  9708,  Lot  11, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1974,  at 
10  A.M.,  for  decision;  hearing  closed. 


619-73-BZ 

APPLICANT— Norman  Delman  for  Luna  Equities,  Incor¬ 
porated,  owner ;  Hanto  Development  Corporation,  lessee. 

SUBJECT— Application  November  20,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
one  story  eating  and  drinking  establishment  with  accessory 
signs  and  accessory  parking  in  the  open  area  with  entrances 
within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 2940  Cropsey  Avenue,  north¬ 
west  corner  of  Bay  53rd  Street,  Block  6949,  Lot  37,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #13. 
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APPEARANCES— 

For  Applicant:  Norman  Delman. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1974,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  in¬ 
formation;  hearing  closed. 


629-73-BZ 

APPLICANT — The  Lenox  School,  owner. 

SUBJECT — Application  November  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  RIO  and  R8  district,  the 
erection  of  a  sixth  floor  addition  to  an  existing  5  story 
school  that  will  encroach  into  the  required  rear  yard. 

PREMISES  AFFECTED— 154  East  70th  Street,  south 
side,  80.6  feet  east  of  Lexington  Avenue,  Block  1404,  Lot 
49,  Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  I.  Neal  LoPresti. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Plan¬ 
ning  Board  and  applicant. 


310-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Anchors 
Aweigh,  Incorporated,  owner;  John  Stalluppi,  lessee. 
SUBJECT — Application  May  22,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  and  R3-1  district,  the 
addition  to  the  uses  of  an  existing  automobile  showroom 
and  salesroom  to  include  automobile  and  motorcycle  repair. 
PREMISES  AFFECTED— 161-49  Cross  Bay  Boulevard, 
northeast  corner  of  162nd  Avenue,  Block  14189,  Lots  60, 
66  and  68,  Borough  of  (Howard  Beach)  Queens.  Com¬ 
munity  Board  #10. 

APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  29,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  13,  1974;  and 

W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  26,  1973,  acting  on  Alt.  Applic.  30/1973,  reads: 

“1.  Proposed  amendments  to  add  auto-  and  motor¬ 
cycle  repair,  (U.G.  16)  to  the  car  sales  (U.G.  9)  pres¬ 
ently  approved  and  permitted  under — temp — C.  of  O. 
#Q184/l4T,  is  contrary  to  Sec.  32-25  Z.R.  Premises 
are  located  in  a  C2-2  (R3-1)  district.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 


cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C 2-2  and  R3-1  district,  the  addition  to  the  uses  of  an  exist¬ 
ing  automobile  showroom  and  salesroom  to  include  auto¬ 
mobile  and  motorcycle  repair,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli- 
“Received  May  22,  1973”,  1  sheet,  “February 
8,  1974  ,  3  sheets,  and  “February  13,  1974”,  one  sheet;  on 
farther  condition  that  there  shall  be  no  body  and  fender 
repair  or  paint  spraying;  that  the  repair  be  limited  to  hand 

cuj  °u A’  that  ?creening  in  accordance  with  Section  36-56, 
Subd.  b,  be  provided  along  the  162nd  Avenue  frontage;  and 
that  all  Jaws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


381-73-BZ 

APPL^ANT— Weinberg  &  Kirshenbaum  for  Ferguson 
Realty  Corporation,  owner. 

SUBJECT  Application  June  20,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  maintenance 
of  a  one  story  enlargement  to  an  existing  manufacturing 
building  that  will  encroach  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED— 870  to  894  East  42nd  Street, 
west  side,  297  feet  south  of  Glenwood  Road,  Block  7725, 
Lot  60,  Borough  of  Brooklyn.  Community  Board  #9. 

APPEARANCES— 

For  Applicant:  Harold  Weinberg. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  q 

THE  RESOLUTION— 

Wr hereas,  a  public  hearing  was  held  on  this  application 
on  January  22,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  13,  1974;  and 

V'hereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  19,  1973,  acting  on  Alt.  Applic.  248/1972,  reads : 

“1.  Provide  a  30'  yard  at  curb  level  along  the  rear  lot 
line  within  the  Ml  district  abutting  the  rear  lot  line  of 
an  R-4  district  as  per  Sec.  43-302  of  the  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-50  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-50  of  the  Zoning  Resolution,  to  permit  in 
an  Ml-1  district,  the  maintenance  of  a  one-story  enlargement 
to  an  existing  manufacturing  building  that  will  encroach  on 
the  required  yard  along  a  district  boundary,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “January  29,  1974”,  3  sheets; 
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on  further  condition  that  there  shall  be  no  skylight  or 
mechanical  roof  openings  within  30  feet  of  the  rear  yard  line; 
and  that  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON 

FEBRUARY  13,  1974,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  and  Commissioner  Carroll. 


583-73-BZ 

APPLICANT— The  New  York  Bank  for  Savings  for  Avon 
Associates,  Incorporated,  owner;  The  New  York  Bank  for 
Savings,  lessee. 

SUBJECT— Application  November  2,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C5-2  district,  the  installa¬ 
tion  of  an  illuminated  business  sign. 

PREMISES  AFFECTED — 108  West  34th  Street  south 
side,  78.8  feet  West  of  Broadway,  Block  809,  Lot  49, 
Borough  of  Manhattan.  Community  Board  #5. 


APPEARANCES— 

For  Applicant:  Jerome  P.  Schneiber. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative:  .  u 

THE  RESOLUTION— 

Whereas  a  public  hearing  was  held  on  this  application  on 
Tanuary  15,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  29,  1974;  then  to  February 
13,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  2,  1973,  acting  on  E.S.  Applic.  225/1973, 
reads : 

“2.  An  electric  business  sign  in  a  C5-2  zoning  dis¬ 
trict  is  contrary  to  Section  32-644  of  the  Zoning  Resolu¬ 
tion.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-01  (b)  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted _  un¬ 
der  Section  72-01  (b)  of  the  Zoning  Resolution,  to  permit  in 
a  C5-2  district,  the  installation  of  an  illuminated  business 
sign,  on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  Novem¬ 
ber  2,  1973”,  one  sheet,  and  “November  7,  1973”,  2  sheets; 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


Adjourned:  12:25  P.M. 

John  B.  Cincotta,  Executive  Director 


4059-BZY — Vol.  XI— B.Q.— 58-30  76th  Street,  Block 
2822,  Lot  30,  N.B.  1222-61. 

APPEARANCES— 

For  Applicant :  Philip  LaSala. 

ACTION  OF  BOARD— Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative:  ..." .  u 

THE  RESOLUTION— 

WRereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 

construction.  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construction 
to  December  15,  1974. 


6-74-BZY — B.Q. — 1526  New  Haven  Avenue,  Block  15622, 
Lot  1,  N.B.  1070-72. 

APPEARANCES— 

For  Applicant:  Julius  J.  Rosen. 

For  Opposition :  William  Hoppen. 

ACTION  OF  BOARD— Laid  over  to  February  26,  1974,  at 
2  P.M.  for  continued  hearing;  community  board  to  be 
notified. 


7-74-BZY— B.B.— 5811  Ditmas  Avenue,  Block  7916,  Lots 
1,  2,  5,  8,  9,  N.B.  63-73. 

APPEARANCES— 

For  Applicant:  Julius  J.  Rosen. 

ACTION  OF  BOARD— Laid  over  to  February  26,  1974,  at 
2  P.M.  for  continued  hearing,  community  board  to  be 
notified. 


203-44-SA 

APPLICANT— Maxon  Corporation,  owner. 

SUBJECT— Additional  valves. 

APPEARANCES— 

For  Applicant :  Joseph  DiGiacomo. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll..  4 

Negative:  . u 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  :  _ 
203-44-SA:  Amendment  to  resolution  to  include  additional 

valves 

Maxon  Corporation,  Muncie,  Indiana,  requested  that  the 
resolution  adopted  June  13,  1944  under  Calendar  Number 
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203-44-SA  be  reopened  and  amended  to  include  additional 
valves. 

PROPOSED  USE:  Shut-off  valves  and  proportioning 
valves. 

DESCRIPTION :  The  updated  gas  shut-off  valves  are 
similar  to  the  previously  approved  Series  404.  The  model 
numbers  and  sizes  are  as  follows : 

Sizes  Ya"  through  3" — Series  808,  808-S,  5000,  5000-S 
Sizes  1"  through  1%"— Series  730,  760,  4730,  4760 
Sizes  2y2"  through  4" — Series  808-CP,  808-S,  CP,  5000 
CP,  5000-S,  CP 

Sizes  4"  through  6" — Series  690,  690-S,  4690,  4690-HS, 
7000,  7000-S 

Sizes  1"  through  4" — Series  STO-M,  STO-A,  STO-MS, 
STO-AS 

The  following  air-gas  and  air-oil  proportioning  valves  are 
similar  to  the  air-gas  proportioning  valve  previously  ap¬ 
proved  under  this  Calendar  Number: 

Synchro  Gas  Valves:  Ya"  ,  1",  1 t/a",  W,  2",  2^"— P, 

3",  4"-S,  \y2",  2",  2%",  3",  4"-M 
Synchro  Oil  Valves:  ^"-0-8,  }4"-0-25,  J4"-0-50,  y2"- O- 
180,  ^"-0-260,  1"- 0-465 

INSPECTION  AND  TEST :  The  valves  have  been  ap¬ 
proved  by  Factory  Mutual  Research,  Underwriters’  Labora¬ 
tories,  and  the  Gas  Appliance  Manufactures  Association  ( gas 
valves). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  13,  1944  under  Cal¬ 
endar  Number  203-44-SA  be  reopened  and  amended  to  in¬ 
clude  the  additional  valves  listed  above  on  condition  that  the 
requirements  of  the  original  resolution  adopted  under  this 
Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

329-50-SA 

APPLICANT — Airco,  Incorporated,  owner. 

SUBJECT — Change  of  corporate  name. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

txm:HEREAS’  reP°rt  a  Committee  on  Test  reads: 
329-50-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 


Airco,  Incorporated,  Montvale,  New  Jersey,  requested  that 
the  resolution  adopted  May  22,  1952  under  Calendar  Number 
329-50-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  corporate  name. 

PROPOSED  USE:  For  the  receiving  and  storing  and 
gasifying  liquid  carbon  dioxide. 

DESCRIPTION  :  The  applicant  request  that  the  corporate 
name  be  changed  from  Air  Reduction  Company,  Incorporated 
to  Airco  Industrial  Gases,  Division  of  Airco,  Incorporated. 

RECOMMENDATION :  The  Committe  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  22,  1952  under 
Calendar  Number  329-50-SA  be  reopened  and  amended  to 
show  a  change  of  corporate  name  from  Air  Reduction  Com¬ 
pany,  Incorporated  to  Airco  Industrial  Gases,  Division  of 
Airco,  Incorporated  on  condition  that  the  requirements  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with  the 
above  report. 


373-50-SA 

APPLICANT — Airco,  Incorporated,  owner. 

SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
N  egative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
373-50-SA:  Amendment  to  resolution  so  as  to  show  a 
change  of  corporate  name. 

Airco,  Incorporated,  Montvale,  New  Jersey,  requested  that 
the  resolution  adopted  July  24,  1973  and  as  amended  through 
September  28,  1971  under  Calendar  Number  373-50-SA 
be  reopened  and  amended  so  as  to  show  a  change  of  cor¬ 
porate  name. 

PROPOSED  USE:  Welding  and  cutting  torches. 
DESCRIPTION :  The  applicant  requests  that  the  corpo¬ 
rate  name  be  changed  from  Airco  Welding  Products,  Di¬ 
vision  of  Air  Reduction  Company,  Incorporated,  to  Airco 
Welding  Products,  Division  of  Airco,  Incorporated. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  24,  1951  and  as 
amended  through  September  28,  1971  under  Calendar  Num¬ 
ber  373-50-SA  be  reopened  and  amended  to  show  a  change  of 
corporate  name  from  Airco  Welding  Products,  Division  of 
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Air  Reduction  Company,  Incorporated  to  Airco  Welding 
Products,  Division  of  Airco,  Incorporated  on  condition  that 
the  requirements  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

( Sgd. )  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


900-50-SM 

APPLICANT— Asbestospray  Corporation,  owner. 
SUBJECT— To  show  designations  of  sprayed  fireproofing 
materials. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

TFIE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
900-50-SM— Amendment  to  resolution  to  show  designations 
of  sprayed  fireproofing  materials. 

Asbestospray  Corporation,  Newark,  New  Jersey,  requested 
that  the  resolution  adopted  July  24,  1951  and  amended 
through  February  27,  1973  under  Calendar  Number  900-50- 
SM  be  reopened  and  amended  to  show  designations  of  sprayed 
fireproofing  materials. 

PROPOSED  USE:  Sprayed  fireproofing  for  fire  rated 
assemblies. 

DESCRIPTION:  The  asbestos  free  fireproofing  approved 
in  the  resolution  adopted  February  27,  1973  under  this 
Calendar  Number  is  designated  as  Ceramospray  Type  IV. 
The  asbestos  free  fireproofing  replaces  an  asbestos  contain¬ 
ing  fireproofing  designated  as  Type  T.  The  use  of  Type  T 
fireproofing  has  been  discontinued. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  24,  1951  and  amended 
through  February  27,  1973  under  Calendar  Number  900-50- 
SM  be  reopened  and  amended  to  show  the.  designations  of 
fireproofing  materials  cited  above  on  condition  that  the  re¬ 
quirements  of  the  original  resolution  and  previous,  amend¬ 
ments  adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as .  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 


change  of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 

583-57-SA 


APPLICANT— Airco,  Incorporated,  owner. 

SUBJECT— To  show  a  change  of  corporate  name. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  . . 
Negative :  . 


4 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  lest  reads: 
583-57-SA— Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Airco,  Incorporated,  Montvale,  New  Jersey,  requested  that 
the  resolution  adopted  March  18,  1958  and  amended  through 
January  29,  1963  under  Calendar  583-57-SA  be  reopened  and 
amended  so  as  to  show  a  change  of  corporate  name. 
PROPOSED  USES  :  The  appliance  is  designed  to  receive 
and  store  liquid  oxygen,  nitrogen  or  argon  at  a  pressure  not 
exceeding  270  psi  and  convert  the  liquid  to  a  gas  at  a 
pressure  not  in  excess  of  250  psi. 

DESCRIPTION  :  The  applicant  requests  that  the  corporate 
name  be  changed  from  Air  Reduction  Company  to  Airco 
Industrial  Gases,  Division  of  Airco,  Incorporated. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  18,  1958  and 
amended  through  January  29,  1963  under  Calendar  Number 
583-57-SA  be  reopened  and  amended  to  show  a  change  of 
corporate  name  from  Airco  Reduction  Company  to  Airco  In¬ 
dustrial  Gases,  Division  of  Airco,  Incorporated  on  condition 
that  the  requirements  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 
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200- 59- S A 

APPLICANT — Airco,  Incorporated,  owner. 

SUBJECT — To  show  change  of  corporate  name. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
200-59-SA :  Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Airco,  Incorporated,  Montvale,  New  Jersey  requested  that 
the  resolution  adopted  February  16,  1960  under  Calendar 
Number  200-59-SA  be  reopened  and  amended  so  as  to  show 
a  change  of  corporate  name. 

PROPOSED  USE:  To  store  liquefied  oxygen,  nitrogen  or 
argon  and  to  supply  such  gases  under  pressure  to  distribu¬ 
tion  systems. 

DESCRIPTION  :  The  applicant  requests  that  the  corporate 
name  be  changed  from  Air  Reduction  Sales  Company  to 
Airco  Industrial  Gases,  Division  of  Airco,  Incorporated. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  16,  1960  under 
Calendar  Number  200-59-SA  be  reopened  and  amended  to 
show  a  change  of  corporate  name  from  Air  Reduction  Sales 
Company  to  Airco  Industrial  Gases,  Division  of  Airco,  In¬ 
corporated  on  condition  that  the  requirements  are  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

795-59-SM 

APPLICANT — Airco,  Incorporated,  owner. 

SUBJECT — To  show  change  of  corporate  name. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein  and  Commissioner  Carroll  ..  4 
Negative : .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
795-59-SM— Amendment  to  resolution  so  as  to  show  a 
change  of  corporate  name. 

Airco,  Incorporated,  Montvale,  New  Jersey,  requests  that 
the  resolution  adopted  March  1,  1960  and  amended  through 
December  3,  1968  under  Calendar  Number  795-59-SM  be 
reopened  and  amended  so  as  to  show  a  change  of  corporate 
name. 

PROPOSED  USE:  Welding  rods. 

DESCRIPTION :  The  applicant  requests  that  the  cor¬ 
porate  name  be  changed  from  Air  Reduction  Company, 
Incorporated  to  Airco  Welding  Products,  Division  of  Airco, 
Incorporated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  1,  I960  and 
amended  through  December  3,  1968  under  Calendar  Number 
795-59-SM  be  reopened  and  amended  to  show  a  change  of 
corporate  name  from  Air  Reduction  Company,  Incorporated 
to  Airco  Welding  Products,  Division  of  Airco,  Incorporated 
on  condition  that  the  requirements  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes,  and  controls 
of_  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


1580-61-SM 

APPLICANT — Flangeklamp  Corporation,  a  Building  Prod¬ 
ucts  Company  of  Roblin  Industries,  Incorporated,  owners. 
SUBJECT — Additional  suspended  ceiling  system. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Homstein  and  Commissioner  Carroll  . .  4 
Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1580-61-SM — Amendment  to  resolution  to  include  additional 
suspended  ceiling  system. 

Flangeklamp  Corporation,  a  Building  Products  Company 
of  Roblin  Industries,  Incorporated,  Buffalo,  New  York,  re¬ 
quested  that  the  resolution  adopted  May  28,  1968  under 
Calendar  Number  1580-61-SM  be  reopened  and  amended  to 
include  an  additional  suspended  ceiling  system. 

PROPOSED  USE:  Two  hour  fire  rated  floor-ceiling  as¬ 
sembly. 
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DESCRIPTION :  The  assembly  consists  of  a  2 J4"  thick 
normal  weight  concrete  floor  on  metal  lath  supported  on 
open  web  steel  joists.  The  floor  is  protected  by  a  membrane 
ceiling  consisting  of  54”  thick  acoustical  lay-in  panels  and  an 
exposed  grid  suspension  system  containing  air  duct  assem¬ 
blies  and  2'  x  4'  recessed  flourescent  light  fixtures.  The 
assembly  is  U.  L.  Design  No.  G  250.  The  acoustical  tiles 
are  24"  x  24",  24"  x  48",  or  30"  x  60"  lay-in  panels.  The 
exposed  grid  is  Flangeklamp  Series  X-D.  The  grid  system 
members  are  fabricated  from  No.  27  MSG  (0.016  )  painted 
steel.  The  main  runners  are  1)4"  high  x  15/16"  wide  at  the 
flange.  The  cross  tees  are  5'  long  x  1  )4"  high  x  15/16'  wide, 
2'  long  x  1"  high  x  15/16"  wide,  or  2'  long  x  1)4"  high  x 
15/16"  wide  with  a  double  web. 

INSPECTION  AND  TEST:  The  assembly  has  been  ap¬ 
proved  as  a  two  hour  fire  rated  floor-ceiling  assembly  .  by 
Underwriters’  Laboratories  (File  R4513-4,  5,  Project 

73NK1034,  on  file). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  28,  1968  under  Cal¬ 
endar  Number  1580-61-SM  be  reopened  and  amended  to 
include  the  additional  suspended  ceiling  system  described 
above,  Flangeklamp  Series  X-D  System,  as  a  component  of 
the  two  hour  fire  rated  floor-ceiling  assembly  described  above, 
U.  L.  Design  No.  G250,  on  condition  that  the  requirements 
of  RS  5-16  of  the  Building  Code  of  the  City  of  New  York 
and  the  requirements  of  the  original  resolution  adopted  under 
this  Calendar  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

( Sgd. )  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


924-62-SM 

APPLICANT— Asbestospray  Corporation,  owner. 
SUBJECT— To  show  sprayed  fireproofing  material  designa¬ 
tions,  to  show  column  sizes  and  thicknesses  of  sprayed  fire¬ 
proofing  materials  for  fire  rated  assemblies  and  to  show,  a 
substitution  of  asbestos  free  sprayed  fireproofing  material 
for  asbestos  containing  sprayed  fireproofing  material. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
924-62-SM — Amendment  to  resolution  to  show  sprayed  fire¬ 


proofing  material  designations,  to  show  column  sizes  and 
thicknesses  of  sprayed  fireproofing  materials  for  fire  rated 
assemblies,  and  to  show  a  substitution  of  asbestos  free 
sprayed  fireproofing  material  for  asbestos  containing  sprayed 
fireproofing  material. 

Asbestospray  Corporation,  Newark,  New  Jersey,  requested 
that  the  resolution  adopted  May  28,  1963  and  amended 
through  February  27,  1973  under  Calendar  Number  924- 
62-SM  be  reopened  and  amended  to  show  sprayed  fireproof¬ 
ing  material  designations,  to  show  column  sizes  and  thick¬ 
nesses  of  sprayed  fireproofing  materials  for  fire  rated  assem¬ 
blies,  and  to  show  a  substitution  of  asbestos  free  sprayed 
fireproofing  material  for  asbestos  containing  sprayed  fire¬ 
proofing  material. 

PROPOSED  USE:  Sprayed  fireproofing  material  for  fire 
rated  assemblies. 

DESCRIPTIONS:  The  asbestos  free  sprayed  fireproofing 
approved  in  the  resolution  adopted  February  27,  1973  under 
this  Calendar  Number  is  designated  as  Ceramospray  Type 
IV.  The  asbestos  free  sprayed  fireproofing  replaces  an  as¬ 
bestos  containing  sprayed  fireproofing.  The  asbestos  con¬ 
taining  fireproofing  is  designated  as  Type  T.  The  use  of 
Type  T  fireproofing  has  been  discontinued. 

The  approval  of  Ceramospray  Type  IV  for  U.  L.  Design 
No.  X806  entails  a  four  hour  fire  rating  of  a  W10X49  steel 
column  protected  by  the  fireproofing  sprayed  to  a  tamped 
thickness  of  3)4". 

The  approval  of  Ceramospray  Type  IV  for  U.  L.  Design 
No.  X817  entails  a  two  hour  fire  rating  of  a  W10X49  steel 
column  protected  by  the  fireproofing  sprayed  to  a  tamped 
thickness  of  2)4". 

Type  T  sprayed  fireproofing  was  approved  in  the  resolution 
adopted  May  28,  1963  under  this  Calendar  Number  as  pro¬ 
tection  for  W8X35  steel  column  with  average  tamped  thick¬ 
nesses  of  the  fireproofing  of  1J4"  ar,d  2)4".  The  approval 
includes  a  fire  rating  of  two  hours.  This  approval  is  modified 
to  show  the  substitution  of  Ceramospray  Type  IV  for  Type 
T.  Ceramospray  Type  IV  is  sprayed  to  the  same  thickness 
as  Type  T. 

INSPECTION  AND  TEST:  The  substitution  of  Ceramo¬ 
spray  Type  IV  for  Type  T  in  the  two  hour  fire  rated  as¬ 
sembly  described  above  is  based  upon  the  results  tests  con¬ 
ducted  upon  Type  T  (FROSI  Nos.  2320  and  2321)  and  com¬ 
parison  tests  between  Type  T  and  Ceramospray  Type  IV 
(FROSI  No.  5538)  all  conducted  by  the  Department  of  the 
Environment  and  Fire  Offices  Committee,  Joint  Fire  Re¬ 
search  Organization,  Building  Research  Establishment,  Fire 
Research  Station,  Borehamwood,  Hertfordshire,  England. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  28,  1963  and  amended 
through  February  27,  1973  under  Calendar  Number  924- 
62-SM  be  reopened  and  amended  to  show  sprayed  fireproof¬ 
ing  material  designations,  to  >show  column  sizes  and  thick¬ 
nesses  of  sprayed  fireproofing  materials  for  fire  rated  as¬ 
semblies,  and  to  show  a  substitution  of  asbestos  free  sprayed 
fireproofing  material  for  asbestos  containing  sprayed  fire¬ 
proofing  material  as  described  above  on  condition  that  all 
applicable  requirements  of  the  original  resolution  and  pre¬ 
vious  amendments  adopted  under  this  Calendar  Number  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
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Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


436-72-SA 

APPLICANT — LaBour  Pump  Company,  owner. 
APPEARANCES— 

For  Applicant :  Ralph  Messersmith. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  . .  4 
Negative : .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
436-72-SA — LaBour  Pump  Company,  Elkhart,  Indiana, 
filed  for  approval  of  LaBour  Model  LV  Centrifugal  Pumps 
under  the  provisions  of  C26-107.2  of  the  Building  Code  and 
C19-50  of  the  Administrative  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Centrifugal  pump  for  chemical 
processes. 

DESCRIPTION :  The  pumps  are  centrifugal,  fully  open 
impeller,  single  throat  type.  The  pumps  range  in  size  from 
IK  x  1  (suction  x  discharge)  to  6  x  4.  The  components  of 
the  pumps  which  contact  the  chemicals  (impeller,  shaft  etc.) 
are  made  of  alloys  which  are  corrosion  resistant  to  the  par¬ 
ticular  chemical  being  used.  Nickel-chromium  alloys  are 
most  commonly  used.  Capacities  range  from  87  GPM  to 
1600  GPM  for  the  x  1  size  with  17  feet  of  head  and  the 
6x4  size  with  67  feet  of  head,  respectively,  both  operating  at 
1750  RPM ;  and  from  150  GPM  to  895  GPM  for  the  l/2xl 
size  with  100  feet  of  head  and  the  4x3  size  with  230  feet  of 
head,  respectively,  both  operating  at  3500  RPM. 
INSPECTION  AND  TEST:  The  pumps  have  been  certi¬ 
fied  by  D.  E.  Basket,  Professional  Engineer  No.  10763, 
Indiana,  to  comply  with  all  applicable  standards  of  the 
American  National  Standards  Institute. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  LaBour  Model  LV  Centrifugal  Pumps, 
sizes  1  Vz  x  1  to  6  x  4,  for  pumping  the  chemicals  listed  on 
page  9,  LaBour  Bulletin  S671,  under  the  provisions  of  C26- 
107.2  of  the  Building  Code  of  the  City  of  New  York  and 
C19-50  of  the  Administrative  Code  of  the  City  of  New  York. 
The  pumps  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  436-72-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


172-73-SA 

APPLICANT — Weldon-Service  and  Testing  Company, 
owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  . .  4 
Negative:  .  o 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Tesit  reads: 
172-73-SA — Weldon  Service  and  Testing  Company,  Linden, 
New  Jersey,  filed  for  approval  of  the  Weldon  “BU”  Heat 
Exchanger  under  the  provisions  of  Article  14  and  RS  14 
of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Fuel  oil-steam  heat  exchanger. 

DESCRIPTION  :  The  heat  exchanger  is  primarily  used  to 
preheat  No.  6  fuel  oil  before  it  is  pumped  to  a  boiler.  The 
steel  heat  exchanger  consists  of  U-tubes  and  baffles  within 
a  shell.  The  shell  is  4",  6",  8",  10",  or  12”  in  diameter  and 
from  3  to  12  feet  in  length.  Steam  flows  through  the  tubes 
and  oil  flows  outside  the  tubes  within  the  shell.  The  tube 
sheet  is  secured  between  shell  and  channel  flanges.  The  shell 
and  tubes  are  designed  for  300  psig  pressure.  Maximum 
steam  pressure  used  is  200  psig  to  accommodate  the  maxi¬ 
mum  oil  flow  rate  of  9000  GPH. 

INSPECTION  AND  TEST :  The  pressure  vessel  ratings 
of  the  heat  exchanger  have  been  pressure  tested  and  author¬ 
ized  by  the  American  Society  of  Mechanical  Engineers 
(Number  11,  621). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Weldon  “BU”  Heat  Exchanger 
under  the  provisions  of  Article  14  and  RS  14  of  the  Build¬ 
ing  Code  of  the  City  of  New  York.  The  heat  exchangers 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  172-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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231-73-SA 

APPLICANT— Norris  Industries  Fire  &  Safety  Equipment 
Division,  owner. 

APPEARANCES— 

For  Applicant:  Robert  G.  Smith. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . . 
Negative:  . 


4 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
231-73-SA— Norris  Industries,  Newark,  New  Jersey,  filed 
for  approval  of  Norris  C-O-Two  Extinguishing  Systems 
under  the  provisions  of  Article  17  and  RS  17  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Fire  extinguishing  systems. 
DESCRIPTION:  The  system  consists  .  of  one  or  more 
steel  cylinders  filled  with  pressurized  liquid  carbon  dioxide, 
a  cylinder  valve  for  quickly  releasing  the  carbon  dioxide,  a 
piping  system  between  the  cylinders  and  distribution  points 
of  the  carbon  dioxide,  and  nozzles  for  the  discharge  of  the 
carbon  dioxide  into  the  protected  space.  The  cylinder  valve, 
Type  AP-8,  is  a  pressure  seat  type  and  uses  the  pressure  of 
the  carbon  dioxide  to  effect  a  seal.  The  valve  is  made  of 
brass  and  consists  of  a  pressure  seat,  a  discharge  outlet,  a 
safety  pressure  relief  disc  set  for  2,650  to  2,900  psi,  and  a 
filling  inlet.  The  dicharge  outlet  is  released  with  a  pin  and 
is  attached  to  various  types  of  manual  and  automatic  actu¬ 
ating  devices,  such  as  a  rate-of-rise  thermal  detector.  The 
valve  is  connected  to  a  header  manifold  by  a  §4"  flexible 
discharge  bend.  The  carbon  dioxide  is  distributed  through 
the  header  manifold,  the  piping  system,  and  to  the  nozzles 
by  the  release  of  the  cylinder  pressure.  The  piping  and  dis¬ 
charge  nozzles  are  designed  to  prevent  the  carbon  dioxide 
from  freezing  and  to  provide  the  proper  distribution  and  flow 
rate  of  the  carbon  dioxide  for  the  protected  space. 
INSPECTION  AND  TEST:  The  fire  extinguishing  sys¬ 
tem  has  been  approved  by  Underwriters’  Laboratories  (Files 
Exll72  and  Exl246). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Norris  C-0  Two  Extinguishing  Sys¬ 
tems  using  the  components  listed  in  the  Underwriters’ 
Laboratories  Files  cited  above  under  the  provisions  of  Article 
17  and  RS  17  of  the  Building  Code  of  the  City  of  New 
York.  The  extinguishing  system  shall  be  permanently  labled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for  ^use 
in  New  York  City  under  Calendar  Number  231-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


234-73-SA 

APPLICANT— Atlantic  New  York  Corporation  for  The 
Seeburg  Corporation  of  Delaware,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . . 
N  egative :  . 


4 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
234-73-SA— Atlantic  New  York  Corporation,  New  York,  for 
the  Seeburg  Corporation  of  Delaware,  Chicago,  Illinois,  filed 
for  approval  of  Seeberg  Jet  II,  J5C8  and  J6C8  with  two  pre¬ 
fix  letters,  Vending  Machines  under  the  provisions  of  C26- 
107.2  and  RS  16,  P107  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Vending  machine  for  hot  liquids. 
DESCRIPTION:  The  vending  machines  dispense  five 
(J5C8)  or  six  (J6C8)  hot  drinks.  .  The  water  system  is  a 
gravity  feed  from  a  gallon  stainless  steel  tank.  Power 
requirements  are  115  volts,  11  amp  standby  current,  14.5  amp 
vending  current.  Selections  include  coffee,  hot  chocolate, 
soup  and  tea. 

INSPECTION  AND  TEST:  The  vending  machines  have 
been  approved  by  Underwriters’  Laboratories  (File  No. 
E14192,  Project  No.  72CH3079A). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Seeberg  Jet  II,  J5C8  and  J6C8  with 
two  prefix  letters,  Vending  Machines  under  the  provisions 
of  C26-107.2  and  RS  16,  P107  of  the  Building  Code  of  the 
City  of  New  York  on  condition  that  all  connections  to  the 
water  supply  shall  be  protected  with  an  approved  vacuum 
breaker  or  air  gap.  The  vending  machines  shall  be  perman¬ 
ently  labeled:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 

234-73-SA.”  r  , 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
anproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


235-73-SA 

APPLICANT— Atlantic  New  York  Corporation  for  The 
Seeberg  Corporation  of  Delaware,  owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
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THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative :  .  0 

THE  RESOLUTION— 

\\  hereas,  the  report  of  a  Committee  on  Test  reads : 
235-73-SA — Atlantic  New  York  Corporation,  New  York  for 
the  Seeburg  Corporation  of  Deleware,  Chicago,  filed  for 
approval  of  Seeburg  Pelaris  II  J4S8  and  J4S9  with  two 
prefix  letters  Vending  Machines  under  the  provisions  of  RS 
13-6  and  RS  16,  P107  of  the  Building  Code,  Chapter  19  of 
the  Administrative  Code  of  the  City  of  New  York 

PROPOSED  USE:  Vending  machines  for  cold  drinks. 
DESCRIPTION :  The  vending  machines  are  automatic  dis¬ 
pensers  of  8  or  9  selections  of  carbonated  cold  drinks.  A  C02 
tank  with  a  pressure  regulator  is  provided  separately.  Water 
enters  a  tank  through  a  solenoid  valve.  A  vacuum  breaker 
is  installed  on  the  water  feed  line  above  all  other  water  lines 
of  the  vending  machine.  The  water  is  pumped  from  the  tank 
to  the  carbonator,  where  it  is  mixed  with  C02.  Syrup  is 
stored  in  a  separate  tank.  The  vending  machine  contains 
individual  syrup  pumps,  each  operated  by  its  own  motor,  for 
each  syrup.  Syrups  are  measured,  dispensed,  and  blended 
with  a  metered  amount  of  carbonated  water  and  ice.  The 
syrup  throw  is  adjustable  at  the  pumps.  Water  volume  is 
regulated  by  adjusting  the  water  solenoid  valves.  All  metal 
parts  in  contact  with  syrup  and  carbonated  water  are  stain¬ 
less  steel.  The  refrigeration  system  includes  a  water  bath 
and  ice  maker,  each  with  its  own  compressor.  Power  re¬ 
quirements  are  120  volts,  15,8  amps  on  priority,  21.5  amps 
off  priority.  The  water  inlet  valve  assembly  is  energized  only 
on  demand.  A  low  water  level  cut-off  switch  provides  pro¬ 
tection  for  the  water  pump  and  ice  maker. 

INSPECTION  AND  TEST :  The  vending  machines  have 
been  approved  by  Underwriters’  Laboratories  (File  SA- 
3466). 

RECOMMENDATION :  The  committee  on  Test  recom¬ 
mends  the  approval  of  Seeburg  Polaris  II  J4S8  and  J4S9 
with  two  prefix  letters  Vending  Machines  on  condition  that 
they  comply  with  the  provisions  of  RS  16,  P  107  and  C26- 
107-2  of  the  Building  Code  of  the  City  of  New  York  in¬ 
cluding  the  installation  of  a  vacuum  breaker  on  the  water 
feed  lines  above  all  other  water  lines  of  the  vendor,  and  that 
they  comply  with  the  provisions  on  refrigeration  of  RS  13-6 
9J  V16  ^u*lding  Code  and  Chapter  19  of  the  Administrative 
Code.  The  vending  machines  shall  be  permanently  labeled: 
Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  235-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
tmie  of  this  approval  or  previous  approvals  under  this  Cal¬ 
endar  Number.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  corporate  name,  change  of  address  or 
o  submit  the  annual  affidavit  will  be  cause  for  revocation 
of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowentiial, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  approve  this  appliance  in  accordance  with  the  above 

report. 


246-73-SA 

APPLICANT — ADT  Company,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  George  E.  Loock 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  4 
Negative :  .  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
246-73-SA— ADT  Company,  Incorporated,  New  York  filed 
for  approval  of  the  6130  Gate  Valve  Transmitter  under  the 
provisions  of  Article  17  and  RS  17  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Gate  valve  transmitter  for  sprinkler 
supply  line. 

DESCRIPTION:  The  6130  Gate  Valve  Transmitter  is  a 
mechanically  actuated  transmitter  used  to  supervise  2)4"  or 
larger  gate  valves  on  sprinkler  water  supply  lines.  The 
transmitter  is  operated  by  a  spring  loaded  plunger  and 
coupling  arrangement.  The  plunger  is  in  contact  with  the 
valve  stem.  A  two  round  supervisory  signal  is  transmitted 
when  the  supervised  valve  is  turned  toward  the  closed  posi¬ 
tion  or  when  an  attempt  is  made  to  remove  the  device  from 
the  valve.  Either  occurrence  actuates  the  actuating  plunger, 
mechanism  operating  stem,  and  the  actuating  lever  attached 
to  the  spring,  which  causes  the  code  wheel  mechanism  to 
transmit  two  rounds  of  signals.  A  one  round  restoration 
signal  is  transmitted  when  the  valve  is  returned  to  the 
fully  open  position. 

INSPECTION  AND  TEST :  The  gate  valve  transmitter 
has  been  approved  by  Underwriters’  Laboratories  (Filed 
S65,  S338,  S694,  S697B,  S729). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  6130  Gate  Valve  Transmitter  under 
the  provisions  of  Article  17  and  RS  17  of  the  Building  Code 
of  the  City  of  New  York  on  condition  that  all  electrical 
aspects  of  each  installation  shall  comply  with  the  require¬ 
ments  of  the  Fire  Department.  The  gate  valve  transmitters 
shall  be  permanently  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  246-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


281-73-SA 

APPLICANT — Grinnell  Fire  Protection  Systems  Company, 
Incorporated,  owner. 
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MINUTES 


SUBJECT— To  show  change  in  conditions  of  approval. 
APPEARANCES— 

For  Applicant:  Halk  Z.  Kazarian  and  J.  A.  Darts. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  . .  4 
Negative:  . 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads. 
281-73-SA — Amendment  to  resolution  to  show  change  in 


conditions  of  approval.  .  .  .  ,  T-,. 

The  New  York  City  Fire  Department,  Division  of  Fire 
Prevention,  requested  that  the  resolution  adopted  September 
18  1973  under  Calendar  Number  281-73-SA,  Grinnell  Fire 
Protection  Systems  Company,  Incorporated,  Providence, 
Rhode  Island,  applicant,  be  reopened  and  amended  to  show 
a  change  in  conditions  of  approval. 

PROPOSED  USE:  Automatic  sprinkler  head. 
DESCRIPTION :  The  original  approval  covered  Aqua- 
matic  Sprinkler  Heads,  Models  F920  and  F782,  and  stated 
that  all  installations  of  the  sprinkler  heads  shall  comply  with 
the  requirements  of  the  Fire  Department.  The  change  in  the 
conditions  of  the  approval  is  that  all  installations  shall  comply 
with  the  requirements  of  the  Department  of  Buildings,  and  if 
and  when  an  installation  includes  associated  electrical  alarm 
systems,  it  shall  be  to  the  satisfaction  of  the  Fire  Depart¬ 


ment. 

INSPECTION  AND  TEST:  The  sprinkler  heads  have 
been  approved  by  Underwiters’  Laboratories  (File  Ex  2813). 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  18,  1973  under 
Calendar  Number  281-73-SA  be  reopened  and  amended  to 
show  the  change  in  conditions  of  approval  described  above 
on  condition  that  all  other  requirements  of  the  original  reso¬ 
lution  adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


1-74-SA 

APPLICANT— General  Cable  Corporation,  Apparatus  Di¬ 
vision,  Mopeco  Product  Line,  owner,  Northern  Utility  & 
Supply  Corporation,  agent. 

APPEARANCES— 

For  Applicant:  Ralph  Kristiansen. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  . ® 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads:.  . 
1-74-SA— General  Cable  Corporation,  Apparatus  Division, 
Mopeco  Product  Line,  Westminster,  Colorado,  filed  for  ap¬ 
proval  of  Mopeco  Generator-Heater- Ventilators,  Model  Nos. 
PE1A,  PEG8A,  PEG12A,  and  ACH2,  under  the.  provisions 
of  Articles  13  and  14  and  RS  13  and  14  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE :  Supply  of  electrical  power  and  ventila¬ 
tion  of  manholes  with  heated  or  unheated  air. 
DESCRIPTION  :  The  units  include  a  blower,  a  15ft.  blower 
hose,  a  burner,  and  a  detachable  belt  driven  generator 
powered  by  an  LP  gas  engine.  Options  include  800  watt 
and  1200  watt  generators  and  a  tubed  heat  exchanger  to 
vaporize  the  liquid  fuel.  The  engine  is  an  air  cooled,  one 
cylinder,  four  cycle  type.  The  generator  has  a  voltage  indi¬ 
cator  lamp  and  two  or  four  receptacles  for  electrical  con¬ 
nections.  The  blower  consists  of  a  multiblade  centrifugal 
fan  driven  by  a  belt  that  is  attached  to  a  pulley  on  the 
engine  shaft.  The  blower  is  run  at  full  output  for  two 
minutes  to  replace  the  air  in  a  manhole.  The  burner  and 
heat  exchanger  are  used  to  heat  the  ventilated  air.  The 
temperature  of  the  fresh  ventilating  air  can  be.  regulated 
by  the  burner  control  valve.  The  primer  button  is  a  spring 
loaded  control  used  for  priming  the  engine  before  starting. 
The  burner  control  valve  is  used  to  regulate  the  flow  of  LP 
gas  into  the  burner.  The  gas  valve  is  a  spring  loaded  con¬ 
trol  used  for  igniting  the  burner. 

Models  PE1A  and  ACH2  are  used  as  heaters  and  ventila¬ 
tors  and  do  not  have  generators.  Specifications  for  the  var¬ 
ious  Models  are  as  follows: 


PEI  A 

PEG8A 

PEG12A 

ACH2 

550 

550 

550 

500 

55,000 

55,000 

55,000 

55,000 

3 

3 

6 

0.5 

3600 

3600 

3200 

3450 

3000 

3000 

3000 

2900 

0.8 

1.2 

— 

Air  Output  (CFM) 

Heat  Input 
(BTU/HR) 

Engine  HP 
Engine  RPM 
Blower  Wheel  RPM 
Generator  Output 
(KVA) 

INSPECTION  AND  TEST:  The  units  are  approved  under 
Sections  649-510-126,  128,  130,  American  Telephone  and 
Telegraph  Company  Standards,  for  use  on  A.  T.  and  T.  jobs. 

pr,nfmic  Visvp  Kppd  annroved  bv  the  American 


Gas  Association. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Mopeco  Generator- Heater- Ventila¬ 
tors,  Models  PEI  A,  PEG8A,  PEG12A,  and  ACH2,  for  use 
on  utilities  jobs  under  the  provisions  of  Articles  13  and  14 
and  RS  13  and  14  of  the  Building  Code  of  the  City  of  New 
York.  The  generator-heater-ventilators  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  1-74-SA. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 


MINUTES 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 


689-49- SM 

APPLICANT — The  Flintkote  Company,  owner. 

SU  B  J  ECT — Revocation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  Oh  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

\\  hereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  March  7,  1950,  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


576-73-A 

APPLICANT — Martyn  &  Don  Weston  for  Penguin  House 
Tenants  Corporation,  owner. 

SUBJECT — Application  October  30,  1973 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  windows,  rear 
yard,  egress,  etc. 

PREMISES  AFFECTED — 55  East  11th  Street,  north  side, 
164  feet  east  of  University  Place,  Block  563,  Lot  48,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  Weston  and  Doris  Diether,  CB 

$2. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Commissioner  Hornstein 


and  Commissioner  Carroll .  3 

Negative :  .  0 

Not  Voting:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


\\  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  12,  1973,  on  Alt.  Applic.  561/1973,  reads : 

“A7  Every  room  must  have  at  least  one  window 
opening  directly  upon  a  street,  a  lawful  yard  or  court 
as  per  Section  30,  Subdiv.  2,  M.D.L. 

A8  Provide  a  30'-0"  rear  yard  for  the  first  125'-0// 
above  curb  level  and  fifty  feet  above  that  point  as  per 
Section  26,  Subdiv.  5b,  M.D.L. 

A13  Egress  from  every  apartment  must  be  through 
a  vestibule  or  public  hall  as  per  Section  103,  Subdiv. 
5,  and  107  M.D.L.  to  two  enclosed  3'-8"  wide  stairs  as 
per  Section  102,  Subdivs.  1,  2  and  3  M.D.L.  and  two 
means  of  egress  from  each  apartment  where  there  is  a 
room  more  than  50'-0"  distant  from  the  first  as  per 
Sect.  103,  Subdiv.  la,  M.D.L.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  12,  1973  acting  on  Alt.  Applic.  561/73,  Ob¬ 
jections  Nos.  A 7,  A8,  A13  be  and  it  hereby  is  modified 
under  the  powers  vested  in  the  Board  by  Section  310  of  the 
Multiple  Dwelling  Law,  and  that  the  appeal  be  and  it  hereby 
is  granted,  on  condition  that  the  building  shall  substantially 
conform  to  drawings  marked  “Received”  October  30,  1973, 
24  sheets;  January  30,  1974,  2  sheets,  and  all  laws,  rules 
and  regulations  shall  be  complied  with. 


148-73-A 

APPLICANT — Albert  Melniker  for  Standard  Boat  Com¬ 
pany  Incorporated,  owner. 

SUBJECT — Application  March  6,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  discontinue  the  use  of 
tote  tanks  for  storage  of  lubricating  oil. 

PREMISES  AFFECTED — 1483  Richmond  Terrace,  north 
side,  95.77  feet  east  of  Broadway,  Block  184,  Lot  275,  West 
New  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker,  Rudolph  Rando,  and 
Gene  Kennedy. 

For  Administration :  D.  C.  I.,  C.  Palmieri  and  Lt.  Thomas 
Milne,  F.  D. 

ACTION  OF  BOARD — Hearing  re-opened  laid  over  to 
February  26,  1974,  at  2  P.M.  for  decision,  hearing  closed; 
applicant  to  submit  additional  information. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  . .  4 
Negative :  .  q 


580-73-A 

APPLICANT — Otis  Elevator  Company  for  New  York  City 
Health  &  Hospital  Corporation,  owner. 

SUBJECT — Application  November  1,  1973 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  automatic 
cart  lift. 

PREMISES  AFFECTED — 425  Morris  Avenue  and  230 
East  149th  Street,  southwest  corner,  Block  2335,  Lot  16, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  C.  J.  Chrobot. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1974,  at 
2  P.M.  for  decision;  hearing  closed. 


588-73-A 

APPLICANT — Sheldon  Lobel  for  345  Park  South  Associa¬ 
tion,  owner. 

SUBJECT — Application  November  5,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  re-entry  from 
stairways. 

PREMISES  AFFECTED — 343-361  Park  Avenue  South, 
northeast  corner  of  East  25th  Street,  Block  881,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel,  Lyn  Comfort,  and  Philip 
Field. 

For  Administration:  Lt.  T.  W.  Milne  and  D.  C.  I. 
C.  Palmeri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at  2 
P.M.  for  continued  hearing. 
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615-73-A 

APPLICANT— Tri-Par  Combustion  Corporation,  owner. 
SUBJECT— Application  November  16,  1973— appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  transportation  of 
fuel  oil  in  tank  trucks  through  city  streets  not  in  con¬ 
formity  with  the  requirements  of  the  Administrative  Code 
of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant :  Leo  M.  Laurance. 

For  Administration :  D.  C.  I.,  C.  Palmieri  and  Lt.  Thomas 
Milne,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  February  19,  1974,  at 
2  P.M.  for  decision;  hearing  closed. 


661-73-A 

APPLICANT— Boron  Oil  Company,  owner. 

SUBJECT — Application  December  7,  1973 — appeal  from  a 
"  decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Harley-Davidson  Two  Cycle 
Motor  Oil,  in  16  ounce  metal  beer  style  can  with  pull  tab 
top,  not  in  compliance  with  the  regulation  of  the  Admin¬ 
istrative  Code  of  New  York  City. 


APPEARANCES— 

For  Applicant :  None.  ...  .  T  , 

For  Administration:  D.  C.  I.,  C.  Palmieri  and  Lt.  Ihomas 
Milne,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  March  12,  1974,  at  2 
P.M.  for  decision;  hearing  closed. 


699-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  St.  Andrew’s  Associates,  lessee. 

SUBJECT — Application  December  26,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED— 50-54  West  58th  Street,  south 
side,  195  feet  east  of  the  Avenue  of  the  Americas,  Block 
1273,  Lots  64  and  65,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1974,  at 
2  P.M.  at  the  request  of  the  applicant. 


Adjourned:  3:35  P.M. 

John  B.  Cincotta,  Executive  Director 
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Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 


Telephone — 566-5174. 


I 


145 


CALENDAR 


MARCH  19,  1974,  10  A.M. 


DOCKET 

New  Cases  Filed  up  to  February  20,  1974 

Cal.  No.  Dept.  Premises  Affected 

69-74-A— B.R.— Emmet  Avenue,  northeast  corner  of 
Delwit  Avenue,  Block  4746,  Lot  46,  Oakwood,  Borough 
of  Richmond,  N.B.  1895-73,  re-  building  in  bed  of  mapped 
street,  General  City  Law. 


70-74-SM — Ramset  FasteningSystems,  Winchester  Group- 
Olin  Corporation,  trubolt,  ram-in,  ram-drill,  manufac¬ 
tured  by  Ramset  FasteningSystems,  Material. 


71-74-BZ _ BR — 23A  Nelson  Avenue,  northeast  corner 

of  Locust  Place,  Block  5143,  Lot  1,  Great  Kills  Borough 
of  Richmond,  Community  Board.  #4,  Alt.  No.  234-67, 
re-  proposed  enlargement  of  existing  catering  hall,  Li-i 
district. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  19,  1974,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

464-73-A 

APPLICANT— Dominick  T.  Farruggio  for  Sal  D’Agostino, 
owner. 

SUBJECT— For  consideration— dismissal  for  lack  of  prose¬ 
cution — Application  August  13,  1973 — decision  of  the  . Bor¬ 
ough  Superintendent  filed  pursuant  to  Section  36,  Article  3 
of  the  General  City  Law  re-  building  not  fronting  on  a  legal 
street. 

PREMISES  AFFECTED— 39  Legate  Avenue,  east  side, 
270  feet  north  of  Carlton  Boulevard,  Block  5774,  Lot  55, 
Borough  of  Richmond. 


27-57-A 


72-74-A— F.D.— 72-07  to  72-19  Austin  Street,  north  side, 
55  10  feet  east  of  72nd  Avenue,  Block  3258,  Lot  28, 
Forest  Hills,  Borough  of  Queens,  Fire  Department  letter 
of  2/7/74,  re-  sprinkler  system. 


73-74-A _ B.Q. — 75-20  Astoria  Boulevard,  southwest  cor¬ 

ner  of  77th  Street,  Block  1027,  Lot  4,  Flushing,  Borough 
of  Queens,  Alt.  No.  13-74,  re-  storage  of  fuel  oil. 


74-74-SA — T.  A.  Pelsue  Company,  heater  blower  model 
1500-R,  manufactured  by  T.  A.  Pelsue  Company,  Appli¬ 
ance. 


75-74-SA — Hyman  Schwartz,  Aircon  Filter  Sales  and 
Service  Company,  kitchen  guard  A-20,  manufactured  by 
Hyman  Schwartz,  Appliance. 


76-74-BZ — B.Q. — 620  Grandview  Avenue,  southwest  cor¬ 
ner  of  Linden  Street,  Block  3385,  Lot  49,  Ridgewood, 
Borough  of  Queens,  Community  Board  #5,  Alt.  No. 
1219-73,  re-  proposed  change  of  occupancy  from  garage 
to  liquor  store,  R6  district. 


77-74-BZ — B.B. — 464  44th  Street,  south  side,  160  feet 
west  of  5th  Avenue,  Block  738,  Lot  32,  Borough  of 
Brooklyn,  Community  Board  #7,  Alt.  No.  390-71,  re¬ 
doctors  offices  and  laboratory,  R6  district. 


78-74-BZ — B.B. — 1913  to  1925  86th  Street,  north  side, 
100  feet  east  of  19th  Avenue,  Block  6345,  Lot  60,  Borough 
of  Brooklyn,  Community  Board  #13,  Alt.  No.  466-73, 
re-  proposed  change  in  occupancy  from  billiard  room  to 
physical  culture  establishment,  Cl-2  district. 


79-74- A — B.Q. — 1526  New  Haven  Avenue,  northeast  cor¬ 
ner,  Block  15622,  Lot  1,  Borough  of  Queens,  N.B.  1070-72, 
re-  revocation  of  building  permit. 


80-74-BZ — B.Q. — 160-06  to  160-08  Northern  Boulevard, 
south  side,  818.17  feet  east  of  159th  Street,  Block  5335, 
Lot  53,  Flushing,  Borough  of  Queens,  Community  Board 
#7,  Alt.  No.  1 195-71,  re-  enlargement  of  existing  res¬ 
taurant,  cabaret  and  catering  establishment,  Cl-2  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings.  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — ^Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


APPLICANT— Leonard  F.  Rothkrug  for  Maimonides  In¬ 
stitute,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ) 
extension  of  term  of  variance  which  expired  January  19, 
1974 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  frame  construction,  use  as  school,  exits,  live  load,  . 
etc. ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 34-01  to  34-21  Mott  Avenue,1 
southwest  corner  of  Edgewater  Drive,  Block  15703,  Lots 
49  and  100,  Bayswater,  Borough  of  Queens. 


532-72-A 

APPLICANT— Larry  Meltzer  for  Petroleum  Heat  and 
Power  Company,  Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  transportation  of  fuel  oil  tank  trucks 
through  city  streets  not  in  conformity  with  the  require¬ 
ments  of  Administrative  Code  of  City  of  New  York;  pre¬ 
viously  granted  on  condition. 


453-72-BZ 

APPLICANT— Larry  Meltzer  for  Donald  Katz,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  February  6,' 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R2  district,  the  erection  of  a 
one  story  enlargement  to  a  one  family  dwelling  that  en¬ 
croaches  into  the  required  rear  yard. 

PREMISES  AFFECTED— 85-26  213th  Street,  west  side,; 
240  feet  south  of  85th  Avenue,  Block  7816,  Lot  21,  Hollis,; 
Borough  of  Queens. 


960-57-BZ 

APPLICANT — Charles  M.  Spindler  for  Getty  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  6, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  washing,  minor  motor  vehicle  repairs  with 
hand  tools  only,  sale  of  accessories  and  parking  and  storagei 
of  more  than  5  motor  vehicles. 
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PREMISES  AFFECTED — 1400  Bay  Street  and  5  Finger¬ 
board  Road,  northwest  corner,  Block  2864,  Lot  57,  Rose- 
bank,  Borough  of  Richmond. 

409-58-BZ 

APPLICANT — Andrew  DiCamillo  for  Joseph  Coscia, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  3, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  21,  7e  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence  use, 
C  area  district,  the  erection  of  a  one  story  extension  to  the 
present  building  and  change  uses  of  auto  lanundry,  auto 
body  repairs  and  paint  shop  and  parking  and  storage  of 
more  than  five  motor  vehicles  to  automatic  laundry,  auto 
repairs  and  parking  storage  of  more  than  five  motor 
vehicles  and  parking  of  cars  waiting  to  be  serviced,  the  new 
extension  occupying  more  than  the  permitted  area. 
PREMISES  AFFECTED — 8822-8824  4th  Avenue  and  361- 
383  89th  Street,  northwest  corner,  Block  6062,  Lots  41,  42, 
45  and  48,  Borough  of  Brooklyn. 

280-71-BZ 

APPLICANT — Walter  T.  Gorman  for  Sun  Oil  Company, 
long  term  lessee;  Walmere  Realty  Company,  owner. 
SURJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
73-211  and  73-212  of  the  Zoning  Resolution,  permitting  in 
a  C2-2  district,  the  enlargement  in  lot  area  and  the  recon¬ 
struction  of  an  automotive  service  station  with  accessory 
uses  previously  before  the  Board. 

PREMISES  AFFECTED — 148-12  Rockaway  Boulevard, 
southeast  corner  of  148th  Street,  Block  12103,  Lots  25,  35, 
39,  Ozone  Park,  Borough  of  Queens. 

312-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  North  Conduit 
Properties,  Incorporated,  owner. 

•SUBJECT — Application  November  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall,  has 
less  than  the  required  open  space  ratio,  lot  area  per  room 
and  minimum  distance  between  building,  encroaches  on  the 
required  front  and  side  yards,  penetrates  the  sky  exposure 
plane  and  with  balconies  within  the  required  open  space. 
REMISES  AFFECTED — 185-01/09  141st  Avenue  and 
140-19/41  Coombs  Street,  northeast  corner,  Block  13044, 
Lot  44,  Springfield  Gardens,  Borough  of  Queens.  Com¬ 
munity  Board  #13. 

Laid  over  from  February  19,  1974,  for  hearing,  at  the 
equest  of  the  objectors;  applicant  concurs. 


43-73-A 


APPLICANT — Leonard  F.  Rothkrug  for  North  Conduit 
1  roperties.  Incorporated,  owner. 


’^-J®JEGT  Application  November  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  distance  be¬ 
tween  buildings. 

— 185-01/09  141st  Avenue  and 
t  Tjo  Uoombs  Street,  northeast  corner,  Block  13044, 
Lot  44,  Springfield  Gardens,  Borough  of  Queens. 


12-73-BZ 


'iPPLTCANT — Diflfendale  &  Kubec  for  Silver  Height 
Homes,  owner. 


SUBJECT— Application  September  19,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling. 

PREMISES  AFFECTED — 90  Bowles  Avenue,  south  side, 
106.58  feet  east  of  Morningstar  Road,  Block  1148,  Lot  53, 
Graniteville,  Borough  of  Richmond.  Community  Board 
#1. 


537-73-BZ 

APPLICANT — Harry  Soled  for  Abraham  and  Sheba 
Kramer,  owners. 

SUBJECT — Application  October  4,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  2  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  en¬ 
croaches  on  _  the  required  front  yard  and  with  a  porch 
within  the  side  yard. 

PREMISES  AFFECTED — 5110  Old  New  Utrecht  Road, 
southwest  corner  of  51st  Street,  Block  5467,  Lot  25,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #12. 


620-73-BZ 

APPLICANT — Lama  &  Vassalotti  for  Castleton  Park 
Housing  Company,  Incorporated,  owner. 

SUBJECT — Application  November  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  on  a  plot  with 
a  housing  development,  the  installation  of  an  accessory 
swimming  pool  that  encroaches  on  the  minimum  distance  to 
a  lot  line. 

PREMISES  AFFECTED — 165  and  185  St.  Marks  Avenue, 
northeast  corner  of  Nicholas  Street,  Block  13,  Lot  8,  Saint 
George,  Borough  of  Richmond.  Community  Board  #1. 


635-73-BZ 

APPLICANT — Ronald  S.  Platt  for  Gail  Martin  Realty 
Corporation,  owner;  Wellman  Management  Incorporated, 
lessee. 

SUBJECT — Application  November  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4  district,  in  an  existing 
one  story  building  previously  before  the  Board,  the  con¬ 
version  of  a  portion  of  the  building  from  stockbroker’s 
office  to  a  reducing  salon  that  encroaches  on  the  required 
distance  from  a  street  wall. 

PREMISES  AFFECTED— 2231-2237  Church  Avenue,  north 
side,  329p2  feet  east  of  Flatbush  Avenue,  Block  5089,  Lot 
65,  Borough  of  Brooklyn.  Community  Board  #14. 


2-74-BZ 

APPLICANT — Peirez,  Ackerman  &  Levine  for  St.  Anas¬ 
tasia’s  Roman  Catholic  Church,  owner;  4105  Church  Ave¬ 
nue  Realty  Corporation,  contract  vendee. 

SUBJECT — Application  January  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2,  R3-2  and  Rl-2  district, 
the  erection  of  a  two  level  shopping  mall  with  retail  stores 
and  supermarket  that  will  create  non-compliance  within 
the  residential  front  .and  side  yards,  has  less  than  the  re¬ 
quired  accessory  parking  and  with  off-site  parking. 

PREMISES  AFFECTED — 245-01  to  245-41  Northern 
Boulevard,  north  side,  140  feet  east  of  244th  Street,  Block 
8112,  Lots  106,  11  and  17,  Douglaston,  Borough  of  Queens. 
Community  Board  #11. 
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700-73-BZ 


&  Morsellino  for  Gimpel  Farms, 


APPLICANT— McGee 

Incorporated,  owner.  _ 

SUBTECT — Application  December  27,  1973 — decision  of  the 
"  Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  construc¬ 
tion  of  an  open  scrap  metal  junk,  paper,  rag  storage  and 
bckngyard  with  accessory  commercial  vehicle  storage. 
PREMISES  AFFECTED — 58-97  57th  Street  east  side 
200.20  feet  north  of  Flushing  Avenue,  Block  2622,  Luts  13 
and  101,  Maspeth,  Borough  of  Queens.  Community  Board 
#2. 

IOSEPH  B.  KLEIN,  Chairman 


MARCH  19,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  March  19,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


683-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  December  17,  1973 — filed  pursuant 
to  Section  36,  Article  2  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 3  Waterside  Parkway,  east  side, 
24.77  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  155, 
Great  Kills,  Borough  of  Richmond. 


684-73-A 

APPLICANT— Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  December  17,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 6  Waterside  Parkway,  west 
side,  51.76  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot 
72,  Great  Kills,  Borough  of  Richmond. 


685-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  December  17,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 5  Waterside  Parkway,  east  side, 
48.27  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  154, 
Great  Kills,  Borough  of  Richmond. 


686-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  December  17,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 8  Waterside  Parkway,  west 
side,  75.90  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot 
73,  Great  Kills,  Borough  of  Richmond. 


687-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 


SUBJECT— Application  December  17,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build- 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 11  Waterside  Parkway,  east 
side,  118.77  feet  south  of  Hylan  Boulevard,  Block  5195, 
Lot  151,  Great  Kills,  Borough  of  Richmond. 


688-73-A 

APPLICANT— Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  December  17,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 4  Waterside  Parkway,  west 
side,  27.62  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot 
71,  Great  Kills,  Borough  of  Richmond. 


689-73-A 

APPLICANT— Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  December  17,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 9  Waterside  Parkway,  east 
side,  95.27  feet  south  of  Hylan  Boulevard,  Block  5195, 
Lot  152,  Great  Kills,  Borough  of  Richmond. 


690-73-A 

APPLICANT— Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  December  17,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 7  Waterside  Parkway,  east  side, 
71.77  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  153, 
Great  Kills,  Borough  of  Richmond. 


704-73-A 

APPLICANT— Charles  Spindler  for  Empire  Assoc,  c/o 
Abrams  Brothers,  owner. 

SUBJECT— Application  December  28,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readiness. 

PREMISES  AFFECTED— 35-39  West  47th  Street,  north 
side  324  feet  \V/2  inches  north  of  the  Avenue  of  the  Ameri¬ 
cas,  Block  1263,  Lot  14,  Borough  of  Manhattan. 


705-73-A 

APPLICANT— Charles  Spindler  for  First  Republic  Cor 
poration  of  America,  c/o  Williams  &  Company,  owner. 

SUBJECT— Application  December  28,  1973— appeal  frony 
decision  of  the  Fire  Commissioner  re-  elevator  in  readi 
ness. 

PREMISES  AFFECTED— 248-56  West  39th  Street,  soutl 
side,  202.6  feet  east  of  8th  Avenue,  Block  788,  Lot  73 
Borough  of  Manhattan. 


29-74-A 

APPLICANT — Donald  B.  Pennell  for  Consolidated  Edisoi 
Company  of  New  York,  Incorporated,  owner. 
SUBTECT— Application  January  18,  1974— appeal  from 
decision  of  the  Fire  Commissioner,  re-  request  for  waive 
of  qualified  operator  requirement. 
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PREMISES  AFFECTED — 43  Gold  Street,  northeast  corner 
of  Plymouth  Street,  Block  22,  Lots  1  and  4,  Borough  of 
Brooklyn. 

JOSEPH  B.  KLEIN,  Chairman 


MARCH  26,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  March  26,  1974,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

37-57-BZ 

APPLICANT — Harry  G.  Savran  for  Mary  Messineo,  owner. 

SUBJECT — Application  for  consideration  to  dismiss  the 
application  to  waive  the  Rules  of  Procedure  and  for  ex¬ 
tension  of  term  of  variance  which  expired  February  19, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 431-435  Warren  Street,  north 
side,  23  feet,  6  inches  east  of  Bond  Street,  Block  393,  Lots 
66,  67  and  68,  Borough  of  Brooklyn. 

1847-61-BZ 

APPLICANT — Charles  Rizzo  for  L.  W.  I.  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — to  dismiss  the 
application  to  waive  the  Rules  of  Procedure  and  for  ex¬ 
tension  of  term  of  variance  which  expired  November  10, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  21  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 459-463  West  46th  Street,  north 
side,  100  feet  east  of  10th  Avenue,  Block  1056,  Lots  5,  6 
and  7,  Borough  of  Manhattan. 


429-72-BZ 

APPLICANT — Sheldon  Lobel  for  Putter  Realty  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  February  13, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl -3  district,  the  erection  of 
a  seven  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  accessory  parking  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 771  Astor  Avenue,  northwest 
corner  of  Wallace  Avenue,  Block  4348,  Lot  1,  Borough 
of  The  Bronx. 


631-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  89-22  Queens 
Boulevard  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  Cl -2  dis¬ 
trict,  in  an  existing  two  story  commercial  building  the 
addition  to  the  uses  of  the  first  floor  restaurant  to  include 
cabaret. 


PREMISES  AFFECTED— 89-22  to  89-24  Queens  Boule¬ 
vard,  southwest  corner  of  57th  Avenue,  Block  2855,  Lot 
19,  Elmhurst,  Borough  of  Queens. 


718-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  office,  car  wash,  sales  and  minor  repairs. 

PREMISES  AFFECTED — 741  Forest  Avenue,  northwest 
corner  of  North  Burgher  Avenue,  Block  183,  Lot  52,  West 
Brighton,  Borough  of  Richmond. 


719-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  retail  and 
residence  use  district,  the  construction  and  maintenance 
of  a  gasoline  service  station,  office  sales,  car  wash  (non¬ 
automatic),  minor  repairs  with  hand  tools  only,  lubritorium 
and  with  curb  cuts  and  business  entrance  within  75  feet 
of  a  residence  use  district. 

PREMISES  AFFECTED — 2525  Victory  Boulevard,  north¬ 
west  corner  of  Willowbrook  Road,  Block  1521,  Lot  1, 
Port  Richmond,  Borough  of  Richmond. 


772-67-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
73-211  and  73-212  of  the  Zoning  Resolution,  permitting  in 
a  C2-1  district,  the  enlargement  in  lot  area  and  the  recon¬ 
struction  of  an  automotive  service  station  with  accessory 
uses  and  accessory  signs. 

PREMISES  AFFECTED— 1228-1242  (1230  official)  Forest 
Avenue,  441-445  Jewett  Avenue,  southeast  corner,  Block 
354,  Lot  32  (formerly  Lots  27,  31  and  32),  West  Brighton, 
Borough  of  Richmond. 


141-69-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  Cl-2  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED — 1680  Richmond  Avenue,  north¬ 
west  corner  of  Victory  Boulevard,  Block  2160,  Lot  1,  Bulls 
Head,  Borough  of  Richmond. 


435-73-BZ 

APPLICANT — Meier-Marus  for  E.  N.  Madison,  owner. 

SUBJECT — Application  July  26,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-33  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  installation 
of  an  oxygen  storage  tank  that  exceeds  the  permitted 
size. 
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PREMISES  AFFECTED— 40-14  19th  Avenue,  southwest 
corner  of  41st  Street,  Block  801,  Lots  35  and  41,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 

Laid  over  from  January  29,  1974,  for  decision,  hearing 
closed;  applicant  to  submit  additional  information. 


128-73-BZ 

APPLICANT— Weinberg  &  Kirshenbaum  for  Albert  Fish¬ 
man,  owner. 

SUBJECT— Application  February  26,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  conversion 
of  a  one  story  and  basement  building  from  store  and  two 
family  dwelling  to  an  animal  hospital  and  one  family 
dwelling. 

PREMISES  AFFECTED— 8423  Flatlands  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  8005,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #17. 

Laid  over  from  February  19,  1974,  for  hearing,  at  the 

request  of  the  community  planning  board. 


129-73-A 

APPLICANT— Weinberg  &  Kirshenbaum  for  Albert  Fish¬ 
man,  owner. 

SUBJECT— Application  February  26,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  extension  of 
commercial  use  within  a  frame  building. 

PREMISES  AFFECTED— 8423  Flatlands  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  8005,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

JOSEPH  B.  KLEIN,  Chairman 


MARCH  26,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  March  26,  1974,  at  2  o’clock  ait  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

674-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Leda  Organiza¬ 


tion,  Incorporated,  owner  (Williamsbridge  Manor  Home 
for  Adults). 

SUBJECT— Application  December  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #130/73. 

PREMISES  AFFECTED— 799  Gun  Hill  Road,  northwest 
corner  of  Barnes  Avenue,  Block  4658,  Lot  21,  Borough  of 
The  Bronx. 


676-73-A 

APPLICANT— Leonard  F.  Rothkrug  for  Willow  Grove 
Realty  Corporation,  owner  (Willow  Grove  Health  Related 
Facility). 

SUBJECT— Application  December  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #91-73. 

PREMISES  AFFECTED— 1702/50  Avenue  R,  southeast 
corner  of  East  17th  Street,  Block  6921,  Lots  201  and  212, 
Borough  of  Brooklyn. 


25-74-A 

APPLICANT — Alphonse  J.  Calvanico  for  Robert  McNee, 
owner. 

SUBJECT— Application  January  16,  1974— filed  pursuant 
to  Section  35  of  the  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 780  Richmond  Terrace,  south 
side,  25  feet  east  of  Clinton  Avenue,  Block  69,  Lot  104, 
Livingston,  Borough  of  Richmond. 


26-74-A 

APPLICANT — Alphonse  J.  Calvanico  for  Robert  McNee, 
owner. 

SUBJECT — Application  January  16,  1974 — filed  pursuant  to 
Section  35  of  the  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 782  Richmond  Terrace,  south¬ 
east  corner  of  Clinton  Avenue,  Block  69,  Lot  103,  Liv¬ 
ingston,  Borough  of  Richmond. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  19,  1974,  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  February  5,  1974,  were 
approved  as  printed  in  the  Bulletin  of  February  14,  1974, 
Vol.  59,  No.  7. 


57-65-A 

APPLICANT — Emanuel  Weiner  for  Raymond  Heetiner, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  31, 
1974 — appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent,  re-  exits,  stairs  to  cellar,  stairway  to  street; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 2912  3rd  Avenue,  east  side, 
126.30  feet  south  of  East  152nd  Street,  Block  2362,  Lot 
12,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Emanuel  Weiner. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  February  15,  1966,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
'on  February  19,  1974,  after  due  notice  by  publication  in  the 

Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Febru¬ 
ary  15,  1966,  only  as  to  the  term  of  variance,  so  that  as 
[amended  this  portion  of  the  resolution  shall  read: 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (Alt.  501-64) 


791-72-A 

APPLICANT — Martyn  and  Don  Weston  for  Frederick  W. 
Richmond  Foundation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution.  Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  egress  from  each  apartment; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 73-79  Middagh  Street,  north¬ 
west  corner  of  Henry  Street,  Block  211,  Lot  22,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  I.  Donald  Weston. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  6,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
6,  1973,  by  adding  thereto: 

“that  the  cellar  shall  substantially  conform  to  revised 
drawing  of  proposed  conditions  marked  ‘Received  Janu¬ 
ary  10,  1974’,  one  sheet,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt.  564-64) 


932-23-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  5002  7th  Avenue 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  April  1,  1967— decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  7f  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district,  the  reconstruction  of  existing  garage,  and  the 
additional  use  of  gasoline  service  station. 

PREMISES  AFFECTED — 5002  7th  Avenue  and  674-684 
50th  Street,  southwest  corner,  Block  793,  Lot  31,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  Oh  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Ivlein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  .  4 
Negative:  .  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  1,  1952,  on  certain  conditions;  and 

,  Whereas,  a  public  hearing  was  held  on  this  application  on 
February  19,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  1,  1952,  as  amended  through 
November  18,  1952,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read :’ 
“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  1034-51) 


426-31-BZ— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Louis  Richman, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  October  28,  1973 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district,  the  change  in  occupancy  from  a  storage  garage 
for  more  than  five  cars,  automobile  repairs  in  connection 
with  public  and  private  garage  and  gasoline  service  station, 
all  previously  granted  by  the  Board,  to  motor  vehicle  repair 
shop,  collision  repairs,  auto  painting  and  spraying  and  park¬ 
ing  of  cars  awaiting  service. 
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PREMISES  AFFECTED— 2312-2316  Atlantic  Avenue, 
south  side,  79  feet  11  inches  west  of  Eastern  Parkway, 
Block  1435,  Lot  36,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative :  . 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  28,  1958,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  19,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted,  on  October  28,  1958,  as  amended 
through  November  26,  1968,  only  as  to  the  term  of  the  vari¬ 
ance,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“granted  for  a  term  of  five  years  from  the  date  cf  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  4062-57) 


720-59-BZ 

APPLICANT— Walter  T.  Gorman  for  Mobil  Oil  Company, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7a  and  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  reconstruction  of  an  existing  gasoline 
service  station  with  the  conjunctive  uses  of  brake  testing- 
station,  lubritorium,  car  washing,  sale  of  accessories  and 
extend  such  uses  to  include  minor  auto  repairs,  parking 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 619-641  Coney  Island  Avenue, 
east  side,  1-5  Slocum  Place  and  2-8  Matthews  Place,  be¬ 
tween  Slocum  Place  and  Matthews  Place,  Block  5141 
Lot  53  (formerly  Lots  53  and  74),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Carl  A.  Sulfaro. 

ACTION  OF  BOARD — Application  reopened  and  Reso¬ 
lution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll.  4 
Negative: .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  8,  1960,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  March  14,  1961 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
8,  1960,  as  amended  through  March  14,  1961,  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  December 


21,  1973’  and  that  the  accessory  brand  sign  shall  be  lo¬ 
cated  where  shown  thereon,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (Misc.  311-73) 


779-72-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Brooklyn  Sec¬ 
tion,  National  Council  of  Jewish  Women,  Incorporated, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expires  February  13, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  73-641  and  72-21  of 
the  Zoning  Resolution,  permitting  in  a  C8-2  and  R5  dis¬ 
trict,  the  enlargement  in  area  of  an  existing  three  story 
building  by  adding  two  additional  stories  and  a  five  story 
horizontal  addition  that  will  exceed  the  permitted  floor 
area  ratio  and  lot  coverage,  encroaches  on  the  required 
side  and  rear  yards,  penetrates  the  sky  exposure  plane  and 
without  the  required  accessory  parking. 

PREMISES  AFFECTED— 1001-1005  Quentin  Road,  1671- 
1683  East  10th  Street  northeast  corner,  Block  6642,  Lot 
45,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  March  5,  1974,  at 
10  A.M.,  Special  Order  Calendar,  for  applicant  to  submit 
photographs  indicating  the  building  has  been  secured. 


40-73-BZ 

APPLICANT— Gaspare  Rosario  Santoro  for  Anthony 
Licastri,  owner. 

SUBJECT— Application  January  22,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  store  and  resi¬ 
dential  building  that  increases  the  degree  of  non-conformity 
and  non-compliance. 

PREMISES  AFFECTED— '128  Sand  Lane,  west  side, 
40.01  feet  south  of  McClean  Avenue,  Block  3274,  Lots  32, 
30,  South  Beach,  Borough  of  Richmond.  Community 
Board  #3. 

APPEARANCES— 

For  Applicant :  Gaspare  R.  Santoro  and  Anthony  Licastri. 
For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  5,  1974  at  10 
A.M.,  for  continued  hearing ;  applicant  to  submit  addi¬ 
tional  information.  1 


128-73-BZ 

APPLICANT — Weinberg  &  Kirshenbaum  for  Albert  Fish¬ 
man,  owner. 

SUBJECT— Application  February  26,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  conversion 
of  a  one  story  and  basement  building  from  store  and  two 
family  dwelling  to  an  animal  hospital  and  one  family  dwell¬ 
ing. 

PREMISES  AFFECTED — 8423  Flatlands  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  8005,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #17. 

APPEARANCES— 

For  Applicant:  Harold  Weinberg  and  Albert  Fishman. 
For  Opposition :  None.  | 

ACTION  OF  BOARD— Laid  over  to  March  26,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  community 
planning  board. 
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129-73-A 

APPLICANT — Weinberg  &  Kirschenbaum  for  Albert  Fish¬ 
man,  owner. 

SUBJECT — Application  February  26,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  extension  of 
commercial  use  within  a  frame  building. 

PREMISES  AFFECTED — 8423  Flatlands  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  8005,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harold  Weinberg  and  Albert  Fishman. 
ACTION  OF  BOARD — Laid  over  to  March  26,  1974,  at 
10  A.M.,  in  conjunction  with  Cal.  No.  128-73-BZ. 


224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT — Application  April  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  for  an  existing  steam  plant. 

PREMISES  AFFECTED — 1100  York  Avenue,  northeast 
corner  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  S.  Barnes. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


,  406-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Shaare  Zion  Con¬ 
gregation,  owner. 

SUBJECT— Application  July  6,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  and  R5  district,  the  erec¬ 
tion  of  a  four  story  enlargement  to  a  Synagogue  for  use  as 
a  youth  center  with  less  than  the  required  accessory  parking. 

PREMISES  AFFECTED — 2003  East  5th  Street  and  2030 
Ocean  Parkway,  west  side,  182.2  feet  south  of  Avenue  T, 
Block  7108,  Lots  17,  18,  69,  78  and  79,  Borough  of  Brook¬ 
lyn.  Community  Board  #13. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug,  Sylvia  Serowfa, 
Rahma  Katie  Abraham,  Rose  and  Esther  Hanan,  Fay 
Rolansky,  Vicki  Swed,  Sarah  Ashear,  Sara  Kattan,  Abe 
M.  Cohen,  Rabbi  Abraham  B.  Hecht,  Molly  Djmal, 
Margie  Ashkenazie,  Sylvia  Laniado  and  Janet  Safdieh! 

Opposition ;  Thomas  Tedesco,  Lucy  and  Paul  Porno, 
Erasmo  and  Theresa  Rossi,  Amelia  Zacchi,  Rose  Pepe, 
Ann  Bernardo,  Phyllis  D’Ambrosis,  Jean  Pandolfo,  Artie 
VY  lggberg,  Fannie  Filatro,  Theresa  Randazzo,  Charles 
L\  Jordan,  Anthony  Tancrete,  Diane  Rubum  and  Telle 
D  Amico. 

^COMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Hearing  reopened,  at  the  request 
A  Vf  /,bjecto.r?-  and  laid  °ver  to  March  12,  1974,  at  10 
A.M.,  for  decision;  additional  information;  previously  in¬ 
spected;  hearing  closed. 

TIJE  VOTE  TO  REOPEN  FOR  HEARING— 

mrmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
L-ommissioncr  Hornstein  and  Commissioner  Carroll  ..  4 
Negative :  .  a 


473-73-BZ 

APPLICANT — Upham,  Meeker  &  Weithorn  for  Jaybor 
Realty  Corporation,  owner;  Melpal  Restaurant,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  August  17,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  in  an  existing 
one  story  building  occupied  with  retail  stores  the  addition 
to  the  uses  of  one  store  occupied  as  a  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 1784  Jerome  Avenue,  east  side, 
52.6  feet  south  of  176th  Street,  Block  2850,  Lot  9,  Borough 
of  the  Bronx.  Community  Board  #5. 

APPEARANCES— 

For  Applicant :  Arthur  Levine. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at  10 
A.M.,  for  decision,  at  the  request  of  the  Community  Plan¬ 
ning  Board ;  hearing  previously  closed. 


501-73-BZ 

APPLICANT — Lauria  &  Rowe  for  Mort  Williams,  owner. 

SUBJECT — Application  September  6,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  building  to  be  occupied  as  retail  stores  with 
offices  on  the  second  floor. 

PREMISES  AFFECTED — Hylan  Boulevard,  west  side, 
45.15  feet  north  of  Robinson  Avenue,  Block  5286,  Lot  39, 
Great  Kills,  Borough  of  Richmond.  Community  Board  #4. 

APPEARANCES— 

For  Applicant :  Ed  Lauria. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at  10 
A.M.,  for  decision;  hearing  closed;  previously  inspected. 


564-73-BZ 

APPLICANT — Sheldon  Lobel  for  Celebrity  Checks,  In¬ 
corporated,  owner. 

SLTBJECT— Application  October  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5  district 
the  erection  of  a  four  story  bank  and  office  building  that 
exceeds  the  permitted  floor  area  ratio,  penetrates  the  sky 
exposure  plane  and  has  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED — 34-45  Junction  Boulevard, 
northeast  corner  of  35th  Avenue,  Block  1730,  Lot  31, 
Flushing,  Borough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel  and  Peter  B.  Gray. 

For  Opposition :  Felix  C.  Smith. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  additional 
information. 


597-73-BZ 

APPLICANT — Jerome  L.  Grushkin  for  New  Willowbrook 
Development  Corporation,  owner. 

SUBJECT — Application  November  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  two  family  dwelling  that  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 60  Rupert  Street,  southeast  cor¬ 
ner  of  Soren  Street,  Block  1971,  Lot  7,  Willowbrook,  Bor¬ 
ough  of  Richmond.  Community  Board  #3. 
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APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin  and  Michael  Rubin. 
For  Opposition:  Theodore  E.  Debowy. 

ACTION  OF  BOARD— Laid  over  to  March  5,  1974,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 


612-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  North  Conduit 
Properties,  Incorporated,  owner. 

SUBJECT— Application  November  16,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall,  has 
less  than  the  required  open  space  ratio,  lot  area  per  room 
and  minimum  distance  between  building,  encroaches  on  the 
required  front  and  side  yards,  penetrates,  the  sky  exposure 
plane  and  with  balconies  within  the  required  open  space. 

PREMISES  AFFECTED— 185-01/09  141st  Avenue  and 
140-19/41  Coombs  Street,  northeast  corner,  Block  13044, 
Lot  44,  Springfield  Gardens,  Borough  of  Queens.  Com¬ 
munity  Board  #  12. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  Alvin  D.  Mack  and  others. 

ACTION  OF  BOARD— Laid  over  to  March  19,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  objectors;  applicant 
concurs. 


613-73-A 

APPLICANT— Leonard  F.  Rothkrug  for  North  Conduit 
Properties,  Incorporated,  owner. 

SUBJECT— Application  November  16,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  distance  be¬ 
tween  buildings. 

PREMISES  AFFECTED— 141st  Avenue  185-01/09  and 
140-19/41  Coombs  Street,  northeast  corner,  Block  13044, 
Lot  44,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug 

ACTION  OF  BOARD— Laid  over  to  March  19,  1974  at  10 
A.M.,  for  hearing,  in  conjunction  with  Cal.  No.  612-73-BZ. 


669-73-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Abraham  Feinberg,  owner,  West  52nd  Street 
Operating  Corporation,  lessee. 

SUBJECT— Application  December  12,  1973— decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and  72- 
21  of  the  Zoning  Resolution,  to  permit  in  a  C5-3  district,  in 
an  existing  nine  story  and  penthouse  garage  and  restaurant 
structure,  the  addition  to  the  restaurant  use  to  include 
cabaret. 

PREMISES  AFFECTED— 27-39  West  52nd  Street,  north 
side,  432.6  feet  west  of  5th  Avenue,  Block  1268,  Lots  15, 
16,  17,  and  18,  Borough  of  Manhattan.  Community  Board 
#5. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Howard  H. 

Zipser,  Sidney  Davidoff  and  Robert  J.  Berton. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  12,  1974,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  in¬ 
formation;  previously  inspected;  hearing  closed. 


286-73-BZ 


APPLICANT— Leonard  F.  Rothkrug  for  Interstate  Lath, 
Plaster  &  Drywall  Corporation,  owner. 

SUBJECT— Application  May  9,  1973— decision  of  the  Bor- 
ough  Superintendent,  under  Sections  72-21  and  73-52  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5  dis¬ 
trict,  a  one  story  and  two  story  enlargement  to  an  existing 
one  story  building  and  the  change  in  use  from  restaurant 
to  a  building  contractors  establishment  with  offices  that 
will  enoroach  on  the  required  rear  yard. 

PREMISES  AFFECTED— 1050  East  Gun  Hill  Road  and 
3340  Hone  Avenue,  southeast  corner,  Block  4638,  Lot  25, 
Borough  of  The  Bronx.  Community  Board  #  13. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll . . 
Negative:  . 


4 

0 


427-73-BZ 

APPLICANT— Daniel  J.  O’Connell  for  Luval  Holding 
Company,  owner. 

SUBJECT— Application  July  17,  1973— decision  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  extension 
of  the  term  of  variance  for  a  garage  for  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 627  Leland  Avenue,  west  side, 
175  feet  south  of  Seward  Avenue,  Block  3560,  Lot  56, 
Borough  of  The  Bronx.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Anthony  Valente. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  18,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  22,  1974;  then  to  February  5, 
1974;  then  to  February  19,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1973,  acting  on  Alt.  Applic.  111/1972,  reads: 

“1.  Request  for  extension  of  variance  previously 
granted  by  the  BSA  under  Cal.  #450-5 1-BZ  must  be 
referred  back  to  BSA  as  per  Sect.  11-411  of  amended 
Zoning  Resolution. 

Note :  use  is  specified  now  as  Commercial  Vehicles 
Storage.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  (the  Board ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-411  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-411  of  the  Zoning  Resolution, 
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in  an  R5  district,  the  extension  of  the  term  of  variance  for  a 
garage  for  more  than  5  motor  vehicles,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received  July  17,  1973”,  4  sheets;  on 
further  condition  that  the  vehicles  be  limited  to  the  owner’s 
commercial  vehicles,  and  repairs  be  restricted  to  minor  ad¬ 
justment  with  hand  tools  only;  that  this  variance  be  for  a 
term  of  five  years ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  reso¬ 
lution. 


609-73-BZ 


APPLICANT — Max  Siegel  Associates  for  Alison  Mortgage 
Investment  Trust,  owner;  Arlen  Acquisitions,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  November  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  in  conjunction  with 
the  erection  of  an  eleven  story  commercial  building  the  re¬ 
duction  in  the  number  of  accessory  parking  spaces  for  the 
office  use. 

PREMISES  AFFECTED — 95-25  Queens  Boulevard,  north 
side,  from  62nd  Drive  to  Junction  Boulevard,  Block  2079, 
Lot  1,  Rego  Park,  Borough  of  Queens.  Community  Board 
#6. 


APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  22,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  19,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  9,  1973,  acting  on  N.B.  Applic.  794/1973 
reads : 


“1.  Proposed  required  parking  is 
36-21  Z.R.” 


contrary  to  Sect. 


and 

Adjourned:  12:15  P.M. 


John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  19,  1974,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll. 


502-73-SM 

^FPLICANT —  Raymond  C.  Frobosilo  and  Samuel  W. 
Levine,  owners. 

SUBJECT — Retractable  barrier  for  fire  escape  windows. 
APPEARANCES— 

For  Applicant:  None 

^  BOARD — Laid  over  to  March  26,  1974,  at 
2  P.M.,  for  continued  hearing. 


2300-BZY — Vol.  IX — B.Q. — 138-25  Elder  Avenue,  Block 
5142,  Lot  2,  N.B.  4806-61. 

APPEARANCES— 

For  Applicant:  Richard  Kluglers. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at 
2  P.M.,  for  continued  hearing. 


25-73-BZY — B.Q. — 353  Beach  48th  Street,  Block  14850, 
Lots  6,  8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45,  52,  N.B. 
775-72. 

APPEARANCES— 

For  Applicant :  Stanley  H.  Lowell. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1974,  at 
2  P.M.  for  continued  hearing. 


9-74-BZY — B.B. — 2316  Surf  Avenue,  Block  7070,  Lots 
120,  126,  N.B.  89-73. 

APPEARANCES— 

For  Applicant:  Julius  J.  Rosen. 

For  Administration:  I.  Minkin,  Building  Department. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at 
2  P.M.  for  continued  hearing. 


10-74-BZY — B.R. — 3565  Hylan  Boulevard,  Block  5108, 
Lot  1,  Alt.  No.  59-73. 

APPEARANCES— 

For  Applicant:  John  G.  Hall. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at  2 
P.M.  for  continued  hearing. 


11-74-BZY — B.B. — 55-59  Pierrepont  Street,  Block  236, 
Lot  15,  Alt.  No.  1659-73. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1974,  at 
2  P.M.  for  continued  hearing. 


580-73-A 

APPLICANT — Otis  Elevator  Company  for  New  York  City 
Health  and  Hospital  Corporation,  owner. 

SUBJECT — Application  November  1,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  automatic  cart 
lift. 

PREMISES  AFFECTED — 425  Morris  Avenue  and  230  east 
149th  Street,  southwest  corner,  Block  2335,  Lots  16,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  C.  J.  Chrobot. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll..  4 

Negative:  .  o 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  15,1973,  on  Elevator  Applic.  115/72,  reads: 

“The  basic  design  of  the  ‘Guilbert’  automatic  cart  lift, 
does  not  conform  to  the  requirements  of  reference  stand¬ 
ards  R.S.  13-1  U.  S.  A.  standard  Safety  Code  for  ele¬ 
vators  or  dumbwaiters.  A.  17.1-1965 
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Acceptance  requirements  shall  be  required  for  use  in¬ 
tended  in  compliance  with  the  code  Sub  Article  107.0. 
Since  the  equipment  being  installed  under  this  application 
is  of  such  a  special  nature,  the  examination  of  plans  and 
Specs,  as  submitted  necessitated  review  under  two  sepa¬ 
rate- Code  Classifications :  as  follows. 

EXAMINED  AS  A  DUMBWAITER 

A.  The  rated  capacity  of  1000  lbs.  exceeds  the  max¬ 
imum  allowable  per  code.  Rule  703.2  of  A.17.1 

B.  The  total  inside  height  of  car  exceeds  the  maximum 
4  foot  allowable  per  code.  Rule  702.1  of  A.17.1 

C.  The  hoistway  entrances  exceed  the  maximum  allow¬ 
able  size  per  code.  Rule  110.6-A.17.1 

EXAMINED  AS  A  FREIGHT  ELEVATOR 

D.  Cab  does  not  conform  to  freight  car  enclosure  per 
Code  Rules  204. l.E  and  204.3  of  A.17.1 

E.  Size  of  car  and  hall  doors  do  not  conform  to  min¬ 
imum  requirements  of  Code  Rules  1 101  A  and 
204.6B  A  17.1 

F.  Applications  shall  not  be  approved  until  sheave  beam 
reactions  together  with  pit  impacts  correspond  with 
those  shown  on  N.B.  10/70  Application  Plans. 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  15,  1973,  acting  on  Elevator  Applic.  1 15/72, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  signs  be  posted  on  each 
floor ;  that  the  lift  shall  not  be  used  for  passengers ;  that  the 
area  in  front  of  the  door  opening  shall  be  delineated  with 
markings  indicating  “tripping  hazard’’;  on  further  condition 
that  the  lift  shall  substantially  conform  to  drawings  marked 
“Received  November  1,  1973”,  3  sheets,  and  “February  14, 
1974”,  2  sheets;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 

592-73-A 

APPLICANT — Vincent  S.  La  Ganga  for  Anthony  D’Agos¬ 
tino,  owner. 

SUBJECT — Application  November  8,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 39  Callan  Avenue,  north  side, 
100  feet  west  of  Woodhaven  Avenue,  Block  881,  Lot  145, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Vincent  La  Ganga. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  15,  1973,  on  N.B.  Applic.  1618/73,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  Official  Map  of  the  City  of  New 
York,  therefore, 

a)  No  C/O  can  be  issued  as  per  Art.  3  Sec.  36 
of  the  General  City  Law  and, 

b)  proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting  di¬ 
rectly  upon  a  legally  mapped  street  or  frontage  space 
and  therefore  contrary  to  Sec.  C26-401.1  of  the  Admin. 
Code.” 

and 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  15,  1973,  acting  on  N.B.  Applic.  1618/73,  Ob¬ 
jection  Nos.  1  a,  b,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways ;  that  the  building  shall 
substantially  comply  with  drawing  marked  “Received  No¬ 
vember  8,  1973”,  one  sheet;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 

598- 73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED— 155-17  Bridegton  Street,  east 
side,  160  feet  south  of  155th  Avenue,  Block  14141,  Lot  160, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
N  egative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  25,  1973,  on  N.B.  Applic.  486/73,  reads: 

“1.  Prepared  Class  l'l-D  building  located  within  the 
fire  district  is  contrary  to  Section  C26-403.1.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decisions  of  the  Borough  Superintendent, 
dated  October  25,  1973,  acting  on  N.B.  Applic.  486/73  objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  substantially  conform  to  drawings  marked  “Received 
November  14,  1973”,  7  sheets,  and  “February  15,  1974”,  one 
sheet ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

599- 73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED— 155-21  Bridgeton  Street,  east 
side,  200  feet  south  of  155th  Avenue,  Block  14141,  Lot  58, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  John  M.  Hronec. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll ...  4 
Negative: . 0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  25,  1973,  on  N.B.  Applic.  487/73,  reads: 

“L  Proposed  Class  II-D  building  located  within  the 
fire  district  is  contrary  to  Section  C26-403.1.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  25,  1973,  acting  on  N.B.  Applic  487/73  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
substantially  conform  to  drawings  marked  “Received  Novem¬ 
ber  14,  1973”,  7  sheets,  and  “February  15,  1974”,  one  sheet; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 

600- 73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED — 155-25  Bridgeton  Street,  east 
side,  240  feet  south  of  155th  Avenue,  Block  14141,  Lot  54, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  John  M.  Hronec. 

ACTION  OF  BOARD — -Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintenedent, 
dated  October  25,  1973,  on  N.B.  Applic.  488/73,  reads : 

“1.  Proposed  Class  II-D  building  located  within  the 
fire  district  is  contrary  to  Section  C26-403.1.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  25,  1973,  acting  on  N.B.  Applic.  488/73,  Objec¬ 
tion  No.  1  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
substantially  conform  to  drawings  marked  “Received  Novem¬ 
ber  14,  1973”,  7  sheets,  and  “February  15,  1974”,  one  sheet; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 

601- 73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED — 155-29  Bridgeton  Street,  east 
side,  280  feet  north  of  156th  Avenue,  Block  14141,  Lot  53, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  ..  4 
Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  25,  1973,  on  N.B.  Applic.  489/73,  reads: 

“1.  Proposed  Class  II-D  building  located  within 
the  fire  district  is  contrary  to  Section  C26-403.1.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  25,  1973,  acting  on  N.B.  Applic.  489/73,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  substantially  conform  to  drawings  marked 
"Received  November  14,  1973”,  7  sheets,  and  “February  15, 
1974”,  one  sheet ;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 

602-73-A 

APPLICANT — Max  Siegel  Associates  for  Howard  Beach 
Estates,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  frame  building 
within  the  fire  district. 

PREA1ISES  AFFECTED — 155-57  Bridgeton  Street,  north¬ 
east  corner  of  156th  Avenue,  Block  14141,  Lot  38,  Howard 
Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  John  M.  Hronec. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  25,  1973,  on  N.B.  Applic.  496/73,  reads: 

"1.  Proposed  Class  II-D  building  located  within 
the  fire  district  is  contrary  to  Section  C26-403.1.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  25,  1973,  acting  on  N.B.  Applic.  496/73,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  substantially  conform  to  drawings  marked 
“Received  November  14,  1973”,  7  sheets,  and  “February  15, 
1974’  ’,  one  sheet ;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 

615-73-A 

APPLICANT — Tri-Par  Combustion  Corporation,  owner. 
SUBJECT — Application  November  16,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  transportation  of 
fuel  oil  in  tank  trucks  through  city  streets  not  in  conformity 
with  the  requirements  of  the  Administrative  Code  of  the 
City  of  New  York. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lt  T.  W.  Milne  and  Charles 
Palmieri,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 
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THE  RESOLUTION— 

Whereas,  'the  decision  of  the  Fire  Commissioner,  dated 
September  19,  1973,  on  Order  No.  B-923591,  reads : 

“Unable  to  approve  Tank  Serial  #72-1666  because 
it  does  not  conform  with  New  York  City  Fire  Dept. 
Specifications. 

Note:  Tank  consists  of  three  compts.  of  2560- 
1500-3030  Gls.  For  total  amount  of  7090  Gls.  Fire 
Dept,  can  only  approve  tanks  up  to  5500  Gls.  capacity.” 

and 

Whereas,  the  information  submitted  by  the  applicant  was 
reviewed  by  a  committee  of  the  Board  which  recommended 
that  the  Appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  September  19,  1973,  acting  on  Order  No.  B-923591, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  trucks  bear  Serial 
#72-1666  and  carry  only  Number  6  Oil  for  distribution;  on 
further  condition  that  the  trailer  trucks  shall  substantially 
conform  to  drawings  marked  “Received  January  4,  1974”, 
one  sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

627-73-A 

APPLICANT — Cities  Service  Oil  Company,  owner. 
SUBJECT — Application  November  26,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Citgo  extra  range  2  cycle 
engine  oil  in  one  pint  metal  sealed  can,  “Citgo  extra  range 
snowmobile  oil”  in  one  quart  metal  sealed  can,  not  in 
compliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 

APPEARANCES— 

For  Applicant:  George  R.  Tovey. 

For  Administration :  Charles  Palmieri  and  Lt.  Thomas 
Milne,  F.  D. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  8,  1973,  on  Folder  #122-481,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  products  (1)  Citgo  Extra  Range  2-cycle 
Oil  (2)  Citgo  Extra  Range  Snowmobile  Oil  (3)  Yama- 
lube  2-cycle,  all  products  have  a  F.R.  of  166°  F.  and  are 
classified  as  combustible  mixtures  in  containers  as  fol¬ 
lows :  For  #1 — one  pint  metal  sealed  can,  for  #2 — one 
quart  metal  sealed  can,  is  disapproved.  Such  containers 
are  not  in  compliance  with  our  regulations  to  wit :  Sec. 
C19-62.0.b  NYC  Adm.  Code  requires  that  combustible 
mixture  products  packaged  in  the  above  quantities  be 
placed  in  metal  or  glass  containers  equipped  with  re¬ 
placeable  tops  or  caps.” 

and 

Whereas,  the  drawings  and  sample  of  the  containers  were 
reviewed  by  the  Board,  and  it  was  determined  that  the 
Appeal  should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  May  8,  1973,  acting  on  Folder  #122-481,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  containers  substantially  comply 
with  drawings  filed  “December  12,  1973”,  6  sheets ;  that  the 
label  have  prominently  displayed  instructions  that  the  entire 
contents  are  to  be  emptied  upon  initial  opening;  that  the 
label  be  in  such  style  as  is  satisfactory  to  the  Fire  Commis¬ 


sioner  ;  and  that  in  all  other  respects,  all  applicable  laws, 

rules  and  regulations  shall  be  complied  with. 

461-73-A 

APPLICANT — Arthur  W.  Cattrill  for  Cambridge  Tile 
Manufacturing  Company,  owner. 

SUBJECT — Application  August  10,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Camset  C-100”,  in  five  (5) 
and  three  and  one  half  (3^4)  gallon  Polyethylene  pails,  not 
in  compliance  with  regulation  of  the  Administrative  Code 
of  New  York  City. 

APPEARANCES— 

For  Applicant :  Robert  E.  Moulden. 

For  Administration :  LT.  T.  W.  Milne  and  Charles 
Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  without  date. 


577-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Joseph  Fago, 
owner. 

SUBJECT — Application  November  1,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re¬ 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 149  Fulton  Street,  west  side, 
279.06  feet  south  of  Warren  Street,  Block  562,  Lot  90, 
Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Laid  over  to  March  12,  1974,  at 
2  P.M.,  for  inspection  and  continued  hearing. 

579-73-A 

APPLICANT — Fach,  Sipp  &  Hall  for  Solomon  Scharf, 
owner. 

SUBJECT — Application  November  1,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
permit. 

PREMISES  AFFECTED — 51  Oakville  Street,  north  side, 
50  feet  east  of  Soren  Street,  Block  1985,  Lot  114,  Seaview, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  G.  Hall. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at 
2  P.M.,  for  continued  hearing. 


586-73-A 

APPLICANT — T.  J.  Walocha  for  Bell  &  Howell  Business 
Group,  owner. 

SUBJECT — Application  November  5,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  com¬ 
bustible  mixture  known  as  Positive  Toner  Starter — Posi¬ 
tive  Toner  Replenisher — Reversal  Toner  Starter — Re¬ 
versal  Toner  Replenisher — Type  400  Reversal  Starter 
Toner — Type  400  Reversal  Replenisher  in  one  quart  poly¬ 
ethylene  bottles,  not  in  compliance  with  regulations  of  the 
Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  T.  J.  Walocha. 

For  Administration:  LT.  T.  W.  Milne  and  Charles 
Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1974, 
at  2  P.M.,  for  decision;  hearing  closed. 
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628-73-A 

APPLICANT — Cities  Service  Oil  Company,  owner. 

SUBJECT — Application  November  26,  1973 — appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  packaging  of 
combustible  mixture  known  as  “Yamalube  2  cycle  engine 
oil"  in  one  quart  fiber  sealed  can,  not  in  compliance  with 
the  regulations  of  the  Administrative  Code  of  New  York 
City. 

APPEARANCES— 

For  Applicant:  George  R.  Tovey. 

For  Administration:  Charles  Palmieri  and  Lt.  Thomas 
Milne,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at 
2  P.M.  for  continued  hearing;  additional  information. 

636-73-A 

APPLICANT— M.  Martin  Elkind  for  303-30S  West  92nd 
Street  Realty  Corporation,  owner. 


SUBJECT  Application  November  30,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
permit  #1501/70. 

PREMISES  AFT  EC  TED — 303  West  92nd  Street,  north 
side,  33  feet  west  of  West  End  Avenue,  Block  1252,  Lot 
114,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Seymon  S.  Defsky  and  M.  Martin  Elkind. 
For  Opposition:  S.  Oshima,  I.  Minkin  and  Samuei 
Roberts,  Dept,  of  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at  2 
P.  M.  for  continued  hearing. 


Adjourned:  4:00  P.M. 

John  B.  Cincotta,  Executive  Director 
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DOCKET 

New  Cases  Filed  up  to  February  26,  1974 

Cal.  No.  Dept.  Premises  Affected 

81-74-BZ— B.Q.— 97-27  57th  Avenue,  northwest  corner  of 
98th  Street,  Block  1906,  Lot  1,  Corona,  Borough  of 
Queens,  Community  Board  #4,  Alt.  No.  1316-73,  re-  pro¬ 
posed  enlargement  of  a  supermarket,  R-6  and  Cl-2 
district. 


82-74-A — F.D. — packaging  of  inflammable  mixture  known 
as  “Gulf  flooring  and  general  construction  adhesive”  in 
one  eleven  and  thirty  ounce  caulking  cartridge  without 
replaceable  cap  not  in  compliance  with  regulations  of 
Administrative  Code. 


83- 74-A — F.D. — Packaging  of  inflammabel  mixture  known 
as  “Gulf  panel  and  general  construction  adhesive”  in  two 
eleven  ounce  caulking  cartridge  ^ithout  replaceable  cap 
not  in  compliance  with  regulations  of  Administrative 
Code. 

84- 74-SM — Essex  Internation  Incorporated,  essex  fire 
alarm  cables,  manufactured  by  Essex  Internation  Incor¬ 
porated,  Material. 

85- 74-SA— The  Trane  Company,  trane  large  tonnage 
centravacs,  manufactured  by  The  Trane  Company,  Ap¬ 
pliance. 

86- 74-SA — The  Trane  Company,  trane  package  water  tube 
steam  generator,  manufactured  by  The  Trane  Company, 
Appliance. 

87- 74-BZ — B.B. — 49  Caton  Place,  northwest  corner  of 
East  8th  Street,  Block  5320,  Lot  23,  Borough  of  Brook¬ 
lyn,  Community  Board  #12,  Alt.  No.  1629-69,  re-  pro¬ 
posed  horse  stables,  R7-1  district. 

88- 74-BZ — B.B. — 4219  12th  Avenue,  and  1205  43rd  Street, 
northeast  corner,  Block  5598,  Lot  1,  Borough  of  Brook¬ 
lyn,  Community  Board  #12,  Alt.  No.  653-73,  re-  proposed 
apartments  and  doctors  offices,  R-6  district. 

89- 74-A — B.B. — 4219  12th  Avenue,  and  1205  43rd  Street, 
northeast  corner,  Block  5598,  Lot  1,  Borough  of  Brook¬ 
lyn,  Alt.  No.  653-73,  re-  windows,  light  and  ventilation 
for  stair  halls,  R-6  district. 


90-74-BZ — B.Q. — 103-01  24th  Avenue,  northeast  corner 
of  102nd  Street,  Block  1640,  Lot  25,  Astoria,  Borough  of 
Queens,  Community  Board  #3,  N.B.  813-73,  re-  multiple 
dwelling,  sky  exposure  plane,  R3-2  district. 


91-74-BZ — B.Q. — 103-11  24th  Road,  northeast  corner  of 
Curtis  Street,  Block  1647,  Lot  1,  Astoria,  Borough  of 
Queens,  Community  Board  #3,  N.B.  812-73,  re-  multiple 
dwelling,  front  yard,  R3-2  district. 


92-74-BZ — B.Q. — 103-19  24th  Avenue,  northwest  corner 
of  23rd  Avenue,  Block  1640,  Lot  25,  Astoria,  Borough  of 
Queens,  Community  Board  #3,  N.B.  815-73,  re-  multiple 
dwelling,  sky  exposure  plane,  R3-2  district. 


93-74-BZ — B.Q. — 103-20  24th  Road,  southwest  corner  of 
Ditmars  Boulevard,  Block  1648,  Lot  1,  Astoria,  Borough 
of  Queens,  Community  Board  #3,  N.B.  811-73,  re-  muti- 
ple  dwelling,  lot  area,  R3-2  district. 


94_74_BZ — B.Q. — 103-24  24th  Avenue,  southwest  corner 
of  Ditmars  Boulevard,  Block  1647,  Lot  1,  Astoria, 
Borough  of  Queens,  Community  Board  #3,  N.B.  814-73, 
re-  multiple  dwelling,  sky  exposure  plane,  street  wall, 
R3-2  district. 


95-74-SA — W.J. — Plenge  &  Company  Incorporated, 
280  fire  detection  and  alarm  control  panel,  manufactured 
by  W.  J.  Plenge  and  Company  Incorporated  Appliance. 


96-74-BZ — B.B. — 1755  to  1761  McDonald  Avenue,  east 
side,  370  feet  north  of  Avenue  P,  Block  6608,  Lot  74, 
Borough  of  Brooklyn,  Community  Board  #12,  Alt.  No. 
70-74,  re-  rear  yard  enlargement  of  existing  structure, 
Ml-1  district. 


97-74-SM — Badger-Powhatan  Division  American  La- 
France  Incorporated,  angle  hose  valves  various  models, 
manufactured  by  Badger-Powhatan  Incorporated,  Ma¬ 
terial. 


98- 74-BZ — B.B. — 2585  West  13th  Street,  east  side,  434.5 
$4  feet  north  of  Shore  Parkway,  Block  7206,  Lot  451 
Borough  of  Brooklyn,  Community  Board  #15,  N.B. 
284-69,  re-  domiciliary  home  for  adults,  Ml-1  district. 

99- 74-SM — Cimco  Wire  and  Cable  Company,  cimco  fire 
alarm  control  cable,  manufactured  by  Cimco  Wire  and 
Cable  Company,  Material. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build- 
Health  Department;  F.D. — Fire  Department. 


MARCH  26,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  26,  1974,  at  10  o’clock  at  80  Lafay- 1 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

37-57-BZ 

APPLICANT — Harry  G.  Savran  for  Mary  Messineo,  owner. 
SUBJECT — Application  for  consideration  to  dismiss  the 
application  to  waive  the  Rules  of  Procedure  and  for  ex¬ 
tension  of  term  of  variance  which  expired  February  19, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso-  ■ 
lution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 431-435  Warren  Street,  north 
side,  23  feet,  6  inches  east  of  Bond  Street,  Block  393,  Lots 
66,  67  and  68,  Borough  of  Brooklyn. 


1847-61-BZ 

APPLICANT — Charles  Rizzo  for  L.  W.  I.  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — to  dismiss  the; 
application  to  waive  the  Rules  of  Procedure  and  for  ex¬ 
tension  of  term  of  variance  which  expired  November  10, 
1973- — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  21  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  main-, 
tenance  of  a  parking  lot  for  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 459-463  West  46th  Street,  north 
side,  100  feet  east  of  10th  Avenue,  Block  1056,  Lots  5,  6 
and  7,  Borough  of  Manhattan. 


429-72-BZ 

APPLICANT — Sheldon  Lobel  for  Putter  Realty  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  February  13,: 
1974 — decision  of  the  Borough  Superintendent;  previously 
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granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl -3  district,  the  erection  of 
a  seven  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  accessory  parking  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 771  Astor  Avenue,  northwest 
corner  of  Wallace  Avenue,  Block  4348,  Lot  1,  Borough 
of  The  Bronx. 


631-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  89-22  Queens 
Boulevard  Corporation,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  Cl -2  dis¬ 
trict,  in  an  existing  two  story  commercial  building  the 
addition  to  the  uses  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED— 89-22  to  89-24  Queens  Boule¬ 
vard.  southwest  corner  of  57th  Avenue,  Block  2855,  Lot 
19,  Elmhurst,  Borough  of  Queens. 


718-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7f  and  7i_  of  the  Zoning  Resolution,  permitting  in  a  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  office,  car  wash,  sales  and  minor  repairs. 

PREMISES  AFFECTED — 741  Forest  Avenue,  northwest 
corner  of  North  Burgher  Avenue,  Block  183,  Lot  52,  West 
Brighton,  Borough  of  Richmond. 


719-56-BZ 

APPLICANT— Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  retail  and 
residence  use  district,  the  construction  and  maintenance 
of  a  gasoline  service  station,  office  sales,  car  wash  (non¬ 
automatic),  minor  repairs  with  hand  tools  only,  lubritorium 
and  with  curb  cuts  and  business  entrance  within  75  feet 
of  a  residence  use  district. 

PREMISES  AFFECTED — 2525  Victory  Boulevard,  north¬ 
west  corner  of  Willowbrook  Road,  Block  1521,  Lot  1, 
Port  Richmond,  Borough  of  Richmond. 


772-67-BZ 

APPLICANT  Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution— decision  of  the  Borough  Super- 
mtendent ;  previously  granted  on  condition  under  Sections 
7  roi  j-  '^'212  of  the  Zoning  Resolution,  permitting  in 
a  LZ-l  district,  the  enlargement  in  lot  area  and  the  recon- 
struction  of  an  automotive  service  station  with  accessory 
uses  and  accessory  signs. 

PREMISES  AFFECTED-1228-1242  (1230  official)  Forest 
Avenue,  441-445  Jewett  Avenue,  southeast  corner,  Block 
p  4,  Lot  32  (formerly  Lots  27.  31  and  32),  West  Brighton, 
Borough  of  Richmond. 


141-69-BZ 

APPLICANT— Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution— decision  of  the  Borough  Super- 
mtendent ;  previously  granted  on  condition  under  Section 
/Z-21  of  the  Zoning  Resolution,  permitting  in  a  Cl-2  dis- 
tnct,  the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED — 1680  Richmond  Avenue,  north- 
west  corner  of  Victory  Boulevard,  Block  2160,  Lot  1,  Bulls 
Head,  Borough  of  Richmond. 


128- 73-BZ 

APPLICANT— Weinberg  &  Kirshenbaum  for  Albert  Fish¬ 
man,  owner. 

SUBJECT— Application  February  26,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  conversion 
of  a  one  story  and  basement  building  from  store  and  two 
family  dwelling  to  an  animal  hospital  and  one  family 
dwelling. 

PREMISES  AFFECTED — 8423  Flatlands  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  8005,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #17. 

Laid  over  from  February  19,  1974,  for  hearing,  at  the 

request  of  the  community  planning  board. 

129- 73-A 

APPLICANT— Weinberg  &  Kirshenbaum  for  Albert  Fish¬ 
man,  owner. 

SUBJECT— Application  February  26,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  extension  of 
commercial  use  within  a  frame  building. 

PREMISES  AFFECTED — 8423  Flatlands  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  8005,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

541-73-BZ  ' 

APPLICANT — Leonard  F.  Rothkrug  for  Ben  Dyk  Asso¬ 
ciates,  Incorporated,  owner. 

SUBJECT  Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  six  story  multiple  dwelling  that  encroaches  on  the  re¬ 
quired  side  setback. 

PREMISES  AFFECTED — 490  Clove  Road,  west  side, 
233.24  feet  south  of  Delafield  Avenue,  Block  230,  Lot  54, 
Port  Richmond,  Borough  of  Richmond.  Community  Board 
#1. 

Laid  over  from  February  13,  1974,  for  hearing,  at  the 

request  of  objectors’  attorney. 


435-73-BZ 

APPLICANT — Meier-Marus  for  E.  N.  Madison,  owner. 
SUBJECT — Application  July  26,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-33  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  installation 
of  an  oxygen  storage  tank  that  exceeds  the  permitted 
size. 

PREMISES  AFFECT  ED — 40-14  19th  Avenue,  southwest 
corner  of  41st  Street,  Block  801,  Lots  35  and  41,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 

Laid  over  from  January  29,  1974,  for  decision,  hearing 
closed;  applicant  to  submit  additional  information. 

JOSEPH  B.  KLEIN,  Chairman 
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MARCH  26,  1974,  2  P.M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  March  26,  197 4,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


SUBJECT— Application  November  30,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  modification  of 
Certificate  of  Occupancy  #123555. 

PREMISES  AFFECTED — 66-41  Grand  Avenue,  north  side, 
127.94  feet  west  of  Queens  iMidtown  Expressway,  Block  i 
2724,  Lot  61,  Maspeth,  Borough  of  Queens. 


115-73-SM 

APPLICANT— Locknetics  Sichertron  Corporation— electric 
locking  device. 

277-73-SA 

APPLICANT — 'Cook  Machinery  Company,  Incorporated- 
laundry  washer-extractors. 

289-73-SA 

APPLICANT — Eljer  Plumbingware  Division,  Wallace- 
Murray  Corporation — tub/shower  and  shower  stall  units. 

297-73-SA 

APPLICANT— Blackstone  Corporation— commercial  wash¬ 
ing  machines. 

308-73-SM 

APPLICANT— Twentieth  Century  Products  Corporation— 
antisyphon  ballcock. 

663-73-SA 

APPLICANT— Park-Master  Products— car  lift. 


25-73-BZY — B.Q. — 353  Beach  48th  Street,  Block  14850, 
Lots  6,  8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45,  52,  N.B. 
775-72. 


11-74-BZY— B.B.— 55-59 
Lot  J5,  Alt.  1659-73. 


Pierrepont  Street,  Block  236, 


1-74-BZY — B  Bx.— 685  White  Plains  Road,  Block  3563, 
Lots  1,  19,  20,  56,  61,  65,  66,  67,  68,  69,  71,  73,  N.B.  406-73. 


2-74-BZY— B.B.— 1702  to  1750  Avenue  R,  Block  6821, 
Lots  201,  212,  N.B.  91-73. 


4-74-BZY— B.Bx.— 3355  White  Plains  Road,  Block  4624, 
Lot  37,  N.B.  188-73. 


7-74-BZY— B.B.— 5811  Ditmas  Avenue,  Block  7916,  Lots 
1,  2,  5,  8,  9,  N.B.  63-73. 


699-73-A 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  St.  Andrew’s  Associates,  lessee. 

SUBJECT— Application  December  26,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-revocation  of 
building  permit. 

PREMISES  AFFECTED— 50-54  West  58th  Street,  south 
side,  195  feet  east  of  the  Avenue  of  the  Americas,  Block 
1273,  Lots  64  and  65,  Borough  of  Manhattan. 


645-7 3- A 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Thomas  Ripley,  owner. 


646- 7 3- A 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Thomas  Ripley,  owner. 

SUBJECT — Application  December  3,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #139045. 

PREMISES  AFFECTED— 66-43  and  66-45  Grand  Avenue, 
north  side,  83  feet  west  of  Queens  Midtown  Expressway, 
Block  2724,  Lot  58,  Maspeth,  Borough  of  Queens. 


647-73-A 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Corner  Distributors,  owner. 

SUBJECT— Application  December  3,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #32402. 

PREMISES  AFFECTED— 2901  White  Plains  Road,  north¬ 
west  corner  of  Arnow  Avenue,  Block  4542,  Lot  1,  Borough 
of  The  Bronx. 


648-73-A  ( 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Corner  Distributors,  owner. 

SUBJECT— Application  December  3,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #47184.  I 

PREMISES  AFFECTED— 2927  White  Plains  Road,  west 
side,  125  feet  north  of  Arnow  Avenue,  Block  4542,  Lot  20, 
Borough  of  The  Bronx. 


674-73-A 

APPLICANT— Leonard  F.  Rothkrug  for  Leda  Organiza¬ 
tion,  Incorporated,  owner  (Williamsbridge  Manor  Home 
for  Adults). 

SUBJECT— Application  December  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #130/73. 

PREMISES  AFFECTED— 799  Gun  Hill  Road,  northwest 
corner  of  Barnes  Avenue,  Block  4658,  Lot  21,  Borough  of 
The  Bronx. 


676-73-A 

APPLICANT— Leonard  F.  Rothkrug  for  Willow  Grove 
Realty  Corporation,  owner  (Willow  Grove  Health  Related 
Facility). 

SUBJECT— Application  December  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #91-73. 

PREMISES  AFFECTED— 1702/50  Avenue  R,  southeast 
corner  of  East  17th  Street,  Block  6921,  Lots  201  and  212, 
Borough  of  Brooklyn. 


25-74-A 

APPLICANT — Alphonse  J.  Calvanico  for  Robert  McNee, 
owner. 

SUBJECT — Application  January  16,  1974 — filed  pursuant 
to  Section  35  of  the  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 
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PREMISES  AFFECTED — 780  Richmond  Terrace,  south 
side,  25  feet  east  of  Clinton  Avenue,  Block  69,  Lot  104, 
Livingston,  Borough  of  Richmond. 


26-74-A 

APPLICANT — Alphonse  J.  Calvanico  for  Robert  McNee, 
owner. 

SUBJECT— Application  January  16,  1974 — filed  pursuant  to 
Section  35  of  the  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 782  Richmond  Terrace,  south¬ 
east  corner  of  Clinton  Avenue,  Block  69,  Lot  103,  Liv¬ 
ingston,  Borough  of  Richmond. 

JOSEPH  B.  KLEIN,  Chairman 


APRIL  2,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  April  2,  1974,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

385-73-BZ 

APPLICANT — Harry  A.  Kotcher  for  Sid-Mar  Realty, 
owner;  Twinny  Products,  lessee. 

SUBJECT — Application  June  21,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  ware¬ 
house  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 111-31  44th  Avenue,  north  side, 
225  feet  east  of  111th  Street,  Block  2016,  Lot  74,  Corona, 
Borough  of  Queens. 

683-29-BZ — Vol.  II 

APPLICANT — Lauria  and  Rowe  for  Vincent  and  Hazel 
Piampiano,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  July  24,  1971— decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Sections  7f  and  7i  of  the  Zoning  Resolution, 
permitting  in  a  retail  use  district,  the  reconstruction  and 
extension  in  area  of  existing  gasoline  service  station, 
lubritorium  and  auto  laundry,  also  the  additional  uses  of 
minor  auto  repairing  (hand  tools  only)  used  car  lot  and 
parking  of  motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 50-56  Sand  Lane,  southwest 
corner  of  Hylan  Boulevard,  Block  3266,  Lot  29,  Arrachar, 
Borough  of  Queens. 

569-43-BZ 

APPLICANT— Lama  and  Vassalotti  for  Louise  Prisco, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  April  21,  1974 _ 

decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  partly  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 520-522  Lefferts  Avenue,  south 
side,  254  feet  6  inches  west  of  Kingston  Avenue  and  571 

r  n  Nfy  York  Avenue>  Block  1332,  Lot  27,  Borough 
of  Brooklyn. 

585-42-BZ— Vol.  II 

APPLICANT— Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  owner. 


SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7c  and  7i  of  the  Zoning  Resolution,  permitting  in  a  business 
and  residence  district  and  in  a  Class  D  area  the  extension 
and  maintenance  of  gasoline  service  station,  lubritorium, 
office,  car  washing,  minor  auto  repairs,  parking  and  storage 
of  motor  vehicles. 

PREMISES  AFFECTED— 3975-3985  (official  3981)  Hylan 
Boulevard  and  289-299  Nelson  Avenue,  northeast  corner, 
Block  5158,  Lot  37,  Great  Kills,  Borough  of  Richmond. 


283-52-BZ 

APPLICANT — William  R.  H.  Mackay  for  Hillside  Queens 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  local  retail 
and  residence  use  district  on  a  plot  presetly  occupied  with 
a  gasoline  service  station,  stores  and  parking,  the  exten¬ 
sion.0/  the  present  parking  area  by  the  addition  of  an 
adjoining  lot  located  in  the  residence  portion  of  the 
premises  and  to  provide  an  additional  curb  cut. 

PREMISES  AFFECTED — 272-06  to  272-10  Union  Turn¬ 
pike,  southeast  corner  of  Langdale  Street,  Block  8675,  Lots 
55,  57,  59  and  61,  Bellerose,  Borough  of  Queens. 


951-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7c  and  7i  of  the  Zoning  Resolution,  permitting  in  a  business 
use  direct,  the  reconstruction  of  legally  existing  non- 
conforming  gasoline  service  station,  to  include  a  new  one 
story  service  station  building,  sales  office,  lubritorium,  minor 
motor  vehicle  repairs  and  new  gasoline  pump  island. 

PREMISES  AFFECTED — 1098  Richmond  Road,  a  south¬ 
west  corner  of  Targee  Street,  Block  3181,  Lot  1,  Concord, 
Borough  of  Richmond. 


822-59-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7a  of  the  Zoning  Resolution,  permitting  in  a  retail  use 
district,  the  reconstruction  of  the  existing  gasoline  service 
station. 

PREMISES  AFFECTED — 1774  Victory  Boulevard  and  590 
to  598  Manor  Road,  southwest  corner,  Block  709,  Lot  28, 
Castleton  Corners,  Borough  of  Richmond. 


585-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  William  Schia- 
vone,  owner. 

SUBJECT — Application  November  5,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R4  district,  the  enlargement  in 
area  of  an  existing  automobile  service  station  and  automo¬ 
bile  repair  shop. 

PREMISES  AFFECTED — 135-36  Centerville  Street,  north¬ 
west  corner  of  Hawtree  Street,  Block  11518,  Lot  192,  South 
Ozone  Park,  Borough  of  Queens.  Community  Board  #10. 
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610-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Cleto  Jordan  and 
Jeannette  Jordan,  his  wife,  owner. 

SUBJECT— Application  November  16,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  maintenance  of 
a  one  story  enlargement  to  a  one  family  dwelling  that  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 1938  65th  Street,  south  side,  300 
feet  west  of  19th  Avenue,  Block  5555,  Lot  18,  Borough  of 
Brooklyn.  Community  Board  #11. 


611-73-A 

APPLICANT— Leonard  F.  Rothkrug  for  Cleto  Jordan  and 
Jeanette  Jordan,  his  wife,  owners. 

SUBJECT— Application  November  16,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  extension  to 
frame  building  within  the  fire  limits. 

PREMISES  AFFECTED— 1938  65th  Street,  south  side,  300 
feet  west  of  19th  Avenue,  Block  5555,  Lot  18,  Borough  of 
Brooklyn. 


625-73-BZ 

APPLICANT — Albert  Melniker  for  Herbert  Smith,  Sr., 
owner. 

SUBJECT — Application  November  20,  1973 — decision  of 
the  Borough  Superintendent,  under  Sections  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C4-2  district, 
the  change  in  use  of  an  existing  one  story  building  pre¬ 
viously  before  the  Board  from  a  public  garage  to  a  furniture 
warehouse. 


PREMISES  AFFECTED— 95  Montgomery  Avenue,  east 
side,  470  feet  north  of  Victory  Boulevard,  Block  16,  Lot  25, 
Tomkinsville,  Borough  of  Richmond.  Community  Board 


21-74-BZ 

APPLICANT— McGee  &  Morsellino  for  Ciampa  Properties; 
Incorporated,  owner. 

SUBJECT— Application  January  15,  1974— decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  the  reduction  in 
the  required  accessory  parking  spaces  for  a  proposed  seven 
story  office  building. 

PREMISES  AFFECTED— 136-26  37th  Avenue,  south  side, 
60.35  feet  west  of  138th  Street,  Block  4978,  Lot  13,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #7. 


27-74-BZ 

APPLICANT — Charles  A.  Magrino  for  Cangiano  Pork 
Stores,  Incorporated,  owner. 

SUBJECT — Application  January  16,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  food  store  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED— 6502  to  6508  14th  Avenue,  south¬ 
west  corner  of  65th  Street,  Block  5754,  Lots  38  and  41, 
Borough  of  Brooklyn.  Community  Board  #10. 

JOSEPH  B.  KLEIN,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  26,  1974,  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta* 

Commissioner  Hornstein  and  Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Wednesday  morning  and  afternoon,  February  13,  1974,  were 
approved  as  printed  in  the  Bulletin  of  February  21,  1974, 
Vol.  59,  No.  8. 


93-38-BZ — Vol.  II 

APPLICANT — Otto  J.  and  Warren  A.  Sambach  for  Coastal 
Sales  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  17,  1973 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permittings  in  a  business  and  residence  use  district, 
the  erection  of  a  one  story  building  for  use  as  a  motor 
vehicle  repair  shop  for  front  wheel  alignment  and  brake 
adjustments,  this  work  will  require  the  use  of  portable 
electric  machines  in  addition  to  hand  tools. 

PREMISES  AFFECTED — 27-11  30th  Avenue,  north  side, 
50.39  feet  west  of  29th  Street,  Block  575,  Lot  23  (formerly 
Lot  21),  Long  Island  City,  Borough  of  Queens. 

APPEARAN  CES — 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  term  o£ 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  17,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  26,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ioco  re°t>en  and  amend  the  resolution  adopted  on  June  17, 
1958,  only  as  to  the  term  of  variance,  so  that  as  amended 
:his  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  2089-57) 


535-49-BZ— Vol.  II 


APPLICANT — Leonard  F.  Rothkrug  for  Adams  Iron 
Works,  Incorporated,  owner. 


SUBJECT  Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  3,  1974 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso- 
ution,  permitting  in  a  residence  use  district,  a  change  in 
occupancy  from  storage  of  fruit  and  truck  garage,  previ¬ 
ously  granted  by  the  Board,  to  ornamental  iron  works  fac¬ 
tory  with  accessory  welding  and  garage  for  two  trucks  in 
the  open  yard. 

REMISES  AFFECTED — 78  Butler  Street,  south  side,  150 

Brooklyn  °f  SmitH  StreCt’  BI°Ck  409,  Lot  14,  BorouSh  of 


APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 


ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .’  4 
N  egative :  . ’  ’  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  3,  1959,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  26,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  3 
1959,  as  amended  through  June  3,  1969,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“ granted  for  a  term  of  five  years  from  March  3,  1974,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  4130-57) 

454-68-BZ 

APPLICANT— Charles  F.  Zweifel  and  Company,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  30, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C5-3  district,  the  erection  of  a 
two  story  enlargement  to  an  existing  two  story  commercial 
building  that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 148  East  40th  Street,  south 
side,  158  feet  west  of  Third  Avenue,  Block  895,  Lot  60, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  F.  Zweifel. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  1,  1968,  on  certain  conditions ;  and 
Whereas,  the  resolution  was  amended  on  November  16. 
1971 ;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  January  30,  1973 ;  and 
Whereas, _  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
1,  1968,  as  amended  through  January  30,  1973,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (Alt. 
916-68) 


236-72-BZ 

APPLICANT — Vito  J.  Tricarico  for  Giro  Macheroni, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  March  27,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
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granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  enlargement 
in  area  of  the  first  floor  and  the  erection  of  a  second  floor 
to  an  existing  catering  establishment. 

PREMISES  AFFECTED— 5614  Flatlands  Avenue  and  930 
East  57th  Street,  southwest  corner,  Block  7782,  Left  25, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Vito  J.  Tricarico. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  27,  1973,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  27, 
1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (Alt. 
288-72) 


403-72-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Second  City  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  January  23, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-62  of  the  Zoning 
Resolution,  permitting  in  an  R6  district,  the  conversion  of 
doctors  offices  in  the  cellar  apartments  that  increase  the 
degree  of  non-compliance  in  lot  area  per  room. 
PREMISES  AFFECTED— 148-45  89th  Avenue,  northwest 
corner  of  150th  Street,  Block  9693,  Lot  42,  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  23,  1973,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
23,  1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (Alt. 
674-71) 


205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 


— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
five  story  health  related  facility  that  exceeds  the  permitted 
floor  area  ratio  and  lot  coverage,  encroaches  on  the  required 
front  and  side  yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn.  i 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  April  9,  1974,  at  10 
A.M.,  Special  Order  Calendar,  at  the  request  of  the  appli¬ 
cant. 


341-72-A 

APPLICANT — Salamon  and  Salamon  for  Wallace  and 
Wallace  Fuel  Oil  Company,  owners. 

SUBJECT — Application  for  consideration— reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the  Fire 
Commissioner  re-  Fuel  Oil  Transportation  trucks;  previ-  } 
ously  granted  on  condition. 

ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at  10 
A.M.,  Special  Order  Calendar,  at  the  request  of  the  appli¬ 
cant. 


691-72-BZ 

APPLICANT — Morton  S.  Cahn  for  Edythe  Butler,  Clara 
Haddad,  Margaret  Jaher,  owner;  P.  J.  Dillon  Incorporated, 
lessee. 

SUBJECT — Application  November  2,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  0-2  district,  in  an  existing 
two  story  building  occupied  with  retail  stores,  the  addi¬ 
tion  to  the  use  of  the  portion  occupied  as  a  restaurant  to 
include  cabaret. 

PREMISES  AFFECTED— 60-02  to  60-04  Roosevelt  Ave-  f 
nue,  southeast  corner  of  60th  Street,  Block  1293,  Lot  7, 
Woodside,  Borough  of  Queens.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  12,  1974,  at  j 
10  A.M.,  for  decision,  hearing  closed;  applicant  to  submit 
additional  information. 


541-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Ben  Dyk  Asso¬ 
ciates,  Incorporated,  owner. 

SUBJECT — Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  six  story  multiple  dwelling  that  encroaches  on  the 
required  side  setback. 

PREMISES  AFFECTED — 490  Clove  Road,  west  side, 
233.24  feet  south  of  Delafield  Avenue,  Block  230,  Lot  54, 
Port  Richmond,  Borough  of  Richmond.  Community  Board 
#1. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Charles  H.  Burger,  Victor  J.  Kramitz, 
Jr.,  Michael  and  Christine  King,  Kathleen  and  John 
Grogan,  Dominic  De  Luca,  Florence  N.  Kramitz,  Connie 
and  Rocoo  Conti  and  many  others. 

For  Administration:  Joseph  A.  Sherry,  Office  of  Staten 
Island  Development. 
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AC  TION  OF  BOARD — Laid  over  to  March  26,  1974,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  additional 
information. 


550-73-BZ 

APPLICANT — Kenneth  H.  Koons  for  Arthur  and  Martin 
Greenberg,  owner. 

SUBJECT — Application  October  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-4  and  R6  district  the 
construction  and  maintenance  of  an  accessory  and  public 
parking  lot. 

PREMISES  AFhECTED — 363  East  138th  Street,  north 
side,  222.5  feet  west  of  Willis  Avenue,  Block  2301,  Lot  15, 
Borough  of  The  Bronx.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Kenneth  H.  Koons. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  12,  1974,  at  10 
A.M.,  for  decision,  hearing  closed;  applicant  to  submit 
additional  information. 


506-73-BZ 

•APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Rose  Associates,  owner. 

SUBJECT — Application  November  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  16  story  mixed 
building  for  an  accessory  swimming  pool  and  related 
facilities  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio. 

’REMISES  AFFECTED — 240  East  76th  Street  and  1441 
to  1455  Second  Avenue,  southwest  corner,  Block  1430,  Lot 
21,  Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  12,  1974,  at  10 
A.M.,  at  the  request  of  the  Community  Planning  Board. 

94-73-BZ 

APPLICANT — Joseph  C.  Schmitt  for  Board  of  Education, 
Office  of  School  Buildings,  owner. 

’UBJECT — Application  December  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-19  of 
the  Zoning  Resolution,  to  permit  in  an  Ml-2  district,  the 
erection  of  a  three  story  intermediate  school  that  will  en¬ 
croach  on  the  required  rear  yard  on  the  interior  portion  of 
the  site. 

’REMISES  AFFECTED — 30  West  1 70th  Street,  southwest 
corner  of  Inwood  Avenue,  Block  2864,  Lot  43,  Borough  of 
The  Bronx.  Community  Board  #4. 

.PPEARAN  CES — 

For  Applicant:  Joseph  C.  Schmitt. 

For  Opposition:  Michael  R.  Potack. 

CTION  OF  BOARD — Laid  over  to  March  12,  1974,  at 
10  A.M.,  for  continued  hearing. 

31-73-BZ 

PPLICANT — McGee  and  Morsellino  for  Monika  BischofF, 
owner. 

UBJECT — Application  February  15,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  enlarge¬ 
ment  in  area  of  the  attic  of  a  one  family  dwelling  that 
increases  the  degree  of  non-compliance  within  the  side 
yard. 


PREMISES  AFFECTED — 139-12  86th  Road,  south  side, 
10226  feet  east  of  139th  Street,  Block  9708,  Lot  11, 
Jamaica,  Borough  of  Queens.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Commissioner  Hornstein 


and  Commissioner  Carroll  .  3 

Not  Voting:  Vice  Chairman  Agusta  .  1 

Negative :  . 0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
December  18,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  22,  1974;  then  to  February  13, 
1974;  then  to  February  26,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  24,  1973,  acting  on  Alt.  Applic.  409/1973! 
reads : 

“2.  The  dormer  increases  the  degree  of  non- 
compliance  as  to  side  yards  required  by  Sect.  23-461 
Z.R.,  therefore  contrary  to  Sect.  54-31  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district,  the  enlargement  in  area  of  the  attic  of  a  one  family 
dwelling  that  increases  the  degree  of  non-compliance  within 
the  side  yard,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked  Re¬ 
ceived  February  IS,  1973”,  13  sheets;  and  that  all  laws,  rules 
and  regulations  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


571-73-A 

APPLICANT — McGee  &  Morsellino  for  Monika  BischofF, 
owner. 

SUBJECT — Application  October  26,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  living  rooms 
with  contrary  headroom. 

PREMISES  AFFECTED — 139-12  86th  Road,  south  side, 
102.26  feet  east  of  139th  Street,  Block  9708,  Lot  11, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Commissioner  Hornstein 


and  Commissioner  Carroll .  3 

Not  Voting :  Vice  Chairman  Agusta  .  1 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  24,  1973,  on  Alt.  Applic.  409/73,  reads: 
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“1.  The  creation  of  living  rooms  with  less  than 
8'-0"  headroom  is  contrary  to  C26-261.0  (2B).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  24,  1973,  acting  on  Alt.  Applic.  409/73,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building  shall 
substantially  conform  to  the  resolution  adopted  this  date 
under  Calendar  Number  101-73-BZ ;  and  that  all  other  laws, 
rules  and  regulations  be  complied  with. 


189-73-BZ 

APPLICANT— -McGee  &  Morsellino  for  Flushing  Federal 
Savings  &  Loan  Association. 

SUBJECT— Application  March  29,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the.  erection 
of  a  six  story  and  cellar  enlargement  to  an  existing  bank 
and  office  building  that  will  exceed  the  permitted  floor 
area  ratio,  penetrate  the  sky  exposure  plane  and  have  less 
than  the  required  accessory  parking. 

PREMISES  AFFECTED— 136-21  Roosevelt  Avenue,  north 
side,  175  feet  east  of  Main  Street,  Block  4980,  Lot  11, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Emanuel  Weintraub. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
September  18,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  23,  1973;  then  to  November 
20,  1973 ;  then  to  December  18,  1973 ;  then  to  January  29, 
1974;  then  to  February  13,  1974;  then  to  February  26,  1974; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1973,  acting  on  Alt.  Applic.  98/1973,  reads : 

“1.  Proposed  F.A.R.  is  contrary  to  Sec.  33-123  Z.R. 

2.  Proposed  building  penetrates  the  sky  exposure 
plane  and  is  contrary  to  Sec.  33-432  Z.R. 

3.  Proposed  parking  is  contrary  to  Sec.  36-21  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C4-2  district,  the  erection  of  a  6-story  and  cellar  enlarge¬ 
ment  to  an  existing  bank  and  office  building  that  will  exceed 
the  permitted  floor  area  ratio,  penetrate  the  sky  exposure 
plane  and  have  less  than  the  required  accessory  parking,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 


ings  filed  with  this  application  marked  “Received  March  29, 
1973”,  one  sheet,  “January  25,  1974”,  10  sheets,  “February 
8,  1974”,  3  sheets,  and  “February  20,  1974”,  one  sheet;  on 
further  condition  that  a  total  of  46  accessory  parking  spaces 
be  provided,  and  that  those  spaces  be  provided  offsite  at 
Block  4973,  Lot  37  be  by  attendant  parking ;  on  further  con¬ 
dition  that  no  permit  for  construction  of  the  premises  shall 
be  issued  until  the  applicant  files  a  deed  with  the  Board 
showing  ownership  of  Block  4973,  Lot  7  in  the  Flushing 
Federal  Savings  and  Loan  Association;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


377-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Samuel  Hofstein, 
owner. 

SUBJECT — Application  June  19,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement  office  building  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED— 43-14  Little  Neck  Parkway, 
west  side,  324.53  feet  north  of  Northern  Boulevard,  Block 
8129,  Lot  44,  Little  Neck,  Borough  of  Queens.  Community 
Board  #11. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Jesse  Gruber,  Frank  Beaha  and  Paul  ! 
Dobnack. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  . . 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on  ] 
December  4,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  15,  1974;  then  to  February  5, 
1974;  then  to  February  26,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1973,  acting  on  N.B.  Applic.  437/1973,  reads: 
“1.  Proposed  commercial  use,  Use  Group  6  in  an 
R3-2  district  is  contrary  to  Sec.  22-00  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and  i 

Whereas,  the  Board  has  determined  that  the  evidence  in  1 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  for  - 
a  term  of  15  years  in  an  R3-2  district,  the  erection  of  a  2p2  I 
story  and  basement  office  building  with  accessory  parking 
in  the  open  area,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  February  4,  1974”,  5  sheets,  and  “February  25,  1974”, 
one  sheet ;  on  further  condition  that  the  hours  of  operation 
be  limited  to  from  8  A.M.  to  8  P.M. ;  that  an  interwoven  red¬ 
wood  fence  be  installed  abutting  residence  use  lots;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 
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508-73-BZ 

APPLICANT — Wuest  &  Bailey  for  Vincent  Gaudiello, 
owner;  Thomas  Hoyt,  lessee. 

SUBJECT — Application  September  12,  1973 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  con¬ 
version  of  a  one  family  dwelling  to  a  two  family  dwelling 
that  creates  non-compliance  in  floor  area  ratio,  open  space 
ratio,  lot  area  per  room,  accessory  parking,  and  parking 
in  the  front  yard. 

PREMISES  AFhECTED — 214-36  40th  Avenue,  south  side, 
80  feet  east  of  214th  Place,  Block  6289,  Lot  5,  Bayside, 
Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant :  Ralph  Wuest. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  bebruary  13,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  26,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  11,  1973,  acting  on  Alt.  Applic.  332/1973, 
reads : 

“1.  Proposed  extension  makes  the  O.S.R.  and 
F.A.R.  contrary  to  Sec.  23-141  Z.R. 

2.  The  removal  of  the  required  parking  space  from 
first  floor  is  contrary  to  Sec.  25-22  Z.R. 

3.  Proposed  parking  in  front  yard  is  contrary  to 
Sec.  23-44  of  Z.R. 

4.  The  required  lot  area  per  room  is  contrary  to 
Sec.  23-222  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 
,cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  arid  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  conversion  of  a  one-family  dwelling  to 
a  two-family  dwelling  that  creates  non-compliance  in  floor 
area .  ratio,  open  space  ratio,  lot  area  per  room,  accessory 
■parking  and  parking  in  the  front  yard,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received  September  12,  1973”,  4  sheets; 
on  further  condition  that  the  structure  be  owner-occupied ; 

a11  laws’  rules  and  relations  applicable  be  com- 
ahed  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 

524-73-BZ  ~ 

\PPLICANT — McGee  &  Morsellino  for  Dodar  Realty  Cor- 
Poratlon,  owner ;  Jascal  Realty  Corporation,  lessee. 
SUBJECT— Application  September  26,  1973— decision  of  the 
norough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  office  building  with  accessory  parking  in  the 
open  area. 


PREMISES  AFFECTED— 1575  Gun  Hill  Road,  northwest 
corner  of  Kingsland  Avenue,  Block  4786,  Lot  26,  Borough 
of  The  Bronx.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Gustav  Grehl. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 


Affirmative:  Vice  Chairman  Agusta,  Commissioner 

Hornstein  and  Commissioner  Carroll . 

Negative:  Chairman  Klein  . 


3 

1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  11,  1973,  after  due  notice  by  publication  in  the 
llulletin ;  laid  over  to  January  22,  1974;  then  to  February  13, 
1974;  then  to  February  26,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  4,  1973,  acting  on  N.B.  Applic.  239/1973 
reads : 

“6.  Proposed  construction  of  an  office  building  U.  G. 
6  located  in  a  R-4  district  is  contrary  to  Section  22-10 
of  Z.  R. 

7.  Since  there  are  no  applicable  bulk,  parking  on 
leading  regulations  for  the  proposed  use  in  a  R-4  district 
this  application  is  referred  to  the  Board  of  Standards  and 
Appeals  for  its  determination.” 
and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 
jaIL^  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and.  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  for 
a  term  of  10  years  in  an  R4  district,  the  erection  of  a  one- 
story  office  building  with  accessory  parking  in  the  open 
area,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked  “Received 
September  26,  1973”,  6  sheets;  on  further  condition  that  the 
hours  of  operation  be  limited  to  8:30  A.M.  to  6  P.M. ; 
that  100  percent,  screening  be  installed  on  the  west  lot  line! 
in  accordance  with  Section  25-66  of  the  Zoning  Resolution ; 
on  further  condition  that  should  the  premises  not  be  occu¬ 
pied  by  the  Social  Security  Administration  this  variance  shall 
lapse ;.  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


619-73-BZ 

APPLICANT— Norman  Delman  for  Luna  Equities,  Incor¬ 
porated,  owner ;  Hanto  Development  Corporation,  lessee. 

SUBJECT— Application  November  20,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
one  story  eating  and  drinking  establishment  with  accessory 
signs  and  accessory  parking  in  the  open  area  with  entrances 
within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED — 2940  Cropsey  Avenue,  north¬ 
west  corner  of  Bay  53rd  Street,  Block  6949,  Lot  37,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #13. 

APPEARANCES— 

For  Applicant :  Norman  Delman. 

For  Opposition:  None. 


•» 


171 


MINUTES 


RECOMMENDATION  OF  THE  COMMUNITY 

BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  22,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  13,  1974;  then  to  February 
26,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  7,  1973,  acting  on  N.B.  Applic.  293/1973, 
reads : 

“1.  Proposed  eating  and  drinking  establishment  with 
restrictions  on  entertainment  U.G.  6  is  contrary  to  Sect. 
22-00  of  the  Zoning  Resolution  where  located  in  an  R-4 
use  district. 

2.  Proposed  sign  is  contrary  to  Sect.  22-00  of  the  use 
zoning  resolution  (business  sign). 

3.  Proposed  curb  cuts  located  within  50'-0"  of  an 
intersection  is  contrary  to  Sect.  25-63  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the-  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  for 
a  term  of  10  years  in  an  R4  district,  the  erection  of  a  one-story 
eating  and  drinking  establishment  with  accessory  signs  and 
accessory  parking  in  the  open  area,  with  entrances  within  50 
feet  of  intersecting  streets,  on  condition  that  all  work  shall 
substantially  conform  to  drawing  filed  with  this  application 
marked  “Received  November  2,  1973”,  6  sheets,  and  “Febru¬ 
ary  22,  1974”,  one  sheet ;  on  further  condition  that  the  hours 
of  operation  be  limited  to  from  10 :30  A.M.  to  Midnight ;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 

Adjourned:  11:55  A.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  26,  1974,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein  and  Commissioner  Carroll. 


533-73-SA 

APPLICANT — T.  F.  McCarthy  for  Standard  Electric  Time 
Corporation,  owner. 

APPEARANCES— 

For  Applicant :  T.  F.  McCarthy. 

ACTION  OF  BOARD — Appliance  approved,  in  accordance 
with  the  report  and  recommendation  of  the  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 


Hornstein  and  Commissioner  Carroll .  3 

N egative :  . 0 

Absent:  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
533-73-SA— Standard  Electric  Time  Corporation,  Spring- 
field,  Massachusetts,  filed  for  approval  of  a  Class  E  Interior 
Fire  Alarm  and  Communication  System  under  the  provisions 
of  Article  17  and  RS  17  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Class  E  interior  fire  alarm  system. 
DESCRIPTION :  The  equipment  is  modular  and  com¬ 
ponents  and  circuitry  are  solid  state.  Components  of  the 
Class  E  system  are  as  follows : 


SIGNAL  MODULES 

212- 988  Phone  and  Audio  Select  Module  (Left 

Hand) 

213- 989  Phone  and  Audio  Select  Module  (Right 

Hand) 

INITIATING  (STATION)  MODULES 


SFA-2-1 

SFA-2-2 

SFA-2-4 

S  FA-2-6 
SFA-2-1 1 

SFA-2-12 

SFA-2-13 

SFA-2-14 

SFA-2-18 


SFA-2-19 


2  Circuit  Module  With  Remote  Annunciation 
2  Circuit  Module — No  Remote  Annunciation 

1  Circuit  Module — Coded  System  with 
Lock-In  Annunciation 

2  Circuit  Pre-Signal/General  Alarm  Module 
2  Circuit  Pyrotronics  Control  Module  With 

Remote  Annunciation 

2  Circuit  Pyrotronics  Control  Module — No 
Remote  Annunciation 
2  Circuit  Class  A  Module  With  Remote 
Annunciation 

2  Circuit  Class  A  Module — No  Remote 
Annunciation 

2  Circuit  Pyrotronics  Control  Module — No 
Remote  Annunciation,  with  Fan  Shut- 
Down  Contacts 
Spare 


POWER  SUPPLY  MODULES 
SFA-3-1  System  Power  Supply  Module 

SFA-3-6  Battery  Charger — All  Features 

SFA-3-9  Battery  Charger — Basic 

SFA-3-10  Double  Supervisory  Module  (207202-2C) 

SFA-3-1 1  Pyrotronics  Smoke  Detector  Power  Supply 

Module 

SFA-3-12  Spare 

212-990  Trouble  and  Lamp  Test 

212-991  Power  Supply 

AUXILIARY  MODULES 
SFA-4-3  Remote  Station  Trip  Module 

SFA-4-4  Spare 

FUNCTION  MODULES 
SFA-5-1 
SFA-5-2 
SFA-5-3 
SFA-5-4 
SFA-5-5 
SFA-S-6 
SFA-5-7 

SFA-5-8 

SFA-5-10 
SFA-5U2 
SFA-5-13 
SFA-5-14 


3-10  Minute  Time  Cutout  Module  (opens) 
March  Time  Module 
Master  Code  Module 
Dual  Rate  Module 

0-3  Minute  Time  Delay  Module  (Closes) 
PNIS  Code  Transmitter  Module 
PNIS  Code  Transmitter  With  Printer  Inter- 
£  elec 

PNIS  Code  Transmitter  With  Punch  Re¬ 
corder  Interface 

PNIS  Code  Transmitter  Extender 
Punch  Recorder  Connect  Module 
Printer  Connect  Module 
Spare 

INTER-CONNECT  PROGRAM  MODULES 
SFA-6-1  3  PDT  Supplementary  Control  Module 

SFA-6-4  12  Point  Terminal  Strip  Module 

SFA-6-5  Supervisory  Meter  Module 
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SFA-701  Program  Module 

SFA-7Q2  Program  Module 

SFA-703  Program  Module 

CONTROL  PANEL  CABINETS 
SBX-1-30  6  Position  Box  (Red  Finish) 

SBX-1-31  12  Position  Box  (Red) 

SBX-1-32  24  Position  Box  (Red) 

SBX-1-33  36  Position  Box  (Red) 

STR-1  -23  6  Position  Trim  (Red) 

STR-1-24  12  Position  Trim  (Red) 

STR-1 -25  24  Position  Trim  (Red) 

STR-1-26  36  Position  Trim  (Red) 

SBX-1-16  Non-Code  Station  Surface  Adapter 

STR-1-27  Semi-Flush  Collar  (Red) 

STR-1 -28  Semi-Flush  Collar  (Red) 

STR-1 -29  Semi-Flush  Collar  (Red) 

STR-1-30  Semi-Flush  Collar  (Red) 

GONGS 

SAU-3-16  4"  24  VDC  (Wheelock) 

SAU-3-17  4"  120  VAC  (Wheelock) 

SAU-3-19  6"  Vibrating  120  V,  Polarized  (Wheelock) 

SAU-3-20  6"  Vibrating  120  V,  Polarized  w/EOL 

(Wheelock) 

SAU-3-21  10"  Vibrating  120  Vibrating  120  V,  Polarized 

(Wheelock) 

SAU-3-22  10"  Vibrating  <120  V,  Polarized  w/EOL 

(Wheelock) 

S MU-5-3  10"  Guard  (Wheelock) 

MANUAL  STATIONS 
200177  Non-Code,  Single  Action 

200179  Non-Code,  Single  Action  with  Annunciation 

Contact 

200178  Non-Code,  Single  Action  General  Alarm — 

Pre-Signal 

THERMAL  DETECTORS 

SMU-7-2  Rate  of  Rise  With  136°  Fixed  (Fire 
Devices) 

SMU-7-3  Rate  of  Rise  With  190°  Fixed  (Fire 
Devices) 

SMU-7-4  Fixed  Temperature,  1  Circuit,  135°  (Fire 
Devices  ) 

SMU-7-5  Fixed  Temperature,  1  Circuit,  200°  (Fire 
Devices) 

SMU-7-6  Fixed  Temperature,  2  Circuit,  135°  (Fire 
Devices  ) 

SMU-7-7  Fixed  Temperature,  2  Circuit,  200°  (Fire 
Devices) 

SMU-7-8  Rate  of  Rise  With  136°  Fixed,  Explosion 
Proof  (Fire  Devices) 

SMU-7-9  Rate  of  Rise  With  190°  Fixed,  Explosion 
Proof  (Fire  Devices) 

SMU-7-17  Rate  of  Rise  With  136°  Fixed  (Pyrotronics) 

SMU-7-18  Rate  of  Rise  With  190°  Fixed  (Pyrotronics) 

SMU-7-19  Fixed  Temperature  135°  (Pyrotronics) 

SMU-7-20  Fixed  Temperature  200°  (Pyrotronics) 

SMU-7-21  Rate  of  Rise  With  136°  Fixed  Temperature 
(Pyrotronics) 

SMU-7-22  Rate  of  Rise  With  190°  Fixed  Temperature 
(Pyrotronics) 

SMU-7-23  Fixed  Temperature  135°  (Pyrotronics) 

SMU-7-24  Fixed  Temperature  200°  (Pyrotronics) 

SMOKE  DETECTORS  (LIGHT  REFRACTION  TYPE) 
SMU-7-14  Duct  Detector  120  VAC  (Electro-Signal 
(003-036)  Lab) 

SMU-7-12 

( 003-037 )_  Duct  Detector  24  VDC  (Electro- Signal  Lab) 

SMU-7-15  Remote  Test  Station  For  Duct  Detector 

(003-038)_  (Electro-Signal  Lab) 

SMU-7-25  Ceiling  Detector  With  135°  Fixed  Tempera- 

(004-760)  ture  Thermal  (Pyrotector) 

Ceiling  Detector  With  135°  Fixed  Tempera- 
(004-762)  ture  Thermal  (Pyrotector) 

SMU-9-9001  Smoke  Chek  III  (FM-1640)  (Rixson-Fire- 

mark) 


SMU-9-9002  Companion  to  SMU-9-9001  (FM-940)  (Rix- 
son-Firemark) 

S MU-9-9003  Smoke  Chek  III  (FM-1641)  (Rixson-Fire- 

mark) 

S MU-9-9004  Companion  to  9-9003  (Rixson-Firemark) 

SMU-9-9005  Smoke  Chek  III  (FM-1646)  (Rixson-Fire¬ 
mark) 

SMU-9-9006  Companion  to  9-9005  (Rixson-Firemark) 
SMU-9-9007  Smoke  Chek  III  (FM-1644)  (Rixson-Fire¬ 
mark) 

SMU-9-9008  Companion  to  9-9007  (Rixson-Firemark) 

S MU-9-9009  Smoke  Chek  III  (FM-1645)  (Rixson-Fire¬ 
mark) 

SMU-9-9010  Companion  to  9-9009  (Rixson-Firemark) 

SMOKE  DETECTORS  (IONIZATION  TYPE)  LOW 
VOLTAGE 

SMU-20-1  Surface  Mounted  Ceiling  Type,  Self  Con¬ 
tained  (Pyrotronics) 

SMU-20-2  Flush  Mounted  Ceiling  Type,  Self  Contained 
(Pyrotronics) 

SMU-20-3  Surface  Mounted  Ceiling  Type  (Pyrotronics) 
S MU-20-4  blush  Mounted  Ceiling  Type  (Pyrotronics) 

SMU-20-10  Remote  Alarm  Lamp  (RL-3)  Low  Voltage 

(Pyrotronics) 

SMU-20-12  Duct  Detector  w/2  Foot  Sampling  Tubes 
(Pyrotronics) 

SMU-20-13  Duct  Detector  w/3j4  Foot  Sampling  Tubes 
(Pyrotronics) 

SMU-20-14  Duct  Detector  w/6^2  Foot  Sampling  Tubes 
(Pyrotronics) 

SMU-20-15  Duct  Detector  w/10  Foot  Sampling  Tubes 
(Pyrotronics) 

SMU-20-1 7  Surface  Flame  Detector  (Pyrotronics) 

SMU-20-18  Flush  Flame  Detector  (Pyrotronics) 

SMU-20-20  Flush  Photoelectric  Smoke  Detector  (Pyro¬ 

tronics) 

STANDBY  POWER— BATTERY 

SFA-14-1  Nickel  Cadmium  24V,  5  Amp.  Hr./lO  Hr. 
Rate 

SFA-14-2  Nickel  Cadmium  24V,  11  Amp.  Hr./lO  Hr. 
Rate 

SFA-14-3  Nickel  Cadmium  24V,  16  Amp.  Hr./lO  Hr. 
Rate 

SFA-14-4  Nickel  Cadmium  24V,  24  Amp.  Hr./lOHr. 
Rate 

SFA-14-5  Nickel  Cadmium  24V,  33  Amp.  Hr./lO  Hr. 
Rate 

SFA-14-6  Nickel  Cadmium  24V,  44  Amp.  Hr./lO  Hr. 
Rate 

SFA-14-7  Nickel  Cadmium  24V,  55  Amp.  Hr./lO  Hr. 
Rate 

SFA-14-8  Lead  Acid,  24V,  8  Amp.  Hr. 

SFA-14-9  Lead  Acid,  24V,  16  Amp.  Hr. 

SFA-14-10  Lead  Acid,  24V,  24  Amp.  Hr. 

SBX-1-20  Surface  Battery  Cabinet  for  Nickel  Cadmium 
Cells 

SBX-1-21  Surface  Battery  Cabinet  for  Nickel  Cadmium 
Cells 

SBX-1-22  Surface  Battery  Cabinet  for  Lead  Acid  Cells 

SBX-1-27  Surface  Battery  Cabinet  for  Lead  Acid  Cells 

HORNS 

SAU-4-1  Horn  Mechanism  6  VAC  Series  (Wheelock) 

SAU-4-2  Horn  Mechanism  12  VAC  Series 
(Wheelock) 

SAU-4-3  Horn  Mechanism  120  VAC  Polarized 
(Wheelock) 

SAU-4-4  Horn  Mechanism  120  VAC  Polarized 
w/EOL  (Wheelock) 

SAU-4-5  Horn  Mechanism  24  VDC  Polarized 
(Wheelock) 

SAU-4-6  Horn  Mechanism  24  VDC  Polarized 
w/EOL  (Wheelock) 

SAU-4-7  Horn  Mechanism  24  VDC  Polarized 
w/Shunt  Resistor  (Wheelock) 
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SMU-9-5 

SMU-9-1 

SMU-9-6 

SMU-9-2 

SMU-9-7 

SMU-9-3 

SMU-9-8 

SMU-9-4 


ANNUNCIATORS 

SAN-1-1  1  Lamp  Bullseye  120  VAC 

SAN-1-4  4  Lamp  Bullseye  120  VAC 

SAN-1-8  8  Lamp  Bullseye  120  VAC 

SAN-1-12  12  Lamp  Bullseye  120  VAC 

SAN-101  Compact,  11  Lamp  With  Trouble  Buzzer  and 

Switch  24  VDC 

SAN-102  Compact,  12  Lamp  24  VDC 
SAN-201  Compact,  50  Lamp  with  Trouble  Signal 
SAN-202  Compact,  100  Lamp  with  Trouble  Signal 

SAN-203  Compact,  150  Lamp  with  Trouble  Signal 

SAN-204  Compact,  200  Lamp  with  Trouble  Signal 

SAN-205  Compact,  50  Lamp  No  Signal 

SAN-206  Compact,  100  Lamp  No  Signal 

SAN -207  Compact,  150  Lamp  No  Signal 

SAN-208  Compact,  200  Lamp  No  Signal 

DOOR  RELEASE  EQUIPMENT  (MAGNETIC  TYPE) 
Floor  Mounted  Single  Door  24  VAC 
(Firemark) 

Floor  Mounted  Single  Door  120  VAC 
(Firemark) 

Floor  Mounted  Double  Door  24  VAC 
(Firemark) 

Floor  Mounted  Double  Door  120  VAC 
(Firemark) 

Wall  Mounted,  Surface  24  VAC  (Firemark) 
Wall  Mounted,  Surface  120  VAC 
(Firemark) 

Wall  Mounted  Concealed  Conduit — 24  V AC 
(Firemark) 

Wall  Mounted  Concealed  Conduit — 120  VAC 
(Firemark) 

Folger-Adams  Mechanically  Latched,  Elec¬ 
trically  Released  Door  Strike  Fail  Safe  for 
Stair  Re-entry. 

MULTIPLEX  CONTROL 

Set/7400  Central  Control  Console  Consisting  of  Various 
Quantities  of  the  Following  Modules 
SP4-112  Pulse  Generator — Situation  1 

SP4-115  Annunciator  Driver 

SP4-116  Annunciator  Interface 

SP4-117  Memory  and  Sequencer 

SP4-118  Clock  Control 

SP4-119  Printer  Control 

SP4-120  Annunciator  Control 

SP4-122  Receiver  Interface  and  Counter 

SP4-123  Printer  Buffer 

SP4-124  Receiver 

SP4-129  Supplementary  Driver 

SP4-130  Supplementary  Driver 

SP4-131  Pulse  Generator,  Situation  3 

SP4-132  Power  Supply 

SP4-133  Power  Supply 

SP4-137  Pulse  Generator,  Situation  2 

SP4-155  Auxiliary  Print  Input 

SP4-156  Auxiliary  Sequencer 

CAB-3  Vertical  Cabinet 

SP4-114  Zone  Transmitter 

SP4-106  Area  Panel  With  Standby  Battery 

SP4-106A  Area  Panel  Less  Battery 

AMPLIFIERS  AND  SUPERVISORY  MODULES 
MT  125  125  Watt  Booster  Amp  (Bogen) 

MTB  250  350  Watt  Booster  Amp  (Bogen) 

212-992  Sound  Control  Module 

212-993  Amplifier  Supervisory  Module 

212- 994  Alternative  Board  of  Standards  and  Appeals 

Approved  Amplifier  by  Others 

WARDEN  STATION 

213- 060  Warden  Station 

MICROPHONE  MODULE 
212-995  Microphone  Module 

TELEPHONE  MODULES 

212-994  Telephone  Buss  Supervision 

212-996  Command  Station  Telephone  Module 


SPEAKERS 

213-061  Speaker  and  Baffle 

Cable — Fire  Alarm— Hi  Temperature  Teflon  Docket  (Hi 
Temp.  Wires  Inc.)  ITT  Supemant,  Any  Other  Board  of 
Standards  and  Appeals  Approved  Cable. 

INSPECTION  AND  TEST:  The  system  has  been  recom¬ 
mended  for  approval  by  the  Division  of  Fire  Prevention. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Class  E  Interior  Fire  Alarm  and 
Communication  System  with  the  components  listed  above 
under  the  provisions  of  Article  17  and  RS  17  of  the  Building 
Code  of  the  City  of  New  York  on  the  following  conditions: 

1.  Control  panels  other  than  a  fire  command  console 
shall  be  painted  red  and  lettered  with  1"  high  white 
letters  or  a  substantial  portion  of  the  door  trim  shall 
be  red  with  1"  high  white  lettering. 

2.  The  test  switch  in  floor  warden  stations  may  be 
eliminated  if  a  continuous  interrogation  of  all  circuitry 
is  provided  for  trouble. 

3.  The  operation  of  the  floor  warden  station  shall  be 
“hands  free”  in  the  sense  that  no  switches  shall  be  re¬ 
quired  to  be  positioned ;  and  the  handset  is  to  be  po¬ 
sitioned  on  a  dead  hook  cup  or  present  cup  switch 
shall  be  shunted  out  of  operation. 

4.  Components  intended  for  Class  E  or  modified  E 
systems  shall  be  designated  as  such  with  an  “E”  suffix 
or  prefix. 

5.  Amplifiers,  speakers,  and  smoke  detection  de¬ 
vices  which  are  used  with  the  system  and  were  previously 
approved  by  the  Board  shall  be  labeled  with  their  original 
Calendar  Numbers.  All  components  used  with  the 
system  shall  be  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  533-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


534-73-SA 

APPLICANT — T.  F.  McCarthy  for  Standard  Electric  Time 
Corporation,  owner. 

SUBJECT — Application  October  4,  1973 — Interior  Fire 
Alarm  Fan  Shut  Down,  Smoke  Detection  and  Sprinkler, 
various  Modules. 

APPEARANCES— 

For  Applicant:  T.  F.  McCarthy. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  the  Committee  on 
Test. 
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MINUTES 


THE  VOTE— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 


Hornstein  and  Commissioner  Carroll  .  3 

Negative :  .  0 

Absent:  Chairman  Klein .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
534-73-SA — Standard  Electric  Time  Corporation,  Spring- 
field,  Massachusetts,  filed  for  approval  of  an  interior  fire 
alarm  system  under  the  provisions  of  Article  17  and  RS  17 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Interior  fire  alarm  system. 
DESCRIPTION :  The  equipment  is  modular  and  com¬ 
ponents  and  circuitry  are  solid  state.  The  equipment  is  used 
for  conventional  fire  alarm  systems,  but  many  of  the  com¬ 
ponents  when  prefixed  or  suffixed  with  an  “E”  are  also  used 
as  components  of  Class  E  fire  alarm  systems  (Calendar 
Number  533-73-SA).  Components  of  the  system  are  as 
follows : 


SIGNAL  MODULES 


SFA-1-1 

SFA-1-3 

SFA-1-5 

SFA-1-6 

SFA-1-10 

212-987 

INITIATING 

SFA-2-1 

SFA-2-2 

SFA-2-4 

SFA-2-6 
SFA-2-1 1 

SFA-2-12 

SFA-2-13 

SAF-2-14 

SFA-2-1 8 


DC  Polarized  Signals — 2  Circuit  Module 
AC  Series  Single  Stroke  Gongs — 2  Circuit 
Module 

AC  Polarized  Signals — 2  Circuit  Module 
DC  Polarized  Signal  Supervision — 2  Circuit 
Module 
Spare 

Gong  Circuit  Disconnect — 2  Circuit 
(STATION)  MODULES 
2  Circuit  Module  With  Remote  Annunciation 
2  Circuit  Module — No  Remote  Annunciation 

1  Circuit  Module — Coded  System  With  Lock- 
In  Annunciation 

2  Circuit  Pre-Signal/General  Alarm  Module 
2  Circuit  Pyrotronics  Control  Module  With 

Remote  Annunciation 

2  Circuit  Pyrotronics  Control  Module — No 
Remote  Annunciation 

2  Circuit  Class  A  Module  With  Remote  An¬ 
nunciation 

2  Circuit  Class  A  Module — No  Remote  An¬ 
nunciation 

2  Circuit  Pyrotronics  Control  Module — No 
Remote  Annunciation,  with  Fan  Shut- 
Down  Contacts 
Spare 

2  Circuit  Disconnect  Module 


SFA-2-19 
212-987 

POWER  SUPPLY  MODULES 


SFA-3-1 
SFA-3-2 
SFA-3-3 
SFA-3-S 
SFA-3-6 
SFA-3-9 
SFA-3-10 
SFA-3-1 1 

SFA-3-12 
FUNCTION  MODULES 

3-10  Minute  Time  Cutout  Module  (Opens) 
March  Time  Module 
Master  Code  Module 
Dual  Rate  Module 

0-3  Minute  Time  Delay  Module  (Closes) 
PNIS  Code  Transmitter  Module 
PNIS  Code  Transmitter  With  Printer  In¬ 
terface 

PNIS  Code  Transmitter  With  Punch  Re¬ 
corder  Interface 

PNIS  Code  Transmitter  Extender 
Punch  Recorder  Connect  Module 
Printer  Connect  Module 
Spare 


SFA-5-1 

SFA-5-2 

SFA-5-3 

SFA-5-4 

SFA-5-5 

SFA-5-6 

SFA-5-7 

SFA-5-8 

SFA-5-10 

SFA-5-12 

SFA-5-13 

SFA-5-14 


System  Power  Supply  Module 
Signal  Circuit  Power  Supply  Module — DC 
Signal  Circuit  Power  Supply  Module — DC 
Power  Distribution  Module 
Battery  Charger — All  Features 
Battery  Charger — Basic 
Double  Supervisory  Module  (207202-2C) 
Pyrotronics  Smoke  Detector  Power  Supply 
Module 


AUXILIARY  MODULES 

SFA-4-3  Remote  Station  Trip  Module 

SFA-4-4  Spare 

INTER-CONNECT  PROGRAM  MODULES 
SFA-6-1  3  PDT  Supplementary  Control  Module 

SFA-6-4  12  Point  Terminal  Strip  Module 

SFA-6-5  Supervisory  Meter  Module 

SFA-701  Program  Module 

S FA-702  Program  Module 

SFA-703  Program  Module 

SYSTEM  MODULES 


SFA-8-1 
S  FA-8-2 
S  FA-801 
S  FA-802 
S  FA-805 


Stand-Alone  Control  Panel — 2  AC  Series 
Vibrating  Bell  Circuits 
Stand-Alone  Control  Panel — 1  AC  Series 
Horn  Circuit 

Stand-Alone  Control  Panel — 2  Polarized  DC 
Signal  Circuits 

Stand-Alone  Control  Panel — 3  AC  Series 
Single  Stroke  Gong  Circuits 
Stand-Alone  Control  Panel — 3  AC  Series 
Vibrating  Bell  Circuits 


CONTROL 

SBX-1-30 

SBX-1-31 

SBX-1-32 

SBX-1-33 

STR-1-23 

STR-1-24 

STR-1-25 

STR-1-26 

SBX-1-16 

STR-1-27 

STR-1-28 

STR-1-29 

STR-1-30 

MANUAL 

200177 

200179 

200178 


PANEL  CABINETS 

6  Position  Box  (Red  Finish) 

12  Position  Box  (Red) 

24  Position  Box  (Red) 

36  Position  Box  (Red) 

6  Position  Trim  (Red) 

12  Position  Trim  (Red) 

24  Position  Trim  (Red) 

36  Position  Trim  (Red) 

Non-Code  Station  Surface  Adapter 
Semi-Flush  Collar  (Red) 

Semi-Flush  Collar  (Red) 

Semi-Flush  Collar  (Red) 

Semi-Flush  Collar  (Red) 

STATIONS 

Non-Code,  Single  Action 
Non-Code,  Single  Action  With  Annunciation 
Contact 

Non-Code,  Single  Action  General  Alarm — 
Pre-Signal 


THERMAL  DETECTORS 
SMU-7-2 


S  MU-7-3 

SMU-7-4 

SMU-7-5 

S  MU-7-6 

SMU-7-7 

SMU-7-8 

SMU-7-9 

SMU-7-17 
SMU-7-18 
SMU-7-19 
S  MU-7-20 
SMU-7-21 

S  MU-7-22 

SMU-7-23 

SMU-7-24 


Fixed  (Fire  De- 
Fixed  (Fire  De- 


Circuit,  200°  (Fire 
Fixed,  Explosion 


Rate  of  Rise  With  136c 
vices) 

Rate  of  Rise  With  190° 
vices) 

Fixed  Temperature,  1  Circuit,  135°  (Fire 
Devices) 

Fixed  Temperature,  1  Circuit,  200°  (Fire 
Devices) 

Fixed _  Temperature,  2  Circuit,  135°  (Fire 
Devices) 

Fixed  Temperature, 

Devices) 

Rate  of  Rise  With  136° 

Proof  (Fire  Devices) 

Rate  of  Rise  With  190°  Fixed,  Explosion 
Proof  (Fire  Devices) 

Rate  of  Rise  With  136°  Fixed  (Pyrotronics) 
Rate  of  Rise  With  190°  Fixed  (Pyrotronics) 
Fixed  Temperature  135°  (Pyrotronics) 

Fixed  Temperature  200°  (Pyrotronics) 

Rate  of  Rise  With  136°  Fixed  Temperature 
(Pyrotronics) 

Rate  of  Rise  With  190°  Fixed  Temperature 
(Pyrotronics) 

Fixed  Temperature  135' 

Fixed  Temperature  200c  ,  _  _ _ 

SMOKE  DETECTORS  (LIGHT  REFRACTION  TYPE) 
SMU-7-14  Duct  Detector  120  VAC  (Electro-Signal 
(003-036)  Lab) 

SMU-7-12  Duct  Detector  24  VDC  (Electro-Signal 
(003-037)  Lab) 


(Pyrotronics) 

(Pyrotronics) 
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SMU-7-15 

(003-038) 

S  MU-7-25 

(004-760) 

SMU-7-27 

(004-762) 

SMU-9-9001 

S  MU-9-9002 

SMU-9-9003 

S  MU-9-9004 
SMU-9-9005 

S  MU-9-9006 
S  MU-9-9007 

S  MU-9-9008 
SMU-9-9009 

SMU-9-9010 


Remote  Test  Station  For  Duct  Detector 
(Electro-Signal  Lab) 

Ceiling  Detector  With  135°  Fixed  Temper¬ 
ature  Thermal  (Pyrotector) 

Ceiling  Detector  With  135°  Fixed  Temper¬ 
ature  Thermal  (Pyrotector) 

Smoke  Chek  III  (FM-1640)  (Rixson- 
Firemark) 

Companion  to  SMU-9-9001  (FM-940) 

( Rixson-  Fir  emark  ) 

Smoke  Chek  III  (FM-1641)  (Rixson- 
Firemark) 

Companion  to  9-9003  (Rixson-Firemark) 

Smoke  Chek  III  (FM-1646)  (Rixson- 
Firemark) 

Companion  to  9-9005  (Rixson-Firemark) 

Smoke  Chek  III  (FM-1644)  (Rixson- 
Firemark) 

Companion  to  9-9007  (Rixson-Firemark) 

Smoke  Chek  III  (FM-1645)  Rixson- 
Firemark) 

Companion  to  9-9009  (Rixson-Firemark) 


SMOKE  DETECTORS  (IONIZATION  TYPE)  LOW 


VOLTAGE 

SMU-20-1 

S  MU-20-2 

SMU-20-3 
S  MU-20-4 
SMU-20-10 

SMU-20-12 

SMU-20-13 

SMU-20-14 

SMU-20-15 

SMU-20-17 
SMU-20-18 
S  MU-20-20 


Surface  Mounted  Ceiling  Type,  Self  Con¬ 
tained  (Pyrotronics) 

Flush  Mounted  Ceiling  Type,  Self  Contained 
(Pyrotronics) 

Surface  Mounted  Ceiling  Type  (Pyrotronics) 

Flush  Mounted  Ceiling  Type  (Pyrotronics) 

Remote  Alarm  Lamp  (RL-3)  Low  Voltage 
(Pyrotronics) 

Duct  Detector  w/2  Foot  Sampling  Tubes 
( Pyrotronics  ) 

Duct  Detector  w/3)4  Foot  Sampling  Tubes 
( Pyrotronics  ) 

Duct  Detector  w/6^2  Foot  Sampling  Tubes 
(Pyrotronics) 

Duct  Detector  w/10  Foot  Sampling  Tubes 
(  Pyrotronics  ) 

Surface  Flame  Detector  (Pyrotronics) 

Flush  Flame  Detector  (Pyrotronics) 

Flush  Photoelectric  Smoke  Detector 
(Pyrotronics) 


CHIMES 

SAU-1-1  Bar  Chime  6  VAC 

SAU-1-2  Bar  Chimes  24  VDC  Polarized 

SAU-1-3  Bar  Chime  24  VDC  Polarized  w/EOL 

SAU-1-4  4  Bar  Chime,  Single  Stroke  24  VDC 

Polarized 

SAU-1-5  4  Bar  Chime,  Single  Stroke  24  VDC 

Polarized  w/Resistor 

SAU-1-6  4  Bar  Chime,  Single  Stroke  12  VAC  Series 

SAU-2-3  6"  Single  Stroke  24V  Polarized  (Wheelock) 

SAU-2-4  6"  Single  Stroke  24V  Polarized  w/EOL 

(Wheelock) 

SAU-2-5  10"  Single  Stroke  24V  Polarized 

(Wheelock) 

SAU-2-6  10"  Single  Stroke  24V  Polarized  w/EOL 

(Wheelock) 

SAU-2-7  6"  Single  Stroke  24  V  Polarized  w/Shunt 

Resistor  (Wheelock) 

SAU-2-8  10"  Single  Stroke  24V  Polarized 

(Wheelock) 

SAU-2-9  6"  Single  Stroke  6  VAC  Series  (Wheelock) 

SAU-2-10  10"  Single  Stroke  6  VAC  Series  (Wheelock) 

SAU-3-1  6"  Vibrating  Bell  24V  Polarized 

(Wheelock) 

SAU-3-2  6"  Vibrating  Bell  24V  Polarized  w/EOL 

(Wheelock) 

SAU-3-3  10"  Vibrating  Bell  24V  Polarized 

(Wheelock) 

SAU-3-4  10"  Vibrating  Bell  24V  Polarized  w/EOL 

(Wheelock) 


SAU-3-5 

SAU-3-6 

SAU-3-7 

SAU-3-8 

SAU-3-9 

SAU-3-10 

SAU-3-11 

SAU-3-12 

SAU-3-13 

SAU-3-14 

SAU-3-15 

SAU-3-16 

SAU-3-17 

SAU-3-19 

SAU-3-20 

SAU-3-21 

SAU-3-22 

SMU-S-3 

STANDBY 

SFA-14-1 

SFA-14-2 

SFA-14-3 

SFA-14-4 

SFA-14-5 

SFA-14-6 

SFA-14-7 

SFA-14-8 

SFA-14-9 

SFA-14-10 

SBX-1-20 

SBX-1-21 

SBX-1-22 

SBX-1-27 

HORNS 

SAU-4-1 

SAU-4-2 

SAU-4-3 

SAU-4-4 

SAU-4-5 

SAU-4-6 

SAU-4-7 


6"  Vibrating  Bell  24V  Polarized  w/Shunt 
Resistor  (Wheelock) 

10"  Vibrating  Bell  24V  Polarized  w/Shunt 
Resistor  (Wheelock) 

6"  Vibrating  Bell  6  VAC  Series  (Wheelock) 
10"  Vibrating  Bell  6  VAC  Series 
(Wheelock) 

6"  Vibrating  Bell  12  VAC  Series 
(Wheelock) 

10"  Vibrating  Bell  12  VAC  Series 
(Wheelock) 

10"  Vibrating  Bell  12  VAC  Series  Weather¬ 
proof  ( Wheelock  ) 

6"  Vibrating  Bell  120V  Polarized 
(Wheelock) 

6"  Vibrating  Bell  120V  Polarized  w/EOL 
(Wheelock) 

10"  Vibrating  Bell  120V  Polarized 
(Wheelock) 

10"  Vibrating  Bell  210V  Polarized  w/EOL 
(Wheelock) 

4"  24  VDC  (Wheelock) 

4"  120  VAC  (Wheelock) 

6"  Vibrating  120  V,  Polarized  (Wheelock) 
6"  Vibrating  120  V,  Polarized  w/EOL 
(Wheelock) 

10"  Vibrating  120  V,  Polarized  (Wheelock) 
10"  Vibrating  120  V,  Polarized  w/EOL 
(Wheelock) 

10"  Guard  (Wheelock) 

POWER— BATTERY 

Nickel  Cadmium  24V,  5  Amp.  Hr./lO  Hr. 
Rate 

Nickel  Cadmium  24V,  11  Amp.  Hr./lO  Hr. 
Rate 

Nickel  Cadmium  24V,  16  Amp.  Hr./lO  Hr. 
Rate 

Nickel  Cadmium  24V,  24  Amp.  Hr./lO  Hr. 
Rate 

Nickel  Cadmium  24V,  33  Amp.  Hr./lO  Hr. 
Rate 

Nickel  Cadmium  24V,  44  Amp.  Hr./lO  Hr. 
Rate 

Nickel  Cadmium  24V,  55  Amp.  Hr./lO  Hr. 
Rate 

Lead  Acid,  24V,  8  Amp.  Hr. 

Lead  Acid,  24V,  16  Amp.  Hr. 

Lead  Acid,  24V,  24  Amp.  Hr. 

Surface  Battery  Cabinet  for  Nickel  Cadmium 
Cells 

Surface  Battery  Cabinet  for  Nickel  Cadmium 
Cells 

Surface  Battery  Cabinet  for  Lead  Acid  Cells 
Surface  Battery  Cabinet  for  Lead  Acid  Cells 


Horn  Mechanism  6  VAC  Series  (Wheelock) 

Horn  Mechanism  12  VAC  Series 
(Wheelock) 

Horn  Mechanism  120  VAC  Polarized 
(Wheelock) 

Horn  Mechanism  120  VAC  Polarized 
w/EOL  (Wheelock) 

Horn  Mechanism  24  VDC  Polarized 
(Wheelock) 

Horn  Mechanism  24  VDC  Polarized  w/EOL 
(Wheelock) 

Horn  Mechanism  24  VDC  Polarized 
w/Shunt  Resistor  (Wheelock) 


DOOR  RELEASE  EQUIPMENT  (MAGNETIC  TYPE) 
SMU-9-5  Floor  Mounted  Single  Door  24  VAC 
(Firemark) 

SMU-9-1  Floor  Mounted  Single  Door  120  VAC 
(Firemark) 
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SMU-9-6  Floor  Mounted  Double  Door  24  VAC 
(Fircmark) 

SMU-9-2  Floor  Mounted  Double  Door  120  VAC 
(Firemark) 

SMU-9-7  Wall  Mounted,  Surface  24  VAC  (Firemark) 

S MU -9-3  Wall  Mounted,  Surface  120  VAC 

(Firemark) 

SMU-9-8  Wall  Mounted  Concealed  Conduit — 24  VAC 
(Firemark) 

SMU-9-4  Wall  Mounted  Concealed  Conduit — 120  VAC 
(Firemark) 

Folger-Adams  Mechanically  Latched,  Elec¬ 
trically  Released  Door  Strike  Fail  Safe  for 
Stair  Re-entry. 


MULTIPLEX  CONTROL 

Set/7400  Central  Control  Console  Consisting  of  Various 
Quantities  of  the  Following  Modules 
SP4-112  ~  '  ~ 

SP4-U5 
SP4-116 
SP4-117 
SP4-118 
SP4-119 
SP4-120 
SP4-122 
SP4-123 
SP4-124 
SP4-129 
SP4-130 
SP4-131 
SP4-132 
SP4-133 
SP4-1 37 
SP4-155 
SP4-156 
CAB-3 
SP4-114 
SP4-106 
SP4-106A 


Pulse  Generator — Situation  1 
Annunciator  Driver 
Annunciator  Interface 
Memory  and  Sequencer 
Clock  Control 
Printer  Control 
Annunciator  Control 
Receiver  Interface  and  Counter 
Printer  Buffer 
Receiver 

Supplementary  Driver 
Supplementary  Driver 
Pulse  Generator,  Situation  3 
Power  Supply 
Power  Supply 

Pulse  Generator,  Situation  2 

Auxiliary  Print  Input 

Auxiliary  Sequencer 

Vertical  Cabinet 

Zone  Transmitter 

Area  Panel  With  Standby  Battery 

Area  Panel  Less  Battery 


ANNUNCIATORS 


SAN-1-1 

SAN-1-4 

SAN-1-8 

SAN-1-12 

SAN-101 

SAN-102 

SAN-201 

SAN-202 

SAN-203 

SAN-204 

SAN-205 

SAN-206 

SAN-207 

SAN-208 


1  Lamp  Bullseye  120  VAC 
4  Lamp  Bullseye  120  VAC 
8  Lamp  Bullseye  120  VAC 
12  Lamp  Bullseye  120  VAC 
Compact,  11  Lamp  With  Trouble  Buzzer  and 
Switch  24  VDC 
Compact,  12  Lamp  24  VDC 
Compact,  50  Lamp  with  Trouble  Signal 
Compact,  100  Lamp  with  Trouble  Signal 
Compact,  150  Lamp  with  Trouble  Signal 
Compact,  200  Lamp  with  Trouble  Signal 
Compact,  50  Lamp  No  Signal 
Compact,  100  Lamp  No  Signal 
Compact,  150  Lamp  No  Signal 
Compact,  200  Lamp  No  Signal 


INSPECTION  AND  TEST:  The  fire  alarm  system  has 
been  recommended  for  approval  by  the  Division  of  Fire 
Prevention. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  conventional  interior  fire  alarm 
whose  components  are  listed  above  under  the  provisions  of 
Article  17  and  RS  17  of  the  Building  Code  of  the  City  of 
Aew  rork  on  the  following  conditions. 


1.  Control  panels  other  than  a  fire  command  con¬ 
sole  shall  be  painted  red  and  lettered  with  1"  high  white 
letters  or  a  substantial  portion  of  the  door  trim  shall  be 
red  with  1"  high  white  lettering. 

•  ^  Amplifiers,  speakers,  and  smoke  detection  de¬ 

vices  which  are  used  with  the  system  and  were  previously 
approved  by  the  Board  shall  be  labeled  with  their 
original  Calendar  Numbers.  All  components  used  with 
the  system  shall  be  labeled :  “Approved  by  die  Board  of 


Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  534-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


620-47-SM 

APPLICANT — U.  S.  Plywood,  A  Division  of  Champion 
International,  owner. 

SUBJECT — To  show  a  change  of  corporate  name. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 


Hornstein  and  Commissioner  Carroll  .  3 

Negative :  .  o 

Absent :  Chairman  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
620-47-SM — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

U.  S.  Plywood,  A  Division  of  Champion  International, 
New  York,  New  York,  requested  that  the  resolution  adopted 
May  18,  1948  and  amended  at  various  times  through  October 
27,  1970  under  Calendar  Number  620-47-SM  be  reopened 
and  amended  so  as  to  show  a  change  of  corporate  name. 
DESCRIPTION:  The  applicant  requests  that  the  cor¬ 
porate  name  be  changed  from  U.  S.  Plywood,  A  Division  of 
U.  S.  Plywood-Champion  Papers,  Incorporated  to  U.  S. 
Plywood,  A  Division  of  Champion  International. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  18,  1948  and  amended 
at  various  times  through  October  27,  1970  under  Calendar 
Number  620-47-SM  be  reopened  and  amended  to  show  a 
change  of  corporate  name  from  U.  S.  Plywood,  A  Division 
of  U.  S.  Plywood-Champion  Papers,  Incorporated  to  U.  S. 
Plywood,  A  Division  of  Champion  International  on  condition 
that  the  requirements  of  the  original  resolution  and  previous 
amendments  adopted  under  Calendar  Number  620-47-SM 
are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
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of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report 


670-48-SM 

APPLICANT— Omark  Industries,  Construction  Tools  Divi¬ 
sion,  owner. 

SUBJECT — Additional  power  actuated  tools. 

APPEARANCES— 

For  Applicant:  Joan  F.  Hamiltin. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 

Hornstein  and  Commissioner  Carroll  .  3 

Negative:  .  0 

Absent:  Chairman  Klein .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  :  _ 
670-48-SM — Amendment  to  resolution  to  include  additional 
powder  actuated  tools. 

Omark  Industries,  Construction  Tools  Division,  Portland, 
Oregon  requested  that  the  resolution  adopted  April  5,  1949 
and  amended  through  June  17,  1969  under  Calendar  Number 
670-48-SM  be  reopened  and  amended  to  include  additional 
powder  actuated  tools. 

PROPOSED  USE:  Powder  actuated  tools. 
DESCRIPTION :  The  additional  tools,  Models  821  and 
823,  are  similar  to  the  previously  approved  Models  721  and 
723.  The  major  difference  is  that  Models  821  and  823  have 
an  improved  method  of  ejection  of  spent  power  loads.  The 
rim  of  the  spent  power  load  is  lifted  from  the  chamber.  The 
tools  are  low  velocity  (300  feet  per  second  or  less)  piston 
type.  Models  821  and  823  drive  steel  fasteners  which  are  a 
maximum  of  ll/2"  and  3"  long,  respectively,  into  construction 
materials  such  as  concrete.  Model  821  has  a  shorter  housing, 
muffler  sleeve,  piston  return  and  barrel  than  Model  823. 
Both  are  powered  by  .22  caliber  cartridges. 

INSPECTION  AND  TEST:  The  tools  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (File  SA3679,  Project 
72NK5825A). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  5,  1949  and^  amended 
through  June  17,  1969  under  Calendar  Number  670-48-SM 
be  reopened  and  amended  to  include  additional  powder  ac¬ 
tuated  tools,  Models  821  and  823,  on  condition  that  the 
requirements  of  RS  19  of  the  Building  Code  of  the  City  of 
New  York  and  the  requirements  of  the  original  resolution 
and  previous  amendments  adopted  under  this  Calendar 
Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  (time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 


of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 

175-49-SM 

APPLICANT — U.  S.  Plywood,  A  Division  of  Champion 
International,  owner. 

SUBJECT — To  show  a  change  of  corporate  name. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 


Hornstein  and  Commissioner  Carroll  .  3 

Negative :  . 0 

Absent:  Chairman  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
175-49-SM — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

U.  S.  Plywood,  A  Division  of  Champion  International, 
New  York,  New  York,  requested  that  thejesolution  adopted 
June  28,  1949  and  amended  October  27,  1970,  under  Calendar 
Number  175-49-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  corporate  name. 

DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  U.  S.  Plywood,  A  Division  of  U.  S. 
Plywood-Champion  Papers,  Incorporated  to  U.  S.  Plywood, 
A  Division  of  Champion  International. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  28,  1949  and  amended 
October  27,  1970  under  Calendar  Number  175-49-SM  be  re¬ 
opened  and  amended  to  show  a  change  of  corporate  name 
from  U.  S.  Plywood,  A  Division  of  U.  S.  Plywood-Champion 
Papers,  Incorporated  to  U.  S.  Plywood,  A  Division  of  Cham¬ 
pion  International  on  condition  that  the  requirements  of  the 
original  resolution  and  previous  amendments  adopted  under 
Calendar  Number  175-49-SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


143-54-SM 

APPLICANT — U.  S.  Plywood,  A  Division  of  Champion 
International,  owner. 

SUBJECT — To  show  a  change  of  corporate  name. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 


Hornstein  and  Commissioner  Carroll  .  3 

Negative:  .  0 

Absent:  Chairman  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
143-54-SM — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

U.  S.  Plywood,  A  Division  of  Champion  International, 
New  York,  New  York,  requested  that  the  resolution  adopted 
June  2,  1954  and  amended  at  various  times  through  October 
27,  1970,  under  Calendar  Number  143-54-SM  be  reopened 
and  amended  so  as  to  show  a  change  of  corporate  name. 

DESCRIPTION  :  The  applicant  requests  that  the  corporate 
name  be  changed  from  U.  S.  Plywood,  A  Division  of  U.  S. 
Plywood-Champion  Papers,  Incorporated  to  U.  S.  Plywood, 
A  Division  of  Champion  International. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  2,  1954  and  amended 
at  various  times  through  October  27,  1970  under  Calendar 
Number  143-54-SM  be  reopened  and  amended  to  show  a 
change  of  corporate  name  from  U.  S.  Plywood,  A  Division 
of  U.  S.  Plywood-Champion  Papers,  Incorporated  to  U.  S. 
Plywood,  A  Division  of  Champion  International  on  condition 
that  the  requirements  of  the  original  resolution  and  previous 
amendments  adopted  under  Calendar  Number  143-54-SM 
are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 

corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


581-57-SM 

APPLICAN  T — U.  S.  Plywood,  A  Division  of  Champion 
International,  owner. 

SUBJECT — To  show  a  change  of  corporate  name. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 


Hornstein  and  Commissioner  Carroll .  3 

Negative :  o 

Absent:  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
581-57-SM — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

U.  S.  Plywood,  A  Division  of  Champion  International, 
New  York,  New  York,  requested  that  the  resolution  adopted 
March  21,  1961  and  amended  at  various  times  through 
October  27,  1970,  under  Calendar  Number  581-57-SM  be 
reopened  and  amended  so  as  to  show  a  change  of  corporate 
name. 

DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  U.  S.  Plywood,  A  Division  of  U.  S. 
Plywood-Champion  Papers,  Incorporated  to  U.  S.  Plywood, 
A  Division  of  Champion  International. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  21,  1961  and 
amended  at  various  times  through  October  27,  1970  under 
Calendar  Number  581-57-SM  be  reopened  and  amended  to 
show  a  change  of  corporate  name  from  U.  S.  Plywood,  A 
Division  of  U.  S.  Plywood- Champion  Papers,  Incorporated 
to  U.  S.  Plywood,  A  Division  of  Champion  International  on 
condition  that  the  requirements  of  the  original  resolution 
and  previous  amendments  adopted  under  Calendar  Number 
581-57-SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 

233-58-SA 

APPLICANT — York-Shipley,  Incorporated,  owner. 
SUBJECT — To  include  additional  uses  of  oil  fired  furnaces. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 


Hornstein  and  Commissioner  Carroll  .  3 

Negative: .  0 

Absent:  Chairman  Klein .  1 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
233-58-SA— Amendment  to  resolution  to  include  additional 
uses  of  oil  fired  furnaces. 

York-Shipley,  Incorporated,  York,  Pennsylvania,  requested 
that  the  resolution  adopted  March  29,  1960  and  amended 
through  June  13,  1972  under  Calendar  Number  233-58-SA 
be  reopened  and  amended  to  include  additional  uses  of  oil 
fired  furnaces. 

PROPOSED  USE:  Oil  fired  furnaces. 

DESCRIPTION :  The  furnaces,  Models  SDF-30,  35,  40,  50, 
60,  75,  85,  100,  125,  150,  175,  and  200,  are  upflow,  downflow, 
and  horizontal  induced  draft  type  furnaces.  Their  capacities 
in  BTU’s  are  the  model  numbers  multiplied  by  10,000.  ^ 

The  additional  use  is  the  installation  of  the  furnaces  in 
garages  in  accordance  with  the  provisions  of  NFPA  Nos.  54 
and  88,  which  include  the  provision  that  the  furnaces  must  be 
installed  a  minimum  of  eight  feet  above  floor  level. 

INSPECTION  AND  TEST:  The  furnaces  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (File  No.  MP-2815). 
The  National  Fire  Prevention  Association  recommends  the 
use  of  furnaces  in  garages  if  they  are  installed  in  accordance 
with  the  provisions  of  NFPA  Nos.  54  and  88  and  the  Admin¬ 
istrative  Code  of  the  City  of  New  York. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  29,  1960  and 
amended  through  June  13,  1972  under  Calendar  Lumber 
233-58-SA  be  reopened  and  amended  to  include  the  additional 
use  of  the  installation  in  garages  of  oil  fired  furnaces,  Models 
SDF— 30,  35,  40,  50,  60,  75,  85,  100,  125,  150,  175,  and  200, 
under  the  provisions  of  Article  14  and  RS  14  of  the  Building 
Code  of  the  City  of  New  York  on  condition,  that  the  require¬ 
ments  of  the  original  resolution  and  previous  amendments 
adopted  under  this  Calendar  Number  shall  be  complied  with 
and  that  all  installations  of  the  furnaces  in  garages  shall  be 
in  accordance  with  NFPA  Nos.  54  and  88. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


298-58-SM 

APPLICANT — Poncraft  Door  Company,  owner. 

SUBJECT — To  rescind  revocation  and  to  show  change  in 
name  of  owner-manufacturer. 

APPEARANCES— 

For  Applicant:  Ken  French. 

ACTION  OF  BOARD — Application  reopened,  revocation 
rescinded  and  resolution  amended  in  accordance  with  the 
report  and  recommendation  of  the  Committee  on  Test. 


THE  VOTE—  .  „  .  . 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 

Hornstein  and  Commissioner  Carroll .  3 

Negative:  . ® 

Absent :  Chairman  Klein .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
298-58-SM— Amendment  to  resolution  to  rescind  revocation 
and  show  change  in  name  of  owner-manufacturer. 

Poncraft  Door  Company,  Pontiac,  Michigan  requested  that 
the  resolution  adopted  July  23,  1963  and  revoked  October  14 
1970  under  Calendar  Number  298-58-SM  be  reopened  and 
amended  to  rescind  the  revocation  and  show  a  change  in  the 
name  of  the  owner-manufacturer. 

PROPOSED  USE:  One  hour  fire  rated  door. 
DESCRIPTION :  The  revocation  of  approval  of  the  one 
hour  fire  rated  door  was  based  upon  the  inability  of  the 
Board  to  contact  the  owner-manufacturer.  The  owner-manu¬ 
facturer  has  contacted  the  Board  and  requested  that  the  revo¬ 
cation  be  rescinded  and  that  the  resolution  show  a  change  in 
name  of  owner-manufacturer  from  Pontiac  Millwork  Com¬ 
pany  to  Poncraft  Door  Company. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  23,  1963  and  revoked 
October  14,  1970  under  Calendar  298-58-SM  be  reopened  and 
amended  to  rescind  the  revocation  and  show  a  change  in  the 
name  of  owner-manufacturer  to  Poncraft  Door  Company  on 
condition  that  the  requirements  of  the  original  resolution 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac- 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  rescind  the  revocation  and  amends  the  above  cited 
material  in  accordance  with  the  above  report. 


931-60-SA 


APPLICANT— York-Shipley,  Incorporated,  owner. 

SUBJECT— To  include  additional  uses  of  gas-oil  fired 
furnaces. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 

Hornstein  and  Commissioner  Carroll  . 

Negative :  . . . 

Absent :  Chairman  Klein  . 


3 

0 

1 


THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads  :  . 
931-60-SA — Amendment  to  resolution  to  include  additional 
uses  of  gas-oil  fired  furnaces. 
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York-Shipley,  Incorporated,  York,  Pennsylvania,  requested 
that  the  resolution  adopted  November  14,  1961  and  amended 
through  June  13,  1972  under  Calendar  Number  931-60-SA  be 
reopened  and  amended  to  include  additional  uses  of  gas-oil 
fired  furnaces. 

PROPOSED  USE:  Gas-oil  fired  furnaces. 
DESCRIPTION:  The  furnaces,  Models  SDF-  30,  35,  40, 
50,  60,  75,  85,  100,  125,  150,  175,  and  200,  are  upflow,  down- 
flow,  and  horizontal  induced  draft  tape  furnaces.  Their 
capacities  in  BTU’s  are  the  model  numbers  multiplied  by 
10,000. 

The  additional  use  is  the  installation  of  the  furnaces  in 
garages  in  accordance  with  the  provisions  of  NFPA  Nos. 
54  and  88,  which  include  the  provision  that  the  furnaces  must 
be  installed  a  minimum  of  eight  feet  above  floor  level. 
INSPECTION  AND  TEST:  The  furnaces  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (File  No.  MP-2815). 
The  National  hire  Prevention  Association  recommends  the 
use  of  furnaces  in  garages  if  they  are  installed  in  accordance 
with  the  provisions  of  NFPA  Nos.  54  and  88  and  the  Admin¬ 
istrative  Code  of  the  City  of  New  York. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  14,  1961  and 
amended  through  June  13,  1972  under  Calendar  Number 
931-60-SA  be  reopened  and  amended  to  include  the  addi¬ 
tional  use  of  the  installation  in  garages  of  gas-oil  fired  fur¬ 
naces,  Models  SDF-  30,  35,  40,  50,  60,  75,  85,  100,  125,  175, 
and  200,  under  the  provisions  of  Article  14  and  RS  14  of  the 
Building  Code  of  the  City  of  New  York  on  condition  that  the 
requirements  of  the  original  resolution  and  previous  amend¬ 
ments  adopted  under  this  Calendar  Number  shall  be  complied 
v  ltli  anj  that  all  installations  of  the  furnaces  in  garages 
shall  be  in  accordance  with  NFPA  Nos.  54  and  88. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


933-60-SA 

APPLICANT — York-Shipley,  Incorporated,  owner. 

SUBJECT — To  include  additional  uses  of  gas-oil  fired 
furnaces. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
ot  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 

xt  “Ornstem  and  Commissioner  Carroll  . 

Negative :  . 

Absent :  Chairman  Klein 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
933-60-SA — Amendment  to  resolution  to  include  additional 
uses  of  gas  fired  furnaces. 

York-Shipley,  Incorporated,  York,  Pennsylvania,  requested 
that  the  resolution  adopted  November  14,  1961  and  amended 
through  June  13,  1972  under  Calendar  Number  933-60-SA  be 
reopened  and  amended  to  include  additional  uses  of  gas 
fire  furnaces. 

PROPOSED  USE  :  Gas  fired  furnaces. 

DESCRIPTION :  The  furnaces,  Models  SDF-30,  35,  40,  50, 
60,  75,  85,  100,  125,  150,  175,  and  200,  are  upflow,  downflow, 
and  horizontal  induced  draft  type  furnaces.  Their  capacities 
in  BfU’s  are  the  model  numbers  multiplied  by  10,000. 

1  he  additional  use  is  the  installation  of  the  furnaces  in 
garages  in  accordance  with  the  provisions  of  NFPA  Nos.  54 
and  88,  which  include  the  provision  that  the  furnaces  must  be 
installed  a  minimum  of  eight  feet  above  floor  level. 

INSPECTION  AND  TEST :  The  furnaces  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (File  No.  MP-2815). 
The  National  Fire  Prevention  Association  recommends  the 
use  of  furnaces  in  garages  if  they  are  installed  in  accordance 
with  the  provisions  of  NFPA  Nos.  54  and  88  and  the  Admin¬ 
istrative  Code  of  the  City  of  New  York. 

RECOMMENDATION :  The  Commitee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  14,  1961  and 
amended  through  June  13,  1972  under  Calendar  Number 
933-60-SA  be  reopened  and  amended  to  include  the  additional 
use  of  the  installation  in  garages  of  gas  fired  furnaces,  Models 
SDF-30,  35,  40,  50,  60,  75,  85,  100,  125,  150,  175,  and  200, 
under  the  provisions  of  Article  14  and  RS  14  of  the  Building 
Code  of  the  City  of  New  York  on  condition  that  the  require¬ 
ments  of  the  original  resolution  and  previous  amendments 
adopted  under  this  Calendar  Number  shall  be  complied  with 
and  that  all  installations  of  the  furnaces  in  garages  shall  be 
in  accordance  with  NFPA  Nos.  54  and  88. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidvait  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


75-63-SM 

APPLICANT — U.  S.  Plywood,  A  Division  of  Champion 
International,  owner. 

SUBJECT — To  show  change  of  corporate  name. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu- 
0  tion  amended  in  accordance  with  the  report  and  recom- 

1  mendation  of  the  Committee  on  Test. 
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THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Hornstein,  and  Commissioner  Carroll  .  3 

Negative:  . . . .  ~ 

Absent :  Chairman  Klein .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Commitee  on  Test  reads: 
75-63-SM— Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

U.  S.  Plywood,  A  Division  of  Champion  International  New 
York  New  York,  requested  that  the  resolution  adopted 
June  25,  1963  and  amended  at  various  times  through  October 
26,  1971  under  Calendar  Number  75-63-SM  be  reopened 
and  amended  so  as  to  show  a  change  of  corporate  name. 
DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  U.  S.  Plywood,  A  Division  of  U.  S. 
Plywood-Champion  Papers,  Incorporated  to  U.  S.  Plywood, 
A  Division  of  Champion  International. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  25,  1963  and  amended 
at  various  times  through  October  26,  1971  under  Calendar 
Number  75-63-SM  be  reopened  and  amended  to  show  a 
change  of  corporate  name  from  U.  S.  Plywood,  A  Division 
of  U.  S.  Plywood- Champion  Papers,  Incorporated  to  U.  S. 
Plywood,  A  Division  of  Champion  International  on  condition 
that  the  requirements  of  the  original  resolution  and  previous 
amendments  adopted  under  Calendar  Number  75-63-SM  are 

complied  with.  . 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


818-63-SM 

APPLICANT— U.  S.  Plywood,  A  Division  of  Champion 
International,  owner. 

SUBJECT— To  show  a  change  of  corporate  name. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 

Hornstein  and  Commissioner  Carroll  .  3 

N  egative :  . . .  0 

Absent :  Chairman  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
81S-63-SM — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 


U.  S.  Plywood,  A  Division  of  Champion  International, 
New  York,  New  York,  requested  that  the  resolution  adopted 
June  30,  1964  and  amended  October  27,  1970  under  Calendar 
Number  818-63-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  corporate  name. 

DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  U.  S.  Plywood,  A  Division  of  U.  S. 
Plywood-Champion  Papers  Incorporated  to  U.  S.  Plywood, 
A  Division  of  Champion  International. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  30,  1964  and  amended 
October  27,  1970  under  Calendar  Number  818-63-SM  be 
reopened  and  amended  to  show  a  change  of  corporate  name 
from  U.  S.  Plywood,  A  Division  of  U.  S.  Plywood-Champion 
Papers,  Incorporated  to  U.  S.  Plywood,  A  Division  of 
Champion  International  on  condition  that  the  requirements  of 
the  original  resolution  and  previous  amendments  _  adopted 
under  Calendar  Number  818-63-SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of  the 
product  manufactured,  shall  be  filed  annually  with  this  Board, 
certifying  that  such  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 

624-64-SM 

APPLICANT — U.  S.  Plywood,  A  Division  of  Champion 
International,  owner. 

SUBJECT — To  show  a  change  of  corporate  name. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  On  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 


Hornstein,  and  Commissioner  Carroll  .  3 

Negative :  .  0 

Absent:  Chairman  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
624-64-SM — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

U.  S.  Plywood,  A  Division  of  Champion-International, 
New  York,  New  York,  requested  that  the  resolution  adopted 
September  15,  1964  and  amended  October  27,  1970  under 
Calendar  Number  624-64-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  corporate  name. 

DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  U.  S.  Plywood,  A  Division  of  U.  S. 
Plywood- Champion  Papers,  Incorporated  to  U.  S.  Plywood, 
A  Division  of  Champion  International. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  15,  1964  and 
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amended  October  27,  1970  under  Calendar  Number  624-64-SM 
be  reopened  and  amended  to  show  a  change  of  corporate 
name  from  U.  S.  Plywood,  A  Division  of  U.  S.  Plywood- 
Champion  Papers,  Incorporated  to  U.  S.  Plywood,  A  Divi¬ 
sion  of  Champion  International  on  condition  that  the  require¬ 
ments  of  the  original  resolution  and  previous  amendments 
adopted  under  Calendar  Number  624-64-SM  are  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


683-65-SM 

APPLICANT — U.  S.  Plywood,  A  Division  of  Champion 
International,  owner. 

SUBJECT — To  show  a  change  of  corporate  name. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 


Hornstein,  and  Commissioner  Carroll  .  3 

Negative:  .  q 

Absent :  Chairman  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
683-65-SM — Amendment  to  resolution  so  as  to  show  a 
change  of  corporate  name. 

.  U.  S.  Plywood,  A  Division  of  Champion  International, 
Aew  York,  New  York,  requested  that  the  resolution  adopted 
January  11,  1966  and  amended  October  27,  1970,  under 
Calendar  Number  683-65-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  corporate  name. 

DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  U.  S.  Plywood,  A  Division  of  U.  S. 
AIyJ''0<?d.'Chaml)ion  Papers,  Incorporated  to  U.  S.  Plywood, 
A  Division  of  Champion  International. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  11,  1966 

October  27>  1970  under  Calendar  Number 
ooo-65-SM  be  reopened  and  amended  to  show  a  change  of 
corporate  name  from  U.  S.  Plywood,  A  Division  of  U.  S. 
t  lywood-Champion  Papers,  Incorporated  to  U.  S.  Plywood, 
A  Division  of  Champion  International  on  condition  that  the 
requirements  of  the  original  resolution  and  previous  amend¬ 
ments  adopted  under  Calendar  Number  683-65-SM  are  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 


of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to  sub¬ 
mit  the  annual  affidavit  will  be  cause  for  revocation  of  ap¬ 
proval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 

1160-65-SM 

APPLICANT — Patent  Scaffolding  Company,  A  Division  of 
Harsco  Corporation,  owner. 

SUBJECT — To  include  additional  personnel  and  material 
hoist. 

APPEARANCES— 

For  Applicant:  Richard  Kamholtz. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 


Hornstein,  and  Commissioner  Carroll  .  3 

Negative : .  q 

Absent :  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1160-65-SM — Amendment  to  resolution  to  include  additional 
personnel  and  material  hoist. 

Patent  Scaffolding  Company,  a  Division  of  Harsco  Cor¬ 
poration,  Fort  Lee,  New  Jersey,  requested  that  the  reso¬ 
lution  adopted  May  9,  1967  under  Calendar  Number 
U60-65-SM  be  reopened  and  amended  to  include  an  addi¬ 
tional  personnel  and  material  hoist. 

PROPOSED  USE:  Personnel  and  material  hoist. 
DESCRIPTION :  The  hoist,  Gold  Medal  Tri-Panel  Model 
E,  is  similar  to  the  previously  approved  Models  60A  (4000 
pound  capacity)  and  60B  (3000  pound  capacity).  The  major 
differences  are  in  capacity,  5000  pounds  (25  men),  speed, 
200  FPM ;  and  interior  car  dimensions,  8'-4"  wide  x  6'-2" 
deep  x  lO'-O"  high.  The  car  is  suspended  by  four  $4"  steel 
cables.  The  operating  control  is  a  constant  pressure  lever 
car  switch.  An  emergency  stop  switch  is  provided  in  the  car  at 
the  car  station.  Control  is  by  two  speed  AC  static  controller 
using  logic  circuitry.  Maximum  allowable  height  of  the  tower 
is  750  feet.  The  car  frame  consists  of  safety  plank,  upright 
stiles,  and  a  crosshead,  all  built  of  steel  channels.  The  car 
is  enclosed  with  sheets  of  corrugated  aluminum.  A  vertical 
gate  allows  access  to  the  car  at  the  street  landing.  Gate  con¬ 
tacts  open  the  operating  circuit  when  the  car  gate  is  open. 
Iron  counterweights  are  retained  in  a  frame  and  are  roped 
to  the  car  in  a  1.1  mechanical  ratio.  A  centrifugal  overspeed 
governor  mounted  overhead  applies  braking  pressure  on  the 
guard  rails  if  the  car  speed  exceeds  267  FPM.  Each  6'-6" 
tower  section  is  constructed  of  three  panels  designed  to  sup¬ 
port  the  loads  of  the  elevator  car  and  the  tower  sections 
above  it.  The  tower  is  guyed  to  the  building  at  regular 
intervals.  The  foundation  of  the  tower  is  made  of  reinforced 
concrete.  The  elevator  controller  switch  and  power  discon- 
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nect  switch  are  located  at  the  base  of  the  tower.  Power  is 
supplied  by  a  single  worn  gear  traction  machine  driven  by  a 
two  speed  AC,  208  volt  motor  (30/10  HP,  1200/400  RPM). 
INSPECTION  AND  TEST :  The  design  of  the  hoist  is 
an  extension  of  the  design  of  the  similar  and  smaller  hoists 
which  were  previously  approved.  Calculations  which  justify 
the  differences  have  been  submitted..  The  smaller  hoists  were 
approved  on  the  basis  of  an  inspection  by  the  Department  of 
Buildings. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  9,  1967  under  Cal¬ 
endar  Number  1160-65-SM  be  reopened  and  amended  to 
include  the  Tri-Panel  Model  E  Personnel  and  Material  Hoist 
on  condition  that  the  requirements  of  the  original  resolution 
adopted  under  this  Calendar  Number  be  complied  with  and 
that  plans  and  design  calculations  for  each  installation  shall 
be  submitted  for  approval  to  the  Department  of  Buildings. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


540-68-SM 

APPLICANT— U.  S.  Plywood,  A  Division  of  Champion 
International,  owner. 

SUBJECT — To  show  a  change  of  corporate  name. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 

Hornstein  and  Commissioner  Carroll  .  3 

Negative:  . 0 

Absent :  Chairman  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
540-68-SM — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

U.  S.  Plywood.  A  Division  of  Champion  International, 
New  York,  New  York,  requested  that  the  resolution  adopted 
November  19,  1968  and  amended  through  February  9,  1971 
under  Calendar  Number  540-68-SM  be  reopened  and  amended 
so  as  to  show  a  change  of  corporate  name. 

DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  U.  S.  Plywood,  A  Division  of  U.  S. 
Plywood-Champion  Papers,  Incorporated  to  U.  S.  Plywood, 
A  Division  of  Champion  International. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  19,  1968  and 


amended  through  February  9,  1971  under  Calendar  Number 
540-68-SM  be  reopened  and  amended  to  show  a  change  of 
corporate  name  from  U.  S.  Plywood,  A  Division  of  U.  S. 
Plywood-Champion  Papers,  Incorporated  to  U.  S.  Plywood, 

A  Division  of  Champion  International  on  condition  that  the 
requirements  of  the  original  resolution  and  previous  amend¬ 
ments  adopted  under  Calendar  Number  540-68-SM  are  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincoita, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

i 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


542-68-SM 

APPLICANT — U.  S.  Gypsum  Company,  owner. 

SUBJECT — Additional  partition  assembly. 

APPEARANCES— 

For  Applicant :  E.  V.  Salvo. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 


Hornstein,  and  Commissioner  Carroll  .  3 

Negative: .  0 

Absent:  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads  .:  . 
542-68-SM — Amendment  to  resolution  to  include  additional 
partition  assembly. 

United  States  Gypsum  Company,  New  York,  requested 
that  the  resolution  adopted  November  19,  1968  and  amended  > 
through  October  24,  1972  under  Calendar  Number  542-68-SM 
be  reopened  and  amended  to  include  an  additional  partition 
assembly. 

PROPOSED  USE:  Two  hour  fire  rated  partition  assembly. 
DESCRIPTION :  The  additional  assembly  differs  from  an 
assembly  previously  approved  under  this  Calendar  Number  in 
that  54"  USG  Sheetrock  W-R  (water  resistant)  Firecode  C 
is  used  instead  of  54"  USG  Sheetrock  Firecode  C.  The  as¬ 
sembly  consists  of  1"  thick  Gypsum  Shaft  Wall  Liner  and  one 
layer  of  54"  USG  Sheetrock  W-R  Firecode  C  attached  to 
one  side  of  steel  H-studs  and  one  layer  of  54"  USG  Sheetrock 
W-R  Firecode  C  attached  to  the  other  side  of  the  studs. 
INSPECTION  AND  TEST :  The  basis  for  the  two  hour 
fire  rating  of  the  additional  assembly  using  54"  USG  W-R 
Firecode  C  is  comparison  tests  performed  by  Underwriters’ 
Laboratories  (File  R1319.84)  which  showed  United  States 
Gypsum’s  standard  sheetrock  and  water  resistant  sheetrock  to 
have  the  same  fire  resistive  properties. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  19,  1968  and 
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amended  through  October  24,  1972  under  Calendar  Number 
542-68-SM  be  reopened  and  amended  to  include  the  additional 
two  hour  fire  rated  partition  assembly  described  above  on 
condition  that  the  requirements  of  the  original  resolution  and 
previous  amendments  adopted  under  this  Calendar  Number 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual, 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr,, 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


257-73-SM 

APPLICANT — G.  W.  Constantin  for  Johns-Manville  Sales 
Corporation,  owner. 

SUBJECT— Application  April  30,  1973— Mineral  Fiber 

Panels  Attached  to  Steel  Studs — System,  approval  of. 

APPEARANCES— 

For  Applicant:  Victor  H.  Hausladen. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 


Hornstein  and  Commissioner  Carroll  .  3 

Negative :  . ’  *  q 

Absent :  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
257-73-SM— Johns-Manville  Sales  Corporation,  New  York, 
filed  for  approval  of  a  steel  stud  attachment  system  for 
mineral  fiber  panels  under  the  provisions  of  C26-106.2  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Method  of  attachment  of  mineral  fiber 
panels. 

DESCRIPTION :  The  Stonehenge  mineral  fiber  panels 
have  been  approved  under  Calendar  Number  179-73-SM. 
I  he  panels  are  attached  to  a  frame  of  20  through  16  gauge 
steel  members.  In  most  instances  the  steel  frame  is  pre¬ 
fabricated  by  welding  the  studs,  track,  and  bridging  into  a 
large  unit  and  screw  attaching  the  panels  to  the  frame  before 
the  trame  is  attached  to  the  structure.  In  some  instances  the 
irame  is  attached  piece  by  piece  as  furring  to  the  structure 
and  the  panels  are  attached  to  the  furring. 

J 'he  screw:;  used  for  attachment  range  from  #6  through 
4  •  They  are  countersunk,  self  tapping,  metal  screws  which 
are  cover e<l  by  plug  or  caulk  sealer.  The  spacing,  size,  and 
depth  of  the  screws  are  determined  by  calculations  which 
take  into  account  the  gauge  and  type  of  flange  of  the  steel 
members  of  the  frame,  the  desired  span,  allowable  deflection, 
design  wind  load,  and  safety  factor. 

INSPECTION  AND  TEST:  The  calculations  described 
above  are  based  upon  the  results  of  testing  conducted  by 
Construction  Research  Laboratory,  Miami,  Florida. 


RECOMMENDA  FION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  method  of  attachment  of  mineral 
fiber  panels  described  above  under  the  provisions  of  C26-106.2 
of  the  Building  Code  of  the  City  of  New  York  on  condition 
that  the  type  of  calculation  described  above  shall  be  per¬ 
formed  for  each  installation,  shall  be  based  upon  the  re¬ 
quirements  of  Articles  9  and  10  and  RS  9  and  10  of  the 
Building  Code  of  the  City  of  New  York  and  upon  the  test 
data  cited  above  complied  by  Construction  Research  Labora¬ 
tory,  shall  state  that  the  method  of  attachment  is  approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  257-73-SM,  shall  cite  the  Cal¬ 
endar  Number  of  the  approval  of  the  Stonehenge  panels,  and 
shall  be  submitted  to  the  Department  of  Buildings  for  the 
approval  of  the  individual  installation. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership.,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

307-73-SA 

APPLICANT — Sal  Ferdico  for  American  Multiplex 
Systems,  Incorporated,  owners. 

APPEARANCES— 

For  Applicant:  S.  Ferdico. 

ACTION  OF  BOARD — Appliance  approved,  in  accordance 
with  the  report  and  recommendation  of  the  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 


Hornstein  and  Commissioner  Carroll  .  3 

Negative: .  o 

Absent :  Chairman  Klein  .  1 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
307-73-SA— American  Multiplex  Systems,  Incorporated, 
Anaheim,  California,  filed  for  approval  of  the  Minimux  200 
Class  E  Fire  Alarm  System  under  the  provisions  of  Article 
17  and  RS  17  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Class  E  fire  alarm  system. 
DESCRIPTION :  The  solid  state  multiplexed  system  con¬ 
sists  of  sensors,  alarms,  and  identification  equipment  to  super¬ 
vise  the  condition  of  and  receive  signals  from  fire  alarm 
equipment.  Each  input  module  is  capable  of  accepting  eight  sig¬ 
nals.  Up  to  32  remote  multiplex  terminals  may  be  installed 
on  one  central  multiplex  terminal.  Additional  multiplex  ter¬ 
minals  may  be  combined  when  needed  for  larger  installations. 
A  Type  200-2  alarm  printer  and  SPU  200-1  standby  power 
unit  are  used  with  the  system. 

INSPECTION  AND  TEST :  The  system  has  been  recom¬ 
mended  for  approval  by  the  Division  of  Fire  Prevention. 
RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Minimux  200  Class  E  Fire  Alarm 


185 


MINUTES 


System  under  the  provisions  of  Article  17  and  RS  17  of  the 
Building  Code  of  the  City  of  New  York.  The  components  of 
the  system  shall  be  permanently  labeled:  Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  307-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

34-74-SM 

APPLICANT— United  States  Gypsum  Company,  owner, 
E.  V.  Salvo,  agent. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

607-73-SM 

APPLICANT — Flarbour  Industries,  Incorporated,  owner; 
D.  J.  Fisher  Company,  agent. 

SUBJECT— Application  November  15,  1973— Teflon  model 
12-386. 

APPEARANCES— 

For  Applicant :  Robert  Dirr. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  the  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 

Hornstein  and  Commissioner  Carroll  .  3 

Negative:  . 0 

Absent:  Chairman  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
607-73-SM — Harbour  Industries,  Incorporated,  Shelburne, 

Vermont,  filed  for  approval  of  12-386  Teflon  Cable  under 
the  provisions  of  RS  17  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Cable  for  Class  E  interior  fire  alarm 
systems. 

DESCRIPTION :  The  cable  consists  of  copper  conductors 
with  number  of  strands,  gauge  size,  and  shielding  as  required 
for  each  installation,  a  .018"  thick  layer  of  Teflon  insulation, 
a  jacket  of  clear  Teflon  .025"  in  thickness,  a  sheathing  of  red 
Teflon  tape,  and  white  Nomex  marker  tape  laid  spirally 
around  the  cable  over  the  sheath  which  indicates  “Fire  Alarm 
Service”. 

INSPECTION  AND  TEST:  The  cable  has  been  approved 
by  Underwriters’  Laboratories  (File  E39597)  and  recom¬ 
mended  for  approval  by  the  Division  of  Fire  Prevention. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  12-386  Teflon  Cable  for  Class  E 
interior  fire  alarm  systems  under  the  provisions  of  RS  17 
of  the  Building  Code  of  the  City  of  New  York.  The  cable 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  607-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 


APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

ACTION  OF  BOARD— Material  approved,  in  accordance 
with  the  report  and  recommendation  of  the  Committee 
on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 

Hornstein  and  Commissioner  Carroll  .  3 

Negative:  . 0 

Absent:  Chairman  Klein .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
34-74-SM — United  States  Gypsum  Company,  New  York, 

filed  for  approval  of  Sound  Rated  Drywall  Partition  Assem¬ 
blies  under  the  provisions  of  Article  12  and  RS  12  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Sound  rated  partition  assemblies. 
DESCRIPTION :  The  partitions  were  previously  approved 
with  a  two  hour  fire  rating  under  Calendar  Number  542- 

68-SM.  .  , 

The  first  assembly  consists  of  2J4",  25  gauge  box  T  studs, 
1"  gypsum  liner  panel  on  the  T  side  of  the  studs,  IJ2" 
Thermafiber  sound  absorption  blankets  in  the  stud  cavity, 
RC-1  resilient  channel  attached  to  the  box  side  of  the  studs, 
and  a  layer  of  54"  Sheetrock  W/R  Firecode  gypsum  panel 
screw  attached  to  each  side  of  the  studs. 

The  second  assembly  is  identical  to  the  first  assembly  with 
the  exception  of  an  additional  layer  of  54"  Sheetrock  W/R 
Firecode  gypsum  panel  attached  to  the  resilient  channel  side 
of  the  studs. 

INSPECTION  AND  TEST:  The  two  assemblies  were 
tested  by  Bolt,  Beranek,  and  Newman,  Incorporated,  Acous¬ 
tical  Consultants  (Test  Nos.  730621  and  730622,  on  file)  and 
achieved  sound  transmission  class  ratings  of  53  and  57, 
respectively. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  assemblies  described  above,  which 
were  previously  approved  under  Calendar  Number  542-68-SM 
with  a  two  hour  fire  resistance  rating  at  two  hours,  as  sound 
transmission  class  rated  assemblies  with  ratings  of  53  and  57, 
respectively,  under  the  provisions  of  Article  12  and  RS  12  of 
the  Building  Code  of  the  City  of  New  York. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  this  construction  shall  include  illustrative 
material  which  adequately  describes  the  assemblies  and  shall 
state  that  the  assemblies  are  approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  34-74-SM  and  542-68-SM. 
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A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
arc  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


529-73-SM 

APPLICANT — Automatic  Filter  Systems,  Incorporated, 
owner. 

SUBJECT — Application  October  1,  1973 — AFSI  Water/Oil 
Separator. 

APPEARANCES— 

For  Applicant:  Stanley  W.  Ehrlich. 

ACTION  OF  BOARD — Laid  over  to  March  12,  1974,  at 
2  P.M.,  for  decision. 


21-73-BZY — B.R. — 50  Belair  Road,  Block  2862,  Lot  68, 
Borough  of  Richmond,  N.B.  1409-73. 

APPEARANCES— 

For  Applicant :  Julius  J.  Rosen. 

ACTION  OF  BOARD — Request  for  extension  of  time  to 
complete  denied. 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

THE  RESOLUTION— 

Whereas,  the  Board  finds  the  applicant  has  not  met  the 
requirements  of  Section  11-331  of  the  Zoning  Resolution  for 
time  to  complete  foundation  and  that  the  applicant  does  not 
have  a  permit  pursuant  to  Section  11-31  of  the  Zoning 
Resolution. 

Resolved,  that  the  Board  does  hereby  deny  the  application 
and  the  extension  of  time  to  complete  foundations  is  hereby 
denied. 


22-73-BZY — B.R. — 1111  Seaside  Boulevard,  Block  3875, 
Lot  1,  Borough  of  Richmond,  N.B.  1414-73. 

APPEARANCES— 

For  Applicant:  Julius  J.  Rosen. 

ACTION  OF  BOARD — Request  for  extension  of  time  to 
complete  denied. 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative: .  0 

Negative  :  _  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
THE  RESOLUTION— 

Whereas,  the  Board  finds  the  applicant  has  not  met  the 
requirements  of  Section  11-331  of  the  Zoning  Resolution  for 


time  to  complete  foundation  and  that  the  applicant  does  not 
have  a  permit  pursuant  to  Section  11-31  of  the  Zoning 
Resolution. 

Resolved,  that  the  Board  does  hereby  deny  the  application 
and  the  extension  of  time  to  complete  foundations  is  hereby 
denied. 


7-74-BZY — B.Bx. — 5601  Palisade  Avenue,  999.77  feet 
north  of  254th  Street,  Block  5933,  Lot  46,  Borough  of 
The  Bronx,  N.B.  168-72,  re-  Revocation  of  Building 
Permit. 

APPEARANCES— 

For  Applicant:  Julius  J.  Rosen. 

AC  1  ION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  q 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-331  of  the  Zoning  Resolution  for 
time  to  complete  foundations. 

Resolved ,  that  the  Board  does  hereby  authorize  under 
Section  11-331  of  the  Zoning  Resolution  the  time  to  complete 
foundations  to  August  26,  1974. 


1-74-BZY — B.Bx.- — 685  White  Plains  Road,  Block  3563, 
Lots  1,  19,  20,  56,  61,  65,  66,  67,  68,  69,  71,  73,  N.B.  406-73. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug.. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1974,  at 
2  P.M.,  for  continued  hearing,  at  the  request  of  the 
applicant. 


2-74-BZY — B.B. — 1702  to  1750  Avenue  R,  Block  6821, 

Lots  201,  212,  N.B.  91-73. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  Bernard  H.  Vogel. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1974,  at 
2  P.M.,  for  continued  hearing. 

4-74-BZY — B.Bx. — 3355  White  Plains  Road,  Block  4624, 

Lot  37,  N.B.  188-73. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug.. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1974,  at 
2  P.M.,  for  continued  hearing,  at  the  request  of  the 
applicant. 


5-74-BZY — B.Bx. — 799  Gun  Hill  Road,  Block  4658,  Lot 
21,  N.B.  130-73. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


6-74-BZY — B.B. — 2900  Bragg  Street,  southwest  corner 
of  Emmons  Avenue,  Block  8815,  Lot  112,  Borough  of 
Brooklyn,  N.B.  96-73,  re-  Revocation  of  Building  Permit. 

APPEARANCES— 

For  Applicant:  Julius  J.  Rosen. 

For  Opposition :  William  Hoppen. 
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ACTION  OF  BOARD— Laid  over  to  March  12,  1974,  at  2 
P.M.,  for  continued  hearing,  along  with  Case  No.  79-74-A, 
and  a  determination  will  be  made  on  March  12,  1974. 


12-74-BZY — B.Q. — 140  Beach  25th  Street,  Block  15815, 
Lot  20,  N.B.  984-72. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Laid  over  to  March  26,  1974,  at  2 
P.M.,  for  hearing,  at  the  request  of  the  applicant. 


586-73-A 

APPLICANT— T.  J.  Walocha  for  Bell  &  Howell  Business 
Group,  owner. 

SUBJECT— Application  November  5,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  com¬ 
bustible  mixture  known  as  Positive  Toner  Starter — Posi¬ 
tive  Toner  Replenisher— Reversal  Toner  Starter— Reversal 
Toner  Replenisher— Type  400  Reversal  Starter  Toner- 
Type  400  Reversal  Replenisher  in  one  quart  polyethylene 
bottles,  not  in  compliance  with  regulations  of  the  Adminis¬ 
trative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  T.  Milne  and  Dep.  Chief  Insp. 
C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  10,  1973,  on  Folder  #1,22-Pending,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  products  Type  400  Reversal  Replenisher,  Posi¬ 
tive  Toner  Replenisher,  Reversal  Toner  Replenisher  in 
containers  as  follows:  1  pt.  H.  D.  Polyethylene  Bottles 
is  disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations  to  wit:  C19-62.0.b  NYC  Adm. 
Code  requires  that  containers  used  to  package  combus¬ 
tible  mixtures  for  industrial  use  must  be  metal  cans  with 
replaceable  top.” 

and 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  products  Positive  Toner  Starter — Positive 
Toner  Replenisher — Reversal  Toner  Starter — Reversal 
Toner  Replenisher — Type  400  Reversal  Starter  Toner — 
Type  400  Reversal  Replenisher  in  containers  as  follows : 
1  Qt.  H.  D.  Polyethylene  Bottles  is  disapproved.  Such 
containers  are  not  in  compliance  with  our  regulations  to 
wit:  C19-62.0.b  NYC  Adm.  Code  requires  that  con¬ 
tainers  used  to  package  combustible  mixtures  for  indus¬ 
trial  use  must  be  metal  cans  with  replaceable  top.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
October  10,  1973,  acting  on  Folder  #122-Pending,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  conform  to  drawings 
marked  “Received  November  5,  1973”,  3  sheets;  on  further 
condition  that  the  label  on  the  container  be  in  such  style  and 
wording  as  is  satisfactory  to  the  Fire  Commissioner ;  and  that 


in  all  other  respects,  all  laws,  rules  and  regulations  applicable 
be  complied  with. 


632-73-A 

APPLICANT— William  G.  Bosch  for  Fiebing  Chemical 
Company,  owner. 

SUBJECT— Application  November  29,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Fiebings  Leather  Dye”,  in  pint, 
quart  and  gallon  glass  bottles,  not  in  compliance  with  regu¬ 
lations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  William  G.  Bosch  and  Gaar  Steiner. 

For  Administration:  Lt.  T.  Milne  and  Dep.  Chief  Insp. 

C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at  2 
P.M.,  for  continued  hearing. 

637-73-A 

APPLICANT — Louis  Lieberman  for  Rabbi  Baurch  Hal- 
berstam,  owner. 

SUBJECT— Application  November  30,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  rear  yard, 
floor  area  percentage. 

PREMISES  AFFECTED — 4919  15th  Avenue,  northeast 
corner  of  50th  Street,  Block  5453,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD— Laid  over  to  March  12,  1974,  at 
2  P.M.,  for  decision,  hearing  closed;  applicant  to  submit 
additional  documentation. 

645-73-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner  for 
Thomas  Ripley,  owner. 

SUBJECT — Application  November  30,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  modification  of  Cer¬ 
tificate  of  Occupancy  #123555. 

PREMISES  AFFECTED— 66-41  Grand  Avenue,  north  side, 
127.94  feet  west  of  Queens  Midtown  Expressway,  Block 
2724,  Lot  61,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  T.  W.  Milne,  F.  D. 

For  Opposition :  Thomas  Ripley. 

ACTION  OF  BOARD— Laid  over  to  March  26,  1974,  aj 
2  P.M.,  for  continued  hearing;  owner  to  submit  additiona. 
information. 


646-73- A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner,  foi 
Thomas  Ripley,  owner. 

SUBJECT — Application  December  3,  1973 — appeal  from  i 
decision  of  the  Fire  Commissioner,  re-  modification  of  Cer 
tificate  of  Occupancy  #139045. 

PREMISES  AFFECTED— 66-43  and  66-45  Grand  Avenue 
north  side,  83  feet  west  of  Queens  Midtown  Expressway 
Block  2724,  Lot  58,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  T.  W.  Milne,  F.  D. 

For  Opposition :  Thomas  Ripley. 

ACTION  OF  BOARD— Laid  over  to  March  26,  1974,  a 
2  P.M.,  for  continued  hearing;  owner  to  submit  additiona 
information. 


188 


MINUTES 


647-73-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner  for 
Corner  Distributors,  owner. 

SUBJECT — Application  December  3,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #32402. 

PREMISES  AFFECTED— 2901  White  Plains  Road,  north¬ 
west  corner  of  Arnow  Avenue,  Block  4542,  Lot  1,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Lt.  T.  W.  Milne,  F.  D. 

For  Opposition:  John  P.  Walpole. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1974,  at  2 
P.M.,  for  continued  hearing;  owner’s  representative  to 
submit  additional  information. 


648-73-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner  for 
Corner  Distributors,  owner. 


SUBJECT — Application  December  3,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  Modification  of 
Certificate  of  Occupancy  #47184. 

PREMISES  AFFECTED — 2927  White  Plains  Road,  west 
side,  125  feet  north  of  Arnow  Avenue,  Block  4542,  Lot  20, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lt.  T.  W.  Milne,  F.  D. 

For  Opposition:  John  P.  Walpole. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1974,  at  2 
P.M.,  for  continued  hearing;  owner’s  representative  to 
submit  additional  information. 

Cal.  No.  148-73-A  will  appear  in  Bulletin  11,  Vol.  59. 


Adjourned:  5:10  P.M. 

John  P.  Cincotta,  Executive  Director 
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CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  July  6,  1971,  as  they 
appeared  in  Bulletin  28,  Vol.  56,  are  corrected  to  read  as 
follows : 

320-71- A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT— Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  mall  area  of 
shopping  area. 

PREMISES  AFFECTED — 2655  Richmond  Avenue,  north¬ 
east  corner  of  Platinum  Avenue,  Block  2400,  Lot  180,  New 
Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1971  on  N.  B.  Applic.  1172-70,  reads: 

“5.  This  building  is  contrary  to  Section  32-412  Z.  R. 
in  that  each  end  of  building  is  partly  enclosed  by  the 
exterior  walls  of  the  adjoining  building  wholly  on  the 


adjacent  zoning  lots.  In  the  same  sense  this  building 
does  not  comply  with  the  definition  given  in  sub-article 
201.0  the  Adm.  Code. 

7.  Fire  Divisions  are  required  to  sub-divide  mall 
area  into  units  of  17,500  square  feet  or  less  in  accordance 
with  Table  4-2  of  sub-article  406.0  of  the  Adm.  Code. 

8.  Exit  passageway  is  contrary  to  Section  C26-604.3 
of  the  Adm.  Code  in  that  various  objections  such  as  tele¬ 
phones,  kiosks,  sitting  areas,  stairs,  escalators,  open  wells 
are  obstructions  and  that  construction  is  to  comply  with 
Table  3-4. 

9.  Lot  line  openings  at  each  end  of  mall  common  to 
Macys  and  Sears  are  contrary  to  Table  3-4  of  the  Adm. 
Code.  Exterior  openings  in  exterior  walls  with  an  ex¬ 
terior  separation  of  3'-0"  or  less  are  not  permitted.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1971,  acting  on  N.B.  Applic.  1 172-70,  Objections 
Nos.  5,  7,  8,  9,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
shall  conform  with  drawings  filed  with  this  application  marked 
“Received,  June  18, 1971,”  12  sheets  and  the  resolution  adopted 
this  day  under  Calendar  Number  297-71-BZ ;  and  that  all 
other  laws,  rules  and  regulations  shall  be  complied  with. 

*  In  the  Resolution  Section,  the  matter  as  shown  above  in 
italics  has  been  inserted. 
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DOCKET 

New  Cases  Filed  up  to  March  5,  1974 

Cal.  No.  Dept.  Premises  Affected 

100-74-BZ — B.R. — 5380  Amboy  Road,  southeast  corner 
of  Stecher  Street,  Block  6569,  Lot  27,  Huguenot,  Bor¬ 
ough  of  Richmond,  Community  Board  #4,  N.B.  1688-64, 
re-  front  yard,  R3-2  district. 


101-74-A — B.M. — 104  to  108  Greene  Street,  east  side, 
138.634$  feet  south  of  Prince  Street,  and  123  to  125  Mercer 
Street,  Block  499,  Lot  7,  Borough  of  Manhattan,  N.B. 
1036-72,  re-  electric  door  lock. 


102-74-A— F.D.— Packaging  of  a  combustible  mixture 
known  as  “Mobile  Windshield  Washer  Fluid”  in  gal¬ 
lon  polyethylene  bottle  with  plastic  screw  cap,  not  in 
compliance  with  regulations  of  Administrative  Code. 


103-73- A — B.Bx. — Soundview  Park,  Metcalf  and  Seward 
Avenue,  Block  3543,  Lot  1,  Borough  of  The  Bronx,  F.D. 
letter  of  1/30/74,  re-  storage  and  use  of  liquified  chlorine 
gas. 


104-74-BZ — B.B. — 3401  to  3421  Ft.  Hamilton  Parkway, 
south  side,  100  feet  east  of  Chester  Avenue,  Block  5303, 
Lots  12,  13,  15,  18,  20,  Borough  of  Brooklyn,  Community 
Board  #12,  N.B.  18-74,  re-  proposed  eating  and  drinking 
establishment,  R5  district. 


105-74-BZ — B.M. — 1213  to  1215  First  Avenue,  northwest 
corner  of  East  65th  Street,  Block  1440,  Lot  23,  Borough 
of  Manhattan,  Community  Board  #8,  Alt.  No.  1389-71, 
re-  change  of  use  from  stores  to  eating  and  drinking 
place,  Cl-9  district. 


106-74-BZ — B.Q. — 87-02  78th  Street,  west  side,  270.62 
feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  21,  Wood- 
haven,  Borough  of  Queens,  Community  Board  #9,  N.B. 
848-73,  re-  three  family  dwelling,  R3-1  district. 


107-74-BZ — B.Q. — 87-04  78th  Street,  west  side,  290.08 
feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  22,  Wood- 
haven,  Borough  of  Queens,  Community  Board  #9,  N.B. 
849.73,  re-  three  family  dwelling,  R3-1  district. 


108-74-BZ — B.Q. — 87-06  78th  Street,  west  side,  309.52 
feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  23,  Wood- 
haven,  Borough  of  Queens,  Community  Board  #9,  N.B. 
850-73,  re-  three  family  dwelling,  R3-1  district. 


109-74-BZ — B.Q. — 87-08  78th  Street,  west  side,  328.96  feet 
south  of  Jamaica  Avenue,  Block  8908,  Lot  24,  Wood- 
haven,  Borough  of  Queens,  Community  Board  #9,  N.B. 
851.73,  re-  three  family  dwelling,  R3-1  district. 


110-74-BZ — B.Q. — 87-10  78th  Street,  west  side,  348.40  feet 
south  of  Jamaica  Avenue,  Block  8908,  Lot  25,  Wood- 
haven,  Borough  of  Queens,  Community  Board  #9,  N.B. 
852-73,  re-  three  family  dwelling,  R3-1  district. 


111-74-BZ — B.Q. — 87-12  78th  Street,  west  side,  348.34  feet 
north  of  88th  Avenue,  Block  8908,  Lot  26,  Woodhaven, 
Borough  of  Queens,  Community  Board  #9,  N.B.  853-73, 
re-  three  family  dwelling,  R3-1  district. 


112-74-BZ — B.Q. — 87-14  78th  Street,  west  side,  328.90  feet 
north  of  88th  Avenue,  Block  8908,  Lot  27,  Woodhaven, 
Borough  of  Queens,  Community  Board  #9,  N.B.  854-73, 
re-  three  family  dwelling,  R3-1  district. 


113-74-BZ — B.Q. — 87-16  78th  Street,  west  side,  309.46  feet 
north  of  88th  Avenue,  Block  8908,  Lot  28,  Woodhaven, 
Borough  of  Queens,  Community  Board  #9,  N.B.  855-73, 
re-  three  family  dwelling,  R3-1  district. 


114-74-BZ — B.Q. — 87-18  78th  Street,  west  side,  290  feet 
north  of  88th  Avenue,  Block  8908,  Lot  29,  Woodhaven, 
Borough  of  Queens,  Community  Board  #9,  N.B.  856-73, 
re-  three  family  dwelling,  R3-1  district. 


115-74-BZ — B.Q. — 87-19  77th  Street,  east  side,  290  feet 
north  of  88th  Avenue,  Block  8908,  Lot  56,  Woodhaven, 
Borough  of  Queens,  Community  Board  #9,  N.B.  847-73, 
re-  three  family  dwelling,  R3-1  district. 


116-74-BZ — B.Q. — 87-17  77th  Street,  east  side,  309.46  feet 
north  of  88th  Avenue,  Block  8908,  Lot  57,  Woodhaven, 
Borough  of  Queens,  Community  Board  #9,  N.B.  846-73, 
re-  three  family  dwelling,  R3-1  district. 


117-74-BZ — B.Q. — 87-15  77th  Street,  east  side,  328.90  feet 
north  of  88th  Avenue,  Block  8908,  Lot  58,  Woodhaven, 
Borough  of  Queens,  Community  Board  #9,  N.B.  845-73, 
re-  three  family  dwelling,  R3-1  district. 


118-74-BZ — B.Q.— 87-13  77th  Street,  east  side,  348.34  feet 
north  of  88th  Avenue,  Block  8908,  Lot  59,  Woodhaven, 
Borough  of  Queens,  Community  Board  #9,  N.B.  784-73, 
re-  three  family  dwelling,  R3-1  district. 


119-74-BZ — B.Q. — 87-11  77th  Street,  east  side,  337.34  feet 
south  of  Jamaica  Avenue,  Block  8908,  Lot  60,  Wood¬ 
haven,  Borough  of  Queens,  Community  Board  #9,  N.B. 
843-73,  re-  three  family  dwelling,  R3-1  district. 


120-74-BZ — B.Q. — 87-09  77th  Street,  east  side,  317.90  feet 
south  of  Jamaica  Avenue,  Block  8908,  Lot  61,  Wood¬ 
haven,  Borough  of  Queens,  Community  Board  #9,  N.B. 
842-73,  re-  three  family  dwelling,  R3-1  district. 


121-74-BZ — B.Q. — 87-07  77th  Street,  east  side,  298.26  feet 
south  of  Jamaica  Avenue,  Block  8908,  Lot  62,  Wood¬ 
haven,  Borough  of  Queens,  Community  Board  #9,  N.B. 
841-73,  re-  three  family  dwelling,  R3-1  district. 


122-74-BZ — B.Q. — 87-05  77th  Street,  east  side,  278-82  feet 
south  of  Jamaica  Avenue,  Block  8908,  Lot  63,  Wood¬ 
haven,  Borough  of  Queens,  Community  Board  #9,  N.B. 
840-73,  re-  three  family  dwelling,  R3-1  district. 


123-74-BZ — B.Q. — 87-03  77th  Street,  east  side,  259.36  feet 
south  of  Jamaica  Avenue,  Block  8908,  Lot  64,  Wood¬ 
haven,  Borough  of  Queens,  Community  Board  #9,  N.B. 
839-73,  re-  three  family  dwelling,  R3-1  district. 


124-74-BZ — B.Q. — 13-39  College  Point  Boulevard,  east 
side,  50  feet  north  of  14th  Avenue,  Block  3997,  Lot  7, 
College  Point,  Borough  of  Queens,  Community  Board 
#7,  re-  enlargement  of  funeral  chapels,  R4  district  (Alt. 
No.  79-74). 


125-74-A — B.Q. — 13-39  College  Point  Boulevard,  east 
side,  50  feet  north  of  14th  Avenue,  Block  3997,  Lot  7, 
College  Point,  Borough  of  Queens,  Alt.  No.  79-74,  re¬ 
proposed  enlargement  to  class  11  B  structure,  R4  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — • 
Health  Department;  F.D. — Fire  Department. 


APRIL  2,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  2,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

385-73-BZ 

APPLICANT — Harry  A.  Kotcher  for  Sid-Mar  Realty, 
owner;  Twinny  Products,  lessee. 
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SUBJECT — Application  June  21,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  ware¬ 
house  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 111-31  44th  Avenue,  north  side, 
22a  feet  east  of  111th  Street,  Block  2016,  Lot  74,  Corona, 
Borough  of  Queens. 

683-29-BZ — Vol.  II  ' 

APPLICANT — Lauria  and  Rowe  for  Vincent  and  Hazel 
Piampiano,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  July  24,  1971 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Sections  7f  and  7i  of  the  Zoning  Resolution, 
permitting  in  a  retail  use  district,  the  reconstruction  and 
extension  in  area  of  existing  gasoline  service  station, 
lubritorium  and  auto  laundry,  also  the  additional  uses  of 
minor  auto  repairing .  (hand  tools  only)  used  car  lot  and 
parking  of  motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 50-56  Sand  Lane,  southwest 
corner  of  Hylan  Boulevard,  Block  3266,  Lot  29,  Arrachar, 
Borough  of  Queens. 

569-43-BZ 

APPLICANT  Lama  and  Vassalotti  for  Louise  Prisco, 
owner. 

SUBJECT  Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  April  21,  1974 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  partly  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 520-522  Lefferts  Avenue,  south 
side,  254  feet  6  inches  west  of  Kingston  Avenue  and  571 
East  New  York  Avenue,  Block  1332,  Lot  27,  Borough 
of  Brooklyn. 

585-42-BZ— Vol.  II  ~ 

APPLICANT— Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7c  and  7i  of  the  Zoning  Resolution,  permitting  in  a  business 
3  j  residence  district  and  in  a  Class  D  area  the  extension 
and  maintenance  of  gasoline  service  station,  lubritorium, 
office,  car  washing,  minor  auto  repairs,  parking  and  storage 
of  motor  vehicles. 

PREMISES  AFFECTED — 3975-3985  (official  3981)  Hylan 
Boulevard  and  289-299  Nelson  Avenue,  northeast  corner, 
Block  51  a8,  Lot  37,  Great  Kills,  Borough  of  Richmond. 

283-52-BZ  ' 

APPLICANT — William  R.  H.  Mackay  for  Hillside  Queens 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super - 
mtendent;  previously  granted  on  condition  under  Section 
/h  of  the  Zoning  Resolution,  permitting  in  a  local  retail 
and  residence  use  district  on  a  plot  presently  occupied  with 
a  gasoline  service  station,  stores  and  parking,  the  exten- 
sion  of  the  present  parking  area  by  the  addition  of  an 
adjoining  lot  located  in  the  residence  portion  of  the 
premises  and  to  provide  an  additional  curb  cut. 

PREMISES  AFFECTED — 272-06  to  272-10  Union  Turn- 
pike  southeast  corner  of  Langdale  Street,  Block  8675,  Lots 
57,  59  and  61,  Bellerose,  Borough  of  Queens. 


951-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution— decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7c  and  7 i  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district,  the  reconstruction  of  legally  existing  non- 
conforming  gasoline  service  station,  to  include  a  new  one 
story  service  station  building,  sales  office,  lubritorium,  minor 
motor  vehicle  repairs  and  new  gasoline  pump  island. 

PREMISES  AFFECTED — 1098  Richmond  Road,  a  south¬ 
west  corner  of  Targee  Street,  Block  3181,  Lot  1,  Concord, 
Borough  of  Richmond. 


822-59-BZ 

APPLICANT  Lama  and  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
7a  of  the  Zoning  Resolution,  permitting  in  a  retail  use 
district,  the  reconstruction  of  the  existing  gasoline  service 
station. 

PREMISES  AFFECTED — 1774  Victory  Boulevard  and  590 
to  598  Manor  Road,  southwest  corner,  Block  709,  Lot  28, 
Castleton  Corners,  Borough  of  Richmond. 

585-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  William  Schia- 
vone,  owner. 

SUBJECT  Application  November  5,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R4  district,  the  enlargement  in 
area  of  an  existing  automobile  service  station  and  automo¬ 
bile  repair  shop. 

PREMISES  AFFECTED — 135-36  Centerville  Street,  north¬ 
west  corner  of  Hawtree  Street,  Block  11518,  Lot  192,  South 
Ozone  Park,  Borough  of  Queens.  Community  Board  10. 

610-73-BZ  " 

APPLICANT — Leonard  F.  Rothkrug  for  Cleto  Jordan  and 
Jeanette  Jordan,  his  wife,  owner. 

SUBJECT — Application  November  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  maintenance  of 
a  one  story  enlargement  to  a  one  family  dwelling  that  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 1938  65th  Street,  south  side,  300 
feet  west  of  19th  Avenue,  Block  5555,  Lot  18,  Borough  of 
Brooklyn.  Community  Board  #11. 


611-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Cleto  Jordan  and 
Jeanette  Jordan,  his  wife,  owners. 

SUBJECT — Application  November  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  extension  to 
frame  building  within  the  fire  limits. 

PREMISES  AFFECTED — 1938  65th  Street,  south  side,  300 
feet  west  of  19th  Avenue,  Block  5555,  Lot  18,  Borough  of 
Brooklyn. 


625-73-BZ 

APPLICANT — Albert  Melniker  for  Herbert  Smith,  Sr., 
owner. 
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SUBJECT— Application  November  20,  1973— decision  of 
the  Borough  Superintendent,  under  Sections  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C4-2  district, 
the  change  in  use  of  an  existing  one  story  building  pre¬ 
viously  before  the  Board  from  a  public  garage  to  a  furniture 
warehouse. 

PREMISES  AFFECTED— 95  Montgomery  Avenue,  east 
side,  470  feet  north  of  Victory  Boulevard,  Block  16,  Lot  25, 
Tomkinsville,  Borough  of  Richmond.  Community  Board 
#2. 


21-74-BZ 

APPLICANT— McGee  &  Morsellino  for  Ciampa  Properties, 
Incorporated,  owner. 

SUBJECT— Application  January  15,  1974— decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  the  reduction  in 
the  required  accessory  parking  spaces  for  a  proposed  seven 
story  office  building. 

PREMISES  AFFECTED— 136-26  37th  Avenue,  south  side, 
60.35  feet  west  of  138th  Street,  Block  4978,  Lot  13,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #7. 


27-74-BZ 

APPLICANT— Charles  A.  Magrino  for  Cangiano  Pork 
Stores,  Incorporated,  owner. 

SUBJECT — Application  January  16,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  food  store  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED— 6502  to  6508  14th  Avenue,  south¬ 
west  corner  of  65th  Street,  Block  5754,  Lots  38  and  41, 
Borough  of  Brooklyn.  Community  Board  #10. 

JOSEPH  B.  KLEIN,  Chairman 


APRIL  2,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon ,  April  2,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


662-73-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 

OWNER  OF  PREMISES — Universal  Lumber. 

SUBJECT — Application  December  7,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  modification  of  Cer¬ 
tificate  of  Occupancy. 

PREMISES  AFFECTED— 1350  60th  Street,  south  side, 
129  feet  west  of  New  Utrecht  Avenue,  Block  5719,  Lot  126, 
Borough  of  Brooklyn. 

JOSEPH  B.  KLEIN,  Chairman 


APRIL  9,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  9,  1974,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

547-71-BZ 

APPLICANT — Frank  G.  Meier  for  Benjamin  Nedbor, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  time 
to  complete  which  expired  January  11,  1973 — decision  of 


the  Borough  Superintendent ;  previously  granted  on  con- 
dition  under  Section  73-50  of  the  Zoning  Resolution  per¬ 
mitting  in  a  C8-1  district,  the  erection  of  a  one  story  i 
warehouse  that  encroaches  on  the  required  yard  along  a 

district  boundary. 

PREMISES  AFFECTED— 61-10  to  61-26  Maurice  Avenue, 
east  side,  49.08  feet  north  of  61st  Street,  Block  2371,  Lots 
112  and  120,  Maspeth,  Borough  of  Queens. 


593-72-BZ 

APPLICANT — Diffendale  and  Kubec  for  Richmond  Me¬ 
morial  Hospital,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  January  16, 
1974^— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  installation 
of  an  accessory  sewage  treatment  plant  for  an  existing 
hospital. 

PREMISES  AFFECTED — 360  Seguine  Avenue,  north¬ 
west  corner  of  Kingsland  Street,  Block  6699,  Lot  82,  ' 

Princes  Bay,  Borough  of  Richmond. 


690-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Charles  Bensley, 
owner. 

SUBJECT— Application  for  consideration— reopening  for  ■ 
extension  of  term  of  variance  which  expired  April  7,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
lubrication,  car  wash,  office,  minor  auto  repairs,  sales 
room  and  the  parking  and  storage  of  more  than  five  (5) 
cars. 

PREMISES  AFFECTED— 666-670  Castle  Hill  Avenue  and 
2201-2207  Cincinnatus  Avenue,  Block  3575,  Lot  28  (for-  > 
merly  Lots  28,  30  and  31),  Borough  of  The  Bronx. 


488-58-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Merm,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  14,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local,  retail  and  residence  use  dis¬ 
trict,  the  maintenance  of  a  parking  lot  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1314-1330  Merriam  Avenue, 
east  side,  100  feet  north  of  West  169th  Street,  Block  2531, 
Lot  5,  Borough  of  The  Bronx. 


1061-63-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Gladys  Fayne, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  March  10, _  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  enlargement 
in  area  of  an  existing  parking  lot  previously  before  the 
Board. 

PREMISES  AFFECTED— 1888  Bingsley  Terrace,  east 
side,  130.5  feet  west  of  Phelan  Place,  Block  2879,  Lots  257, 
258  and  259,  Borough  of  The  Bronx. 


196 


CALENDAR 


105-73-BZ 

APPLICANT — Sheldon  Lobel  for  Frandian  Associates, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  C6-6  CRT 
the  erection  of  a  34  story  mixed  building  that  exceeds  the 
permitted  lot  area  requirements  and  lot  area  per  room  and 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 1752-1756  Broadway,  211  West 
56th  Street,  northeast  corner,  Block  1028,  Lot  17,  Borough 
of  Manhattan. 


917-68-BZ 

APPLICANT — McGee  and  Morsellino  for  Caldo  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September 
26,  1973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  Cl -2  and  R6  district, 
at  an  existing  two  story  office  and  store  building,  the 
erection  of  a  six  floor  enlargement  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  penetrates  the  sky  exposure  plane 
and  extends  into  the  residence  district. 

PREMISES  AFFECTED — 41-60  to  41-80  Main  Street 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 

391-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodesh  Talmud,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September 
12,  1973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R8  district,  the  erec¬ 
tion  of  an  11  story  Synagogue  and  multiple  dwelling  that 
exceeds  the  permitted  floor  area  ratio  and  lot  coverage, 
has  less  than  the  required  lot  area,  open  space  ratio,  and 
lot  area  per  room,  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 223  to  22 7  East  51st  Street,' 
north  side,  260  feet  east  of  Third  Avenue  and  224  to  226 
Kast  52nd  Street,  Block  1325,  Lot  40,  Borough  of  Man¬ 
hattan. 


ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 


f  t  A^FECT  ED— 75-11  164th  Street,  east  side, 

80.24  feet  north  of  75th  Road,  Block  6966,  Lot  31,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #12. 

Laid  over  from  March  5,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  applicant. 


556-73-BZ 


APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 


SUBJECT— Application  October  16,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 


f  ^  AFFECTED — 75-13  164th  Street,  east  side, 

60.24  feet  north  of  75th  Road,  Block  6966,  Lot  29,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #12. 

Laid  over  from  March  5,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  applicant. 


557-73-BZ 


APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 


SUBJECT  Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 


AFFECTED — 75-15  164th  Street,  east  side, 

40.24  feet  north  of  75th  Road,  Block  6966,  Lot  27,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #12.’ 

Laid  over  from  March  5,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  applicant. 


205-72-BZ 


701-73-BZ 


APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
five  story  health  related  facility  that  exceeds  the  permitted 
floor  area  ratio  and  lot  coverage,  encroaches  on  the  re¬ 
quired  front  and  side  yards  and  penetrates  the  sky  ex¬ 
posure  plane. 


P^Fnof5r1FoSoAT;FECTED-3002-3038  West  35th  Street 
J.W-J512  Surf  Avenue,  southwest  corner  and  3501-351 

Brooklyn11  B°ardwalk’  Block  7065’  Ix)t  25>  Borough  o 


555-73-BZ  - - 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT— Application  October  16,  1973— decision  of  the 
oorough  Superintendent,  under  Section  72-21  of  the  Zon- 


APPLICANT— Sheldon  Lobel  for  Banner  County  Realty 
Corporation,  owner;  Concord  Beauty  School,  lessee. 

SUBJECT— Application  December  27,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
two  story  building  the  maintenance  of  a  trade  school  on 
the  second  floor. 

PREMISES  AFFECTED — 5606  5th  Avenue,  west  side,  25.2 
feet  south  of  56th  Street,  Block  839,  Lots  39  and  40,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #7. 

Laid  over  from  March  5,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  Community  Planning  Board. 

224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT— Application  April  13,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  for  an  existing  steam  plant. 


CALENDAR 


PREMISES  AFFECTED— 1100  York  Avenue,  northeast 
corner  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8  and  6. 

Laid  over  from  March  5,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  Administrator  of  the  Environmental  Protec¬ 
tion  Administration. 


300-73-BZ 

APPLICANT— Dominick  T.  Farruggio  for  Vito  Santoro, 
owner. 

SUBJECT— Application  May  17,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  commercial  vehicle 
storage  establishment  that  encroaches  on  the  required  open 
space. 

PREMISES  AFFECTED— 101-08  to  101-10  97th  Street, 
south  side,  50  feet  West  of  102nd  Street,  Block  9403,  Lots 
3  and  5,  Borough  of  (Woodhaven)  Queens.  Community 
Board  #9. 


561-73-BZ 

APPLICANT— Adrianne  Ilventa,  owner. 

SUBJECT— Application  October  23,  1973— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-6— 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
the  erection  of  a  one  story  enlargement  to  an  exisitng 
dwelling  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 336  East  16th  Street,  west  side, 
208  feet  north  of  Cortelyou  Road,  Block  5146,  Lot  62,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #14. 


5-74-BZ 

APPLICANT — Josph  B.  Raia  for  Ivan  Marshall,  owner. 
SUBJECT— Application  January  3,  1973— decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  erection,  of 
a  two  story  and  basement  enlargement  to  an  existing 
school  with  an  accessory  caretakers  apartment. 
PREMISES  AFFECTED— 250  Parkinson  Avenue,  west 
side,  303.40  feet  south  of  Ledyard  Place,  Block  3223,  Lot 
17,  Grasmere,  Borough  of  Richmond.  Community  Board 

#3. 


19-74-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Beth  Jacob-Beth 
Miriam  School  for  Girls,  owner. 

SUBJECT— Application  January  15,  1974— decision  of  the 
Borough  Superintendent,  under  Seciton  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2,  in  an  R4  and  R3-2  dis¬ 
trict,  the  erection  of  a  seven  story  non-profit  residence  for 
the  elderly,  and  school  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  and  accessory 
parking,  encroaches  on  the  required  front,  side  and  rear 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 5714-16  Mosholu  Avenue,  south 
side,  161  feet  east  of  Feldston  Road  and  5711-19  Faraday 
Avenue,  Block  5855,  Lots  2234  and  2237,  Borough  of  The 
Bronx.  Community  Board  #14. 


30-74-BZ 

APPLICANT — Raymond  McKaba  for  Robert  Sabbagh, 
owner. 

SUBJECT — Application  Jnauary  16,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  a  C84  district,  the  enlargement 
in  area  of  a  two  story  commercial  building  that  will  exceed 
the  permitted  floor  area  ratio,  and  has  less  than  the  re¬ 
quired  accessory  parking. 

PREMISES  AFFECTED— 8714  Fifth  Avenue,  northwest 
comer  of  88th  Street,  Block  6050,  Lot  40,  Borough  of 
Brooklyn.  Community  Board  #10. 


31-74-A 

APPLICANT— Raymond  McKaba  for  Robert  Sabbagh, 
owner. 

SUBJECT— Application  January  16,  1974— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  exits,  ventila¬ 
tion,  etc. 

PREMISES  AFFECTED— 8714  Fifth  Avenue,  northwest 
corner  of  88th  Street,  Block  6050,  Lot  40,  Borough  of 
Brooklyn. 


151-73-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  encroaches 
on  the  required  rear  yard  equivalent  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 
Community  Board  #8. 

Laid  over  from  March  5,  1974,  for  continued  hearing, 

at  the  request  of  the  applicant. 


152-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT— Application  March  7,  1973— filed  pursuant  to 
multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 


564-73-BZ 

APPLICANT — Sheldon  Lobel  for  Celebrity  Checks,  Incor¬ 
porated,  owner. 

SUBJECT— Application  October  24,  1973— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5 
district  the  erection  of  a  four  story  bank  and  office  building 
that  exceeds  the  permitted  floor  area  ratio,  penetrates  the 
sky  exposure  plane  and  has  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED— 34-45  Junction  Boulevard, 

northeast  corner  of  35th  Avenue,  Block  1730,  Lot  31,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #3. 

Laid  over  from  March  5,  1974,  for  continued  hearing. 

JOSEPH  B.  KLEIN,  Chairman 
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APRIL  9,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  April  9,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


9-74-BZY — B.B. — 2316  Surf  Avenue, 
120  and  126,  N.B.  89-73. 


Block  7070,  Lots 


23-73-BZY— B.Q.— 112-12  Ocean 
16185,  Lots  41,  N.B.  61-73. 


Promenade, 


Block 


26-73-BZY — B.Q. — 2929  Far  Rockaway  Boulevard,  Block 
15688,  Lots  25,  29,  33,  N.B.  368-73. 


12-74-A 


APPLICAN  T — H.  M.  Cole  for  31  Union  Square  West  Cor¬ 
poration,  owner. 


SUBJECT— Application  January  10,  1974— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fire  resistant 
enclosures,  egress,  etc. 

PREMISES  AFFECTED — 31  Union  Square  West  and  21 
East  16th  Street,  northwest  corner,  Block  844,  Lot  17 
Borough  of  Manhattan. 


15-74-A 

APPLICANT  Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Neck  Realty  Corporation,  owner. 

SUBJECT  Application  January  11,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED — 122-130  East  22nd  Street,  south¬ 
west  corner  of  Lexington  Avenue,  Block  877,  Lot  74  Bor¬ 
ough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 
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Minutes  from  February  26, 1974  on 
the  following  Cal.  No. 

148-73-A 

APPLICANT— Albert  Melniker  for  Standard  Boat  Com¬ 
pany  Incorporated,  owner. 

SUBJECT — Application  March  6,  1973 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  discontinue  the  use 
of  tote  tanks  for  storage  of  lubricating  oil. 

PREMISES  AFFECTED— 1483  Richmond  Terrace,  north 
side,  95.77  feet  east  of  Broadway,  Block  184,  Lot  275,  West 
New  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker  and  Rudolph  Rando. 

For  Administration :  Lt.  T.  Milne  and  Deputy  Chief  Insp. 
C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  27,  1972  and  February  7,  1973,  on  Account  No. 
T221-991  and  V.O.  B-374719,  reads  : 

“1.  Discontinue  the  use  of  ‘Tote  Tanks’  for  storage 
of  lubricating  oil.  Forthwith.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
October  27,  1972  and  February  7,  1973,  acting  on  Account  No. 
T-221-991  and  V.O.  B-374719,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  more  than  200  Tote  Tanks  be 
stored  on  the  premises ;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings  marked  “November 
20,  1973”,  1  sheet  and  “February  21,  1974”,  2  sheets;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  5,  1974,  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 


The  minutes  of  the  regular  meeting  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  February  19,  1974,  were 
approved  as  printed  in  the  Bulletin  of  February  28,  1974, 
Vol.  59,  No.  9. 


423-54-BZ — V ol.  II 

APPLICANT — Walter  T.  Gorman  for  Shell  Oil  Company, 
long  term  lessee;  Morgan  Guaranty  Trust  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  under  Section  7e  and  7h  of 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  minor  repairs  (hand  tools  only),  office,  sales 
and  storage  of  auto  accessories  and  open  parking. 


PREMISES  AFFECTED— 1217  East  233rd  Street,  north¬ 
west  corner  of  Baychester  Avenue,  Block  4954,  Lot  68 
(formerly  Lots  68  and  69),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Carl  A.  Sulfaro. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  31,  1956,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  October 
5,  1971 ;  and 

Whereas,  the  resolution  was  amended  on  October  5,  1971 ; 
and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
31,  1956,  as  amended  through  October  5,  1971,  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  January 
16,  1974’,  one  sheet,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Misc.  883-73) 


946-57-BZ 


APPLICANT — James  P.  McLaughlin  for  Agnes  B. 
McLaughlin,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  28, 
1974 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local  retail  use  district  the  use  of  the 
building  on  the  rear  north  side  of  the  lot,  which  was 
erected  as  a  five  car  garage,  to  be  used  for  motor  vehicle 
repair  shop  specializing  in  body  and  fender  work. 

PREMISES  AFFECTED— 1029-1031  Ogden  Avenue,  west 
side,  175  feet  south  of  West  165th  Street,  Block  2525,  Lot 
30,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  P.  McLaughlin. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . . 
Negative:  . 


4 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  30,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  5,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  September 
30,  1958,  as  amended  through  March  25,  1969,  only  as  to 
the  term  of  variance,  so  that  a  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  on  condition  that  the 
facades  and  the  side  walls  of  the  building  shall  be  painted 
before  a  Certificate  of  Occupancy  is  issued;  that  other 
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than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  new  Certifi¬ 
cate  of  Occupancy  shall  be  obtained.”  (Alt.  1052-57) 

779-72-BZ  " 

APPLICANT — Leonard  F.  Rothkrug  for  Brooklyn  Section, 
National  Council  of  Jewish  Women,  Incorporated,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  February  13, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  73-641  and  72-21  of 
the  Zoning  Resolution,  permitting  in  a  C8-2  and  R5  dis¬ 
trict,  the  enlargement  in  area  of  an  existing  three  story 
building  by  adding  two  additional  stories  and  a  five  story 
horizontal  addition  that  will  exceed  the  permitted  floor 
area  ratio  and  lot  coverage,  encroaches  on  the  required  side 
and  rear  yards,  penetrates  the  sky  exposure  plane  and  with¬ 
out  the  required  accessory  parking. 

PREMIES  AFFECTED— 1001-1005  Quentin  Road,  1671- 
1683  East  10th  Street,  northeast  corner,  Block  6642,  Lot 
45,  Borough  of  Brooklyn. 

APPEARANCES— 

F°r  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  4 
Negative:  .  ’  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  13,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
13,  19/3,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution”.  (Alt. 


391-72-BZ  - ~ 

— Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodosh  Talmud,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
^^nsi°n  ,°f  to  complete  which  expired  September  12, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  erection  of  an 
11  story  Synagogue  and  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratio  and  lot  coverage,  has  less  than 
the  required  lot  area,  open  space  ratio,  and  lot  area  per 
room,  and  penetrates  the  sky  exposure  plane 

PREMISES  AFFECTED — 223  to  227  East  51st  Street, 
north  side,  260  feet  east  of  Third  Avenue  and  224  to  226 
-ast  ^2nd  Street,  Block  1325,  Lot  40,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Howard  Zipser. 

BOARD— Laid  over  to  April  9,  1974,  at  10 
A.M.,  Special  Order  Calendar,  at  the  request  of  the  appli¬ 
cant.  1 1 

917-68-BZ - 

APPLICANT — McGee  and  Morsellino  for  Caldo  Realty 
'corporation,  owner. 


SUBJECT  Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  26, 
19/3 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  and  R6  District,  at  an 
existing  two  story  office  and  store  building,  the  erection  of 
a  six  floor  enlargement  that  exceeds  the  permitted  floor 
area  ratio,  penetrates  the  sky  exposure  plane  and  extends 
into  the  residence  district. 

PREMISES  AFFECTED — 41-60  to  41-80  Main  Street, 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23, 
blushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1974,  at  10 
A.M.,  Special  Order  Calendar,  at  the  request  of  the  appli¬ 
cant. 


924-68-A — VoL  II  ~ 

APPLICANT  Lama  and  Vassalotti  for  Thrift  Furniture 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex- 
in^1011  of  term  of  variance  which  expired  February  8, 
iy74 — appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  egress;  previously  granted  on  condition. 

PREMISES  AFFECTED — 47  to  49  West  14th  Street,  north 
side,  220  feet  east  of  Avenue  of  the  Americas,  Block  816 
Lot  13,  Borough  of  Manhattan. 

APPEARANCES— 

I* or  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  ’  4 
Negative: .  * '  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
bebruary  8,  1972,  on  certain  conditions;  and 

Whereas  a  public  hearing  was  held  on  this  application 
on  March  5,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
,>  .1972,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  two  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt.  969-68) 

248-73-A — Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Frank  Raccuglia, 
owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent— filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  fronting 
on  legal  street ;  previously  denied. 

PREMISES  AFFECTED — Whitwell  Place,  south  side 
720.42  feet  east  of  Todt  Hill  Road,  Block  881  Lot  190’ 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Raymond  Gucciardo. 

ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at 
10  A.M.,  Special  Order  Calendar,  for  Department  of  Water 
Resources’  representative  to  be  present. 
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249-73- A — Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Frank  Raccuglia, 
owner. 

SUBJECT— Application  for  consideration— reopening  as 
Volume  II  subject  to  regular  procedure— decision  of  the 
Borough  Superintendent — filed  pursuant  to  Section  36, 
Article  3,  of  the  General  City  Law  re-  building  not  fronting 
on  a  legal  street;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  south  side, 
620.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  185, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Raymond  Gucciardo. 

ACTION  OF  BOARD— Laid  over  to  March  19,  1974,  at 
10  A.M.,  Special  Order  Calendar,  for  Department  of  Water 
Resources’  representative  to  be  present. 


250-73-A— Vol.  II 

APPLICANT— Alphonse  J.  Calvanico  for  Raymond  Guc¬ 
ciardo,  owner. 

SUBJECT — Application  for  consideration— reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent— filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law— re-  building  not  front¬ 
ing  on  legal  street;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

420.15  feet  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  127, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Raymond  Gucciardo. 

ACTION  OF  BOARD— Laid  over  to  March  19,  1974,  at 
10  A.M.,  Special  Order  Calendar,  for  Department  of  Water 
Resources’  representative  to  be  present. 


251-73-A— Vol.  II 

APPLICANT— Alphonse  J.  Calvanico  for  Raymond  Guc¬ 
ciardo,  owner. 

SUBJECT— Application  for  consideration— reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent — filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street;  previously  denied. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

525.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  122, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Raymond  Gucciardo. 

ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at 
10  A.M.,  Special  Order  Calendar,  for  Department  of  Water 
Resources’  representative  to  be  present. 


252-73-A— Vol.  II 

APPLICANT— Alphonse  J.  Calvanico  for  Raymond  Guc¬ 
ciardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent — filed  pursuant  to  Section  36. 
Article  3  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street ;  previously  denied. 

PREMISES  AFFECTED — Whitwell  Place,  north  side. 

630.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  117, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Raymond  Gucciardo. 


ACTION  OF  BOARD— Laid  over  to  March  19,  1974,  at 
10  A.M.,  Special  Order  Calendar,  for  Department  of  Water 
Resources’  representative  to  be  present. 

253-73-A — VoL  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci¬ 
ardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent  re-  filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  fronting 
on  a  legal  street;  previously  denied. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

735.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  112, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Raymond  Gucciardo. 

ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at  10 
A.M.,  Special  Order  Calendar,  for  Department  of  Water 
Resources’  represenattive  to  be  present. 


254-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc¬ 
ciardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II,  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent  re-  filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  fronting 
on  legal  street;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 
851.29  feet  east  of  Todt  Hill  Road,  Block  811,  Lot  107, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Raymond  Gucciardo. 

ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at 
10  A.M.,  Special  Order  Calendar,  for  Department  of  Water 
Resources’  representative  to  be  present. 


255-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci¬ 
ardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent  re-  filed  pursuant  to  Section  36, 
Article  3,  of  the  General  City  Law  re-  building  not  fronting 
on  a  legal  street ;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 
951.29  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  102, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Raymond  Gucciardo. 

ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at 
10  A.M.,  Special  Order  Calendar,  for  Department  of  Water 
Resources’  representative  to  be  present. 


40-73-BZ 

APPLICANT — Gaspare  Rosario  Santoro  for  Anthony 
Licastri,  owner. 

SUBJECT — Application  January  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  enlargement  to  an  existing  store  and  residential 
building  that  increases  the  degree  of  non-conformity  and 
non-compliance. 

PREMISES  AFFECTED— 128  Sand  Lane,  west  side,  40.01 
feet  south  of  McClean  Avenue,  Block  3274, _  Lots  32,  30, 
South  Beach,  Borough  of  Richmond.  Community  Board  #3. 
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APPEARANCES — 

For  Applicant:  Gaspare  R.  Santoro. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1974,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  the  appli¬ 
cant  to  submit  additional  information. 


151-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company.  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT— Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  en¬ 
croaches  on  the  required  rear  yard  equivalent  and  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 
Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Thomas  Breen 
and  Shaun  Henderson. 

For  Opposition:  Stanley  H.  Lowell. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1974,  at  10 
A.M.,  for  continued  hearing,  at  the  request  of  the  appli¬ 
cant. 


152-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — filed  pursuant  to 
multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED — 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 

APPEARANCES— 

F°r  Applicant :  Samuel  H.  Lindenbaum,  Thomas  Breen 
and  Shaun  Henderson. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1974,  at  10 
A.M.,  in  conjunction  with  Cal.  No.  151-73-BZ. 


224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT  Application  April  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  for  an  existing  steam  plant. 

PREMISES  AFFECTED — 1100  York  Avenue,  northeast 
comer  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8  and  6. 

APPEARANCES— 

For  Applicant :  S.  Barnes. 

For  Opposition :  None. 

THE  VOTE  TO  REOPEN  FOR  HEARING— 
Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 


ACTION  OF  BOARD — Hearing  reopened  and  laid  over  to 
April  9,  1974,  at  10  A.M.,  for  hearing,  at  the  request  of 
the  Administrator  of  the  Environmental  Protection  Ad¬ 
ministration. 


473-73-BZ 

APPLICANT — Upham,  Meeker  &  Weithern  for  Jaybar 
Realty  Corporation,  owner;  Melpal  Restaurant,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  August  17,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  in  an  existing 
one  story  building  occupied  with  retail  stores  the  addition 
to  the  uses  of  one  store  occupied  as  a  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 1784  Jerome  Avenue,  east  side, 
52.6  feet  south  of  176th  Street,  Block  2850,  Lot  9,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #5. 

APPEARANCES— 

For  Applicant :  Arthur  Levine. 

For  Opposition :  None. 

THE  VOTE  TO  REOPEN  FOR  HEARING— 
Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 

ACTION  OF  BOARD — Hearing  reopened  and  laid  over  to 
March  26,  1974,  at  10  A.M.,  for  decision;  hearing  closed. 


506-73-BZ 

APPLICANT — Joseph  Nirenberg  for  Joe  Bueti,  owner; 
Jimmie  Della  Monicu,  lessee. 

SUBJECT — Application  September  12,  1973 — decision  of 
the  Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  for  a  term 
of  5  years,  in  an  existing  three  story  building,  the  addi¬ 
tion  to  the  uses  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 9024  4th  Avenue,  northwest 
corner  of  91st  Street,  Block  6081,  Lot  73,  Borough  of 
Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  Joseph  Nirenberg. 

For  Opposition :  Carmela  Gagliardi  and  Kevin  Patrick 
McGovern. 

ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  in¬ 
formation;  previously  inspected;  hearing  closed. 


555-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT — Application  on  October  1.6,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erec¬ 
tion  of  a  three  story  and  cellar  two  family  dwelling  with 
retail  store  that  exceeds  the  permitted  floor  area  ratio,  has 
less  than  the  required  open  space  ratio  and  lot  area  per 
room,  encroaches  on  the  required  front  and  side  yard  and 
without  the  required  accessory  parking. 

PREMISES  AFFECTED— 75-11  164th  Street,  east  side, 
80.24  feet  north  of  75th  Road,  Block  6966,  Lot  31,  Flushing, 
Borough  of  Queens.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  applicant. 
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556-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT— Application  October  16,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 75-13  164th  Street,  east  side, 
60.24  feet  north  of  75th  Road,  Block  6966,  Lot  29,  Flushing, 
Borough  of  Queens.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  applicant. 


557-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
three  story  and  cellar  two  family  dwelling  with  retail  store 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room,  en¬ 
croaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED — 75-15  164th  Street,  east  side, 
40.24  feet  north  of  75th  Road,  Block  6966,  Lot  27,  Flushing, 
Borough  of  Queens.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  applicant. 

564-73-BZ 

APPLICANT — Sheldon  Lobel  for  Celebrity  Checks,  Incor¬ 
porated,  owner. 

SUBJECT — Application  October  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5 
district  the  erection  of  a  four  story  bank  and  office  building 
that  exceeds  the  permitted  floor  area  ratio,  penetrates  the 
sky  exposure  plane  and  has  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED — 34-45  Junction  Boulevard, 
northeast  corner  of  35th  Avenue,  Block  1730,  Lot  31,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel  and  M.  Wiener. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1974,  at  10 
A.M.  continued  hearing. 


626-73-BZ 

APPLICANT — Albert  Melniker  for  Allied  St.  George  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district  on  a  plot  previously 
before  the  Board,  the  elimination  of  the  accessory  roof 
parking  and  the  erection  of  a  fifth  floor  for  use  as  offices. 


PREMISES  AFFECTED— 60  Bay  Street  and  55  Central 
Avenue,  northwest  corner,  Block  5,  Lot  51,  St.  George, 
Borough  of  Richmond.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Albert  Melniker  and  Hyman  Muss. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  19,  1974  at  10 
A.M.  continued  hearing. 

629-73-BZ 

APPLICANT — The  Lenox  School,  owner. 

SUBJECT — Application  November  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  RIO  and  R8  district,  the 
erection  of  a  sixth  floor  addition  to  an  existing  5  story 
school  that  will  encroach  into  the  required  rear  yard. 
PREMISES  AFFECTED— 154  East  70th  Street,  south  side, 
80.6  feet  east  of  Lexington  Avenue,  Block  1404,  Lot  49, 
Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Howard  A. 

Zipser  and  John  Schiff. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


660-73-BZ 

APPLICANT — Mario  Dini  for  Ammibale  Pagnozzi,  owner. 

SUBJECT — Application  December  5,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  conversion 
of  a  one  family  dwelling  with  Doctor’s  offices  to  a  two 
family  dwelling  that  creates  non-compliance  in  lot  area  and 
lot  width. 

PREMISES  AFFECTED — 2566  Hone  Avenue,  east  side, 
93  feet  south  of  Allerton  Avenue,  Block  4451,  Lot  33, 
Borough  of  The  Bronx.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Mario  Dini. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  19,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


701-73-BZ 

APPLICANT — Sheldon  Lobel  for  Banner  County  Realty 
Corporation,  owner,  Concord  Beauty  School,  lessee. 

SUBJECT — Application  December  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
two  story  building  the  maintenance  of  a  trade  school  on  the 
second  floor. 

PREMISES  AFFECTED— 5606  5th  Avenue,  west  side,  25.2 
feet  south  of  56th  Street,  Block  839,  Lots  39  and  40, 
Borough  of  Brooklyn.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  April  9,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Plan¬ 
ning  Board. 

401-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Keco  Corpora¬ 
tion,  owner. 
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SUBJECT — Application  July  3,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -3  district,  the  erection  of  an 
eleven  story  and  cellar  nursing  home  and  health  related 
facility  that  exceeds  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED — 311  West  231st  Street,  north¬ 
east  corner  of  Irwin  Avenue,  Block  5714,  Lot  141,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #14. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

492-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Commodore  Hotel 
of  Belle  Harbor,  Incorporated,  owner. 

SUBJECT — Application  August  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  four  story  domiciliary  care  facility  that  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED — 198  Beach  127th  Street,  south¬ 
east  corner  and  126-11  Rockaway  Beach  Boulevard,  Block 
16236,  Lots  1  and  95,  Belle  Harbor,  Borough  of  Queens. 
Community  Board  #14. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Emil  Rousman. 
For  Opposition:  Lucy  McDonough,  John  C.  Cullinane, 
Charlotte  Katz  and  Lily  Lirch  Schuman. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  15,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  5,  1974;  then  to  March  5, 
1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  15,  1973,  acting  on  N.B.  Applic.  1100/1972, 
reads : 

“1.  Proposed  F.A.R.  for  domiciliary  care  facility, 
Use  Group  3,  an  R-4  district  is  contrary  to  Sec.  24- 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding(s)  c  and  e,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  15,  1973,  acting  on  N.B.  Applic.  1100/1972, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 

501-73-BZ 

APPLICANT — Lauria  &  Rowe  for  Mort  Williams,  owner. 
SUBJECT — Application  September  6,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  building  to  be  occupied  as  retail  stores  with 
offices  on  the  second  floor. 

PREMISES  AFFECTED — Hylan  Boulevard,  west  side, 
45.15  feet  north  of  Robinson  Avenue,  Block  5286,  Lot  39, 
Great  Kills,  Borough  of  Richmond.  Community  Board  #4. 

APPEARANCES— 

For  Applicant :  Ed  Lauria. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

AC1ION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative: .  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  5,  ‘1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  19,  1974;  then  to  March  5, 
1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  17,  1973,  acting  on  N.B.  Applic.  1303/1973,  reads: 

“1.  Proposed  construction  of  stores  and  offices  (Use 
Group  6)  in  an  R3-2  zone  is  contrary  to  Section  22-00 
of  the  Zoning  Resolution. 

2.  Provide  house  number  on  spec  sheets  as  required 
by  C26-108.2.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unneccessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  one-story  building  to  be 
occupied  as  retail  stores,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
marked  “Received  February  15,  1974”,  5  sheets,  and  “Febru¬ 
ary  22,  1974”,  one  sheet;  and  that  all  laws,  rules  and  regula¬ 
tions  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  year  from  the  date  of  this 
resolution. 

510-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  J.  Jones, 
Sr.,  Edward  J.  Jones,  Jr.,  Vivian  J.  Smith  and  Delbert 
C.  Smith;  owners,  Ford  Leasing  Development  Company, 
lessee. 

SUBJECT — Application  September  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1,  Cl-1  and  R3-2  district, 
the  erection  of  an  automobile  showroom  with  accessory 
sales  and  service,  and  with  accessory  parking  in  the  open 
area. 

PREMISES  AFFECTED — 2500  Victory  Boulevard  and 
657  Willowbrook  Road,  Northeast  corner  of  Gannon 
Avenue,  Block  751,  Lots  9  and  45,  Willowbrook,  Borough 
of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Maria  Hepp. 
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RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Opposed  to  the  application. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . >•••••••: . v  ' '  Y  '  ^ 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll  .  4 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  13,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  5,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  15,  1973,  acting  on  N.B.  Applic.  837/1973, 
reads : 

“2.  Proposed  use  of  Auto  show  room  with  accessory 
repairs,  accessory  sales  of  new  and  used  cars  on  a  lot 
partially  within  Cl-1,  C2-1  and  R3-2  zones  is  contrary 
to  section  32-18  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding (s)  c  and  e,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  15,  1973,  acting  on  N.B.  Applic.  837/1973, 
Objection  No.  2,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 

511-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  J.  Jones, 
Sr.,  Edward  J.  Jones,  Jr.,  Vivian  J.  Smith  and  Delbert  C. 
Smith,  owners ;  Ford  Leasing  Development  Company 
lessee. 

SUBJECT— Application  September  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  Auto 
Show  Room. 

PREMISES  AFFECTED — 2500  Victory  Boulevard  and 
657  Willowbrook  Road,  northeast  corner,  of  Gannon  Ave¬ 
nue,  Block  751,  Lots  9  and  45,  Willowbrook,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  .  4 
Negative: .  0 

597-73-BZ 

APPLICANT — Jerome  L.  Grushkin  for  New  Willowbrook 
Development  Corporation,  owner. 

SUBJECT — Application  November  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  two  family  dwelling  that  penetrates  the  sky-exposure 
plane. 

PREMISES  AFFECTED — 60  Rupert  Street,  southeast  cor¬ 
ner  of  Soren  Street,  Block  1971,  Lot  7,  Willowbrook, 
Borough  of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Michael  Rubin. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 


ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  15,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  19,  1974;  then  to  March  5, 
1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  12,  1973,  acting  on  N.B.  Applic.  1566/1971, 
reads : 

“2.  Proposed  building  projects  2'-0  plus  or  minus 
into  sky  exposure  plane  contrary  to  Section  23-631 
(Z.R.). 

3.  Permit  issued  6/8/72  for  foundation  only.  Ap¬ 
plicants  letter  dated  8/3/73  notes  that  entire  building 
has  been  constructed.  In  accordance  with  Comm.  Memo 
dated  9/12/73  all  illegal  construction  must  be  removed.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit.  in 
an  R3-2  district,  the  maintenance  of  a  two-family  dwelling 
that  penetrates  the  sky  exposure  plane,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked  “Received  November  13,  1973”,  4 
sheets;  on  further  condition  that  a  deed  restriction  limiting 
the  occupancy  to  not  more  than  2  families  be  filed  with  the 
Board  prior  to  the  issuance  of  a  Certificate  of  Occupancy; 
and  that  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


Adjourned:  12:15  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  5,  1974,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Augusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 


2300-BZY — Vol.  X— B.Q.— 138-25  Elder  Avenue,  Block 
5142,  Lot  2,  N.B.  4806-62. 

APPEARANCES— 

For  Applicant :  Richard  Klugherz. 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  . 0 
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THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  addition  extension  of  time  to  complete  construction 
to  December  15,  1974.  This  will  be  a  terminal  grant. 


5-74-BZY — B.Bx. — 799  Gun  Hill  Road— Block  4658,  Lot 
21,  N.B.  130-73. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-331  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-331  of  the  Zoning  Resolu¬ 
tion,  the  addition  extension  of  time  to  complete  construction 
to  September  5,  1974. 


23-73-BZY — B.Q. — 112-12  Ocean  Promenade,  Block 
16185,  Lot  41,  N.B.  61-73. 

APPEARANCES— 

For  Applicant :  David  Farber. 

For  Administration :  W.  J.  Kernic,  Dept,  of  Bldgs. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1974,  at  2 
P.M.  for  continued  hearing. 


26-73-BZY — B.Q. — 2929  Far  Rockaway  Boulevard,  Block 
15688,  Lots  25,  29,  33,  N.B.  368-73. 

APPEARANCES— 

For  Applicant:  Howard  Zipser. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1974,  at  2 
P.M.  for  continued  hearing  at  the  request  of  applicant. 

9-74-BZY — B.B. — 2316  Surf  Avenue,  Block  7070,  Lots 
120,  126,  N.B.  89-73. 

APPEARANCES— 

For  Applicant:  Julius  J.  Rosen. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1974,  at 
2  P.M.  for  continued  hearing. 


10-74-BZY — B.R. — 3565  Hylan  Boulevard,  Block  5108, 
Lot  1,  Alt.  No.  59-73. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at 
2  P.M.  for  continued  hearing. 

628-73-A 

APPLICANT — Cities  Service  Oil  Company,  owner. 

SUBJECT — Application  November  26,  1973 — appeal  from  a 
decision  of  the  Fire  Department,  re-  packaging  of  com¬ 


bustible  mixture  known  as  “Yamalube  2  cycle  engine  oil” 
in  one  quart  fiber  sealed  can,  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  T.  W.  Milne,  F.D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta 


and  Commissioner  Carroll  .  3 

Negative:  .  0 

Absent:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintedent,  dated 
May  8,  1973,  on  Folder  #122-481,  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  products  (1)  CITGO  Extra  Range  2-cycle 
Oil  (2)  CITGO  Extra  Range  Snowmobile  Oil  (3) 
Yamalube  2-cycle,  all  products  have  a  F.P.  of  166°F. 
and  are  classified  as  combustible  mixtures  in  containers 
as  follows :  Metal  one  quart  fiber  sealed  container  is 
Disapproved.  Such  containers  are  not  in  compliance  with 
our  regulations  to  wit:  Sec.  C19-62.0.b  NYC  Adm.  Code 
requires  that  combustible  mixture  products  packaged  in 
the  above  quantities  be  placed  in  metal  or  glass  containers 
equipped  with  replaceable  tops  or  caps.” 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
May  8,  1973,  acting  on  Folder  #122-481,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  container  shall  substantially  comply  with 
drawing  filed  “December  12,  1973”,  3  sheets;  that  the  label 
have  prominently  displayed  instructions  that  the  entire  con¬ 
tents  are  to  be  emptied  upon  initial  opening;  that  the  label  be 
in  such  style  as  is  satisfactory  to  the  Fire  Commissioner ; 
and  that  in  all  other  respects,  all  applicable  laws,  rules  and 
regulations  shall  be  complied  with. 


636-73-A 

APPLICANT— M.  Martin  Elkind  for  303-305  West  92nd 
Street  Realty  Corporation,  owner. 

SUBJECT — Application  November  30,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
permit  #1501/70. 

PREMISES  AFFECTED — 303  West  92nd  Street,  north 
side,  33  feet  west  of  West  End  Avenue,  Block  1252,  Lot 
114,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Seymour  S.  Detsky. 

For  Opposition:  Mrs.  S.  Oshima. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative:  .  0 


579-73-A 

APPLICANT — Fach,  Sipp  &  Hall  for  Solomon  Scharf, 
owner. 

SUBJECT — Application  November  1,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
permit. 
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PREMISES  AFFECTED— 51  Oakville  Street,  north  side, 
50  feet  east  of  Soren  Street,  Block  1985,  Lot  114,  Seaview, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  March  19,  1974,  at  2 
P.M.  for  continued  hearing. 

588-73-A 

APPLICANT— Sheldon  Lobel  for  345  Park  South  Asso¬ 
ciation,  owner. 

SUBJECT — Application  November  5,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  re-entry  from  stair¬ 
ways. 

PREMISES  AFFECTED— 343-361  Park  Avenue  South, 
northeast  corner  of  East  25th  Street,  Block  881,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel  and  Lyn  Comfort. 

For  Administration :  Lt.  T.  W.  Milne,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  March  19,  1974,  at  2 
P.M.  for  continued  hearing. 

617-73-A 

APPLICANT — Harvey  P.  Clarkson,  President  of  Shreve, 
Lamb  &  Harmon  Associates  for  Prudential  Life  Insurance 
Company,  owner,  Empire  State  Building  Company,  lessee, 
Helmsley  Spear,  Incorporated,  agent. 

SUBJECT — Application  November  16,  1973 — appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  exemption 
from  required  re-entry  and  re-entry  signs. 

PREMISES  AFFECTED— 350  Fifth  Avenue  and  2  to  20 
West  34th  Street,  southwest  corner  and  1  to  29  West  33rd 
Street,  Block  835,  Lot  41,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  T.  W.  Milne,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  March  26,  1974,  at  2 
P.M.  for  continued  hearing. 

621-73-A 

APPLICANT — P.  E.  Truesdale,  president  of  Truesdale 
Chemical  Sales  Company,  Incorporated,  applicant,  44th 
Avenue  Realty,  Incorporated,  owner. 

SUBJECT — Application  November  20,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  storage  of  glycerine. 

PREMISES  AFFECTED — 10-05  44th  Avenue,  northeast 
corner  of  10th  Street,  Block  453,  Lot  1,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lt.  T.  W.  Milne,  F.D. 

ACTION  OF  BOARD — Laid  over  to  March  12,  1974,  at 
2  P.M.,  for  continued  hearing. 

650-73-A 

APPLICANT — Squadron,  Gartenberg,  Ellenoff  &  Plesent 
for  H.  V.  Associates,  owner;  Mike’s  Farmers  Market, 

lessee. 

SUBJECT — Application  December  4,  1973 — appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  Revoca¬ 
tion  of  Building  Permit  #2148/73. 

PREMISES  AFFECTED — 136-19  Whitestone  Expressway, 
southwest  corner  of  28th  Avenue,  Block  4339,  Lots  65  and 
73,  Whitestone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  M.  Kerngan. 


ACTION  OF  BOARD— Laid  over  to  May  7,  1974,  at  2 
P.M.,  for  hearing. 

662-73-A 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Universal  Lumber,  owner. 

SUBJECT— Application  December  7,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  modification  of 
certificate  of  occupancy. 

PREMISES  AFFECTED— 1350  60th  Street,  south  side,  129 
feet  west  of  New  Utrecht  Avenue,  Block  5719,  Lot  126, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  T.  W.  Milne,  F.  D. 

For  Opposition:  Morris  Hoberman. 

ACTION  OF  BOARD— Laid  over  to  April  2,  1974,  at  2 
P.M.,  for  progress  report. 

693-73-A 

APPLICANT — Frank  A.  Vaccaro  for  Richard  Standing, 
owner. 

SUBJECT — Application  December  20,  1973 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Frame  build¬ 
ing  within  the  fire  district. 

PREMISES  AFFECTED — 531  Forest  Avenue,  northeast 
corner  of  Davis  Avenue,  Block  148,  Lot  36,  West  Brighton, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 

ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at 
2  P.M.,  for  decision;  applicant  to  submit  corrected 
plans;  hearing  closed. 


12-74-A 

APPLICANT — H.  M.  Cole  for  31  Union  Square  West 
Corporation,  owner. 

SUBJECT — Application  January  10,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fire  resistant 
enclosures,  egress,  etc. 

PREMISES  AFFECTED— 31  Union  Square  West  and  21 
East  16th  Street,  northwest  corner,  Block  844,  Lot  17, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  H.  M.  Cole,  R.  Korn  and  A.  Landsman. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1974,  at  2 
P.M.,  for  continued  hearing. 

15-74-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Neck  Realty  Corporation,  owner. 

SUBJECT — Application  January  11,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED— 122-130  East  22nd  Street, 
southwest  corner  of  Lexington  Avenue,  Block  877,  Lot  74, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Howard  Zipser. 

ACTION  OF  BOARD— Laid  over  to  April  9,  1974,  at  2 
P.M.  for  hearing. 


Adjourned:  3:30  P.M. 

John  B.  Cincotta,  Executive  Director 
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CORRECTION 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  October  17,  1972,  as  they 
appeared  in  Bulletin  43,  Vol.  57,  are  corrected  to  read  as 
follows : 

747-71-BZ 

APPLICANT — Galvinico  &  Salvadeo  for  Fred  and  Tony 
DiTommaso,  owners ;  Monarch  Car  Services,  Incorporated, 
lessee. 

SUBJECT— Application  December  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-1  district,  the 
rehabilitation  and  enlargement  of  an  automotive  service 
station  and  automobile  laundry  establishment  with  acces¬ 
sory  signs. 

PREMISES  AFFECTED — 1547  to  1551  Richmond  Road, 
west  side,  224.25  feet  north  of  Four  Corners  Road,  Block 
870,  Lot  13,  Dongan  Hills,  Borough  of  Richmond.  Com¬ 
munity  Board  #3. 

APPEARANCES— 

For  Applicant:  Nicholas  J.  Salvadeo  and  Arnold  Morris. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  12,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  September  26,  1972;  then  to  October 
17,  1972;  and 


Whereas,  the  decision  of  the  Borough  Superintendent 
dated  March  20,  1972,  acting  on  Alt.  Applic.  178/1971,  reads: 

“L  The  enlargement  of  an  existing  non-conforming 
use  of  land  in  a  Cl-1  District  is  contrary  to  Sec.  52-41 

2.  The  erection  of  an  additional  electric  sign  totaling 
in  excess  of  50  sq.  ft.  is  contrary  to  Sec.  32-643  Z.R. 

3.  Existing  building  size  contrary  to  Department 
records  constitutes  enlargement  of  an  existing  non- 
conforming  use  contrary  to  Sec.  52-41  Z.R. 

4.  The  enlargement  of  outside  uses  contrary  to  Sec 
52-41  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-1 
district,  the  rehabilitation  and  enlargement  of  an  automotive 
service  station  and  automobile  laundry  establishment  with 
accessory  uses  and  signs,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
marked  “Received  December  3,  1971,”  one  sheet,  “April 
20,  1972,”  4  sheets  and  “October  5,  1972,”  one  sheet ;  on  further 
condition  that  no  repair  service  or  lubrication  service  is  to 
be  performed;  and  that  all  laws,  rules  and  regulations  ap¬ 
plicable  be  complied  with  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 

*  In  the  Resolution  Section  the  dates  have  been  changed  as 
shown  above  in  italics  April  20,  1972  and  October  5,  1972. 
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LUUKT  DKLISiON 

Matter  of  Sobelsohn  (Kew  Gardens  Civic  Association)  v. 
Klein  On  June  12,  1973  the  Board  granted  the  application  based  on 
a  decision  of  the  Borough  Superintendent,  under  Section  72-21  of  the 

Tldninfnl,Rei0lUtl0-n’  \°  puerrmit  in  an  R2  District>  at  a  two  story  paro- 
chial  school  previously  before  the  Board,  the  erection  of  a  third  story 

lide  ‘^n^e  ‘u  flo,or  area  ratio>  encroachment  into  the 

her  72fi  79  lnt°  sAky  exposure  plane.  Calender  Num- 

Rtrd7A6;  „'BZ’13,Pr,em,ls,eoSrt  8f06  Abingdon  Road,  southwest  corner  of 
1(  Avenue,  Block  3329,  Lot  11,  Kew  Gardens,  Borough  of  Queens. 

I„^;^QT?enf-  Cou,nty  Supreme  Court,  Special  Term,  Part  I,  Mr. 
Justice  Livoti  rendered  the  following  decision: 

V  '  _,.The  Principle  contention  of  petitioners  is  that  the 
Boards  findings  are  not  supported  by  substantial  evidence  in  the 
able  ’  that  therefore  the  decision  is  arbitrary  and  unreason- 

,  reviewing  the  action  of  the  Board  the  Court  may  not 
substitute  its  own  judgment  for  that  of  the  Board,  nor  interfere 
wdh  the  determination  of  the  Board  where  the  record  discloses 
a  rational  basis  for  such  determination.  (Matter  of  Levy  v 

innnfrv°L^a  L  dS  Appeals’  ?67  N.Y.  347.)  Instead  its 
lnqmry  must  be  confined  to  ascertaining  whether  there  has  been 
illegality,  arbitrariness  or  an  abuse  of  discretion. 

£otj"*A  ^nd.s  that  there  is  a  rational  basis  in  the  record  to 
support  the  determination  of  the  Board,  and  that  such  determina¬ 
tion  is  not  illegal,  arbitrary  or  an  abuse  of  discretion.  The 
application  is  denied  and  the  petition  is  dismissed. 

Submit  j'udgment  .  .  .” 

(New  York  Law  Journal,  February  15,  1974,  Page  19) 
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New  Cases  Filed  up  to  March  12, 1974 
Cal.  No.  Dept.  Premises  Affected 

126-74- A — B.R. — 12  Schubert  Street,  west  side,  110.00  feet 
south  of  St.  Johns  Avenue,  Block  3007,  Lot  13,  Rose- 
bank,  Borough  of  Richmond,  N.B.  174-74,  re-  building 
not  fronting  legal  street,  General  City  Law. 


127- 74-A — B.R. — 2655  Richmond  Avenue,  northeast  cor¬ 
ner  of  Platinum  Avenue,  Block  2400,  Lot  180,  Borough 
of  Richmond,  BN1 18-74,  re-  zoning  use  group  interpre¬ 
tation,  C4-1  district. 

128- 74-A — B.Q. — 212A  Beach  117th  Street,  east  side,  80 
feet  north  of  Rockaway  Beach  Boulevard,  Block  16212, 
Lot  43,  Rockaway,  Borough  of  Queens,  Alt.  No.  1268- 
73,  re-  building  not  fronting  legal  street,  General  City 
Law. 


129-74-A — B.Q. — 212B  Beach  117th  Street,  east  side,  80 
feet  north  of  Rockaway  Beach  Boulevard,  Block  16212, 
Lot  143,  Rockaway,  Borough  of  Queens,  Alt.  No.  1269- 
73,  re-  building  not  fronting  legal  street,  General  City 
Law. 


130-74-A — B.Q. — 212C  Beach  117th  Street,  east  side,  80 
feet  north  of  Rockaway  Beach  Boulevard,  Block  16212, 
Lot  44,  Rockaway,  Borough  of  Queens,  Alt.  No.  1280- 
73,  re-  building  not  fronting  legal  street,  General  City 
Law. 


131-74-A — B.Q. — 212D  Beach  117th  Street,  east  side,  80 
feet  north  of  Rockaway  Beach  Boulevard,  Block  16212, 
Lot  144,  Rockaway,  Borough  of  Queens,  Alt.  No.  1281- 
73,  re-  building  not  fronting  legal  street,  General  City 
Law. 


132-74-A — B.Q. — 214A  Beach  117th  Street,  east  side,  110 
feet  north  of  Rockaway  Beach  Boulevard,  Block  16212, 
Lot  45,  Rockaway,  Borough  of  Queens,  Alt  No.  1287- 
73,  re-  building  not  fronting  legal  street,  General  City 
Law. 


133-74-A — B.Q. — 214B,  Beach  117th  Street,  east  side,  110 
feet  north  of  Rockaway  Beach  Boulevard,  Block  16212, 
Lot  145  Rockaway,  Borough  of  Queens,  Alt.  No.  1288-73, 
re-  building  not  fronting  legal  street,  General  City  Law. 


134-74-A — B.Q. — 214C  Beach  117th  Street,  east  side,  110 
feet  north  of  Rockaway  Beach  Boulevard,  Block  16212, 
Lot  146,  Rockaway,  Borough  of  Queens,  Alt.  No.  1297-73, 
re-  building  not  fronting  legal  street,  General  City  Law. 


135-74-A — B.Q. — 214D  Beach  117th  Street,  east  side,  110 
feet  north  of  Rockway  Beach  Boulevard,  Block  16212, 
Lot  246,  Rockway,  Borough  of  Queens,  Alt.  No.  1298-73, 
re-  building  not  fronting  legal  street,  General  City  Law. 


136-74-BZ — B.B. — 9914  to  9924  4th  Avenue,  and  339  to 
357  100th  Street,  northwest  corner,  Block  6134,  Lot  28, 
Borough  of  Brooklyn,  Community  Board  #10,  N.B. 
17-74,  re-  office  building,  floor  area  ratio,  parking,  load¬ 
ing  berth,  rear  yard,  Cl-2  and  R6  district. 


137-74-BZ — B.Q. — 97-57  to  97-77  Queens  Boulevard,  west 
side  from  64th  Road  to  65th  Avenue,  64-24  to  64-40  98th 
Street,  Block  2092,  Lot  1,  Forest  Hills,  Borough  of 
Queens,  Community  Board  #6,  Alt.  No.  3-74,  re-  pro¬ 
posed  eight  story  extension  to  existing  office  building, 
C4-2  district. 


138-74-A — F.D. — 343  to  355  Kingsland  Avenue,  west  side, 
180  feet  north  of  Norman  Avenue,  Block  2608,  Lots  78, 
79,  82,  Borough  of  Brooklyn,  F.D.  letter  of  2/5/74,  re¬ 
sprinkler  system,  Ml-1  district. 


139- 74-A — F.D. — 337  to  341  Kingsland  Avenue,  west  side, 
95  feet  north  of  Norman  Avenue,  Block  2608,  Lots  84, 
85,  Borough  of  Brooklyn,  F.D.  letter  of  2/5/74,  re¬ 
sprinkler  system,  Ml-1  district. 

140- 74-A — F.D. — Packaging  of  combustible  mixture 
known  as  “GAF  2506  Toner  Premix”  in  32  ounce 
Polyethylene  bottles  with  plastic  screw  top,  not  in  com¬ 
pliance  with  regulations  of  Administrative  Code. 

141- 74-A — F.D. — Packaging  of  combustible  mixture 
known  as  “Exclusive  lamp  fuel”  in  one  gallon  polyethy¬ 
lene  metal  cans  with  screw  tops,  not  in  compliance  with 
regulations  of  Administrative  Code. 


142-74-SM — W.  R.  Grace  and  Company,  zonolite,  mono- 
kote,  two  hour  fire  resistant  floor  ceiling  construction, 
manufactured  by  W.  R.  Grace  and  Company,  Material. 


143- 74-SM — W.  R.  Grace  and  Company,  zonolite,  mono- 
kote,  three  hour  fire  resistant  floor  ceiling  construction, 
manufactured  by  W.  R.  Grace  and  Company,  Material. 

144- 74-SM — Chelten  Manufacturing  Company,  sink  top 
for  bathroom  vanity,  manufactured  by  Chelten  Manu¬ 
facturing  Company,  Material. 

145- 74-SA — Star  Sprinkler  Corporation,  stargard  model 
100  all  purpose  pipe  hangers,  manufactured  by  Star 
Sprinkler  Corporation,  Appliance. 


146-74-BZ — B.M. — 315  7th  Avenue,  southeast  corner  of 
West  28th  Street,  Block  803,  Lot  73,  Borough  of  Man¬ 
hattan,  Community  Board  #5  Alt.  No.  1219-73,  re-  pro¬ 
posed  change  of  use  from  factory  to  apartments,  Ml-6 
district. 


147-74-A — B.R. — 54  Dellwood  Road,  south  side,  691.44 
feet  west  of  Richmond  Road,  Block  849,  Lot  141,  Old 
Town,  Borough  of  Richmond,  Alt.  No.  159-60,  re-  build¬ 
ing  not  fronting  legal  street,  General  City  Law. 


148-74-A — B.M. — 460  West  33rd  Street,  and  404  Tenth 
Avenue,  east  side  of  10th  Avenue  between  31st  and  33rd 
Streets,  Block  729,  Lot  1,  Borough  of  Manhattan,  F.D. 
letter  of  2/15/74,  re-  reentry  in  all  starways,  Ml-6  district. 


149-74-BZ — B.M. — 183  to  189  2nd  Avenue,  and  242  East 
12th  Street,  southwest  corner,  Block  467,  Lot  31,  Bor¬ 
ough  of  Manhattan,  Community  Board  #3,  Alt.  No. 
1023-73,  re-  proposed  eating  and  drinking  place,  Cl-5  and 
R7-2  district. 


150-74-BZ — -B.R. — 6  Occident  Avenue,  south  side,  149.50 
feet  west  of  Sunrise  Terrace,  Block  580,  Lot  67,  Staple- 
ton,  Borough  of  Richmond,  Community  Board  #2,  N.B. 
1328-64,  re-  height  of  building  penetrates  the  sky  ex¬ 
posure  plane,  R3-2  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D.— Fire  Department. 


APRIL  9,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  9,  1974,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters ; 

547-71-BZ 

APPLICANT — Frank  G.  Meier  for  Benjamin  Nedbor, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  time 
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to  complete  which  expired  January  11,  1973 — decision  of 
.  the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  73-50  of  the  Zoning  Resolution  per¬ 
mitting  in  a  C8-1  district,  the  erection  of  a  one  story 
warehouse  that  encroaches  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFhECTED — 61-10  to  61-26  Maurice  Avenue, 
east  side,  49.08  feet  north  of  61st  Street,  Block  2371,  Lots 
112  and  120,  Maspeth,  Borough  of  Queens. 


593-72-BZ 

APPLICANT — Diffendale  and  Kubec  for  Richmond  Me¬ 
morial  Hospital,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  16, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  installation 
of  an  accessory  sewage  treatment  plant  for  an  existing 
hospital. 

PREMISES  AFFECTED — 360  Seguine  Avenue,  north¬ 
west  corner  of  Kingsland  Street,  Block  6699,  Lot  82, 
Princes  Bay,  Borough  of  Richmond. 


690-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Charles  Bensley, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  7,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
lubrication,  car  wash,  office,  minor  auto  repairs,  sales 
room  and  the  parking  and  storage  of  more  than  five  (5) 
cars. 

PREMISES  AFFECTED — 666-670  Castle  Hill  Avenue  and 
2201-2207  Cincinnatus  Avenue,  Block  3575,  Lot  28  (for¬ 
merly  Lots  28,  30  and  31),  Borough  of  The  Bronx. 


488-58-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Merm,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  14,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local,  retail  and  residence  use  dis¬ 
trict,  the  maintenance  of  a  parking  lot  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1314-1330  Merriam  Avenue, 
east  side,  100  feet  north  of  West  169th  Street,  Block  2531, 
Lot  5,  Borough  of  The  Bronx. 


1061-63-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Gladys  Fayne, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  March  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  enlargement 
in  area  of  an  existing  parking  lot  previously  before  the 
Board. 

PREMISES  AFFECTED — 1888  Bingsley  Terrace,  east 
side,  130.5  feet  west  of  Phelan  Place,  Block  2879,  Lots  257, 
258  and  259,  Borough  of  The  Bronx. 


105-73-BZ 

APPLICANT — Sheldon  Lobel  for  Frandian  Associates 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  C6-6  CRT 
the  erection  of  a  34  story  mixed  building  that  exceeds  the 
permitted  lot  area  requirements  and  lot  area  per  room  and 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 1,752-1 756  Broadway,  211  West 
56th  Street,  northeast  corner,  Block  1028,  Lot  17,  Borough 
of  Manhattan. 


917-68-BZ 

APPLICANT — McGee  and  Morsellino  for  Caldo  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September 
26,  1973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  Cl-2  and  R6  district, 
at  an  existing _  two  story  office  and  store  building,  the 
erection  of  a  six  floor  enlargement  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  penetrates  the  sky  exposure  plane 
and  extends  into  the  residence  district. 

PREMISES  AFFECTED — 41-60  to  41-80  Main  Street, 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23,’ 
Flushing,  Borough  of  Queens. 

391-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodesh  Talmud,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September 
12,  1973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R8  district,  the  erec¬ 
tion  of  an  11  story  Synagogue  and  multiple  dwelling  that 
exceeds  the  permitted  floor  area  ratio  and  lot  coverage, 
has  less  than  the  required  lot  area,  open  space  ratio,  and 
lot  area  per  room,  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 223  to  22 7  East  51st  Street, 
north  side,  260  feet  east  of  Third  Avenue  and  224  to  226 
East  52nd  Street,  Block  1325,  Lot  40,  Borough  of  Man¬ 
hattan. 


205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
five  story  health  related  facility  that  exceeds  the  permitted 
floor  area  ratio  and  lot  coverage,  encroaches  on  the  re¬ 
quired  front  and  side  yards  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  comer  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn. 

555-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
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ing  Resolution,  to  permit  in  an  R3-2  district,  the.  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 75-11  164th  Street,  east  side, 

80.24  feet  north  of  75th  Road,  Block  6966,  Lot  31,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #  12. 

Laid  over  from  March  5,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  applicant. 

556-73-BZ 

APPLICANT— McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT— Application  October  16,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the.  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 75-13  164th  Street,  east  side, 

60.24  feet  north  of  75th  Road,  Block  6966,  Lot  29,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #12. 

Laid  over  from  March  5,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  applicant. 


557-73-BZ 

APPLICANT— McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT— Application  October  16,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the.  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 7545  164th  Street,  east  side, 

40.24  feet  north  of  75th  Road,  Block  6966,  Lot  27,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #12. 

Laid  over  from  March  5,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  applicant. 


701-73-BZ 

APPLICANT— Sheldon  Lobel  for  Banner  County  Realty 
Corporation,  owner;  Concord  Beauty  School,  lessee. 

SUB JECT— Application  December  27,.  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -3  district,  in  an  existing 
two  story  building  the  maintenance  of  a  trade  school  on 
the  second  floor. 

PREMISES  AFFECTED— 5606  5th  Avenue,  west  side,  25.2 
feet  south  of  56th  Street,  Block  839,  Lots  39  and  40,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #7. 

Laid  over  from  March  5,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  Community  Planning  Board. 


668-73-BZ 

APPLICANT— Norman  Delman  for  Congregation  Aishel 
Avraham,  owner. 

SUBJECT— Application  December  12,.  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-2  district,  the  erection 
of  an  eight  story  nursing  home  that  exceeds  the  permitted 


floor  area  ratio  and  height  of  the  front  wall,. encroaches 
on  the  required  front  yard  and  has  non-complying  parking 
and  loading. 

PREMISES  AFFECTED— 40  Heyward  Street,  southwest 
corner  of  Bedford  Avenue,  Block  2230,  Lot  13,  Borough 
of  Brooklyn.  Community  #1. 

Laid  over  from  March  12,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  applicant  to  submit  additional  information. 


224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT— Application  April  13,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  for  an  existing  steam  plant. 
PREMISES  AFFECTED— 1100  York  Avenue,  northeast 
corner  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8  and  6. 

Laid  over  from  March  5,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  Administrator  of  the  Environmental  Protec¬ 
tion  Administration. 


300-73-BZ 

APPLICANT — Dominick  T.  Farruggio  for  Vito  Santoro 
owner. 

SUBJECT — Application  May  17,  1973 — decision  of  the  Bor 
ough  Superintendent,  under  Section  72-21  of  the.  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  ? 
one  story  enlargement  to  an  existing  commercial  vehiclt 
storage  establishment  that  encroaches  on  the  required  opei 
space. 

PREMISES  AFFECTED— 101-08  to  101-10  97th  Street 
south  side,  50  feet  West  of  102nd  Street,  Block  9403,  Lot: 
3  and  5,  Borough  of  (Woodhaven)  Queens.  Communit]1 
Board  #9. 


561-73-BZ 

APPLICANT — Adrianne  Ilventa,  owner. 

SUBJECT— Application  October  23,  1973— decision  of  th 
Borough  Superintendent,  under  Sections  72-21  and  73-6 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district 
the  erection  of  a  one  story  enlargement  to  an  exisitnj 
dwelling  that  increases  the  degree  of  non-compliance  ii 
floor  area  ratio,  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 336  East  16th  Street,  west  side 
208  feet  north  of  Cortelyou  Road,  Block  5146,  Lot  62,  Bor. 
ough  of  Brooklyn.  Community  Board  #14. 


5-74-BZ 

APPLICANT — Josph  B.  Raia  for  Ivan  Marshall,  owner. 
SUBJECT — Application  January  3,  1973 — decision  of  th 
Borough  Superintendent,  under  Section  73-19  of  the  Zonin 
Resolution,  to  permit  in  an  Ml-1  district,  the  erection  c 
a  two  story  and  basement  enlargement  to  an  existin 
school  with  an  accessory  caretakers  apartment. 
PREMISES  AFFECTED— 250  Parkinson  Avenue,  we.1 
side,  303.40  feet  south  of  Ledyard  Place,  Block  3223,  Lc 
17,  Grasmere,  Borough  of  Richmond.  Community  Boar 

#3. 

19-74-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Beth  Jacob-Bet 
Miriam  School  for  Girls,  owner. 

SUBJECT — Application  January  15,  1974 — decision  of  tl 
Borough  Superintendent,  under  Seciton  72-21  of  the  Zonin 
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Resolution,  to  permit  in  a  Cl-2,  in  an  R4  and  R3-2  dis¬ 
trict,  the  erection  of  a  seven  story  non-profit  residence  for 
the  elderly,  and  school  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  and  accessory 
parking,  encroaches  on  the  required  front,  side  and  rear 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 5714-16  Mosholu  Avenue,  south 
side,  161  feet  east  of  Feldston  Road  and  5711-19  Faraday 
Avenue,  Block  5855,  Lots  2234  and  2237,  Borough  of  The 
Bronx.  Community  Board  #14. 


30-74-BZ 

APPLICANT — Raymond  McKaba  for  Robert  Sabbagh, 
owner. 

SUBJECT—Application  Jnauary  16,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  district,  the  enlargement 
in  area  of  a  two  story  commercial  building  that  will  exceed 
the  permitted  floor  area  ratio,  and  has  less  than  the  re¬ 
quired  accessory  parking. 

PREMISES  AFFECTED — 8714  Fifth  Avenue,  northwest 
corner  of  88th  Street,  Block  6050,  Lot  40,  Borough  of 
Brooklyn.  Community  Board  #10. 


31-74-A 

APPLICANT — Raymond  McKaba  for  Robert  Sabbagh, 
owner. 

SUBJECT — Application  January  16,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  exits,  ventila¬ 
tion,  etc. 

PREMISES  AFFECTED — 8714  Fifth  Avenue,  northwest 
corner  of  88th  Street,  Block  6050,  Lot  40,  Borough  of 
Brooklyn. 


151-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT—Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  encroaches 
on  the  required  rear  yard  equivalent  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 
Community  Board  #8. 

Laid  over  from  March  5,  1974,  for  continued  hearing, 

at  the  request  of  the  applicant. 


152-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — filed  pursuant  to 
multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFbECTED — 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 

564-73-BZ 

APPLICANT — Sheldon  Lobel  for  Celebrity  Checks,  Incor¬ 
porated,  owner. 


SUBJECT — Application  October  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5 
district  the  erection  of  a  four  story  bank  and  office  building 
that  exceeds  the  permitted  floor  area  ratio,  penetrates  the 
sky  exposure  plane  and  has  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED — 34-45  Junction  Boulevard, 

northeast  corner  of  35th  Avenue,  Block  1730,  Lot  31,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #3. 

Laid  over  from  March  5,  1974,  for  continued  hearing. 

JOSEPH  B.  KLEIN,  Chairman 


APRIL  9,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  April  9,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

9-74-BZY — B.B. — 2316  Surf  Avenue,  Block  7070,  Lots 
120  and  126,  N.B.  89-73. 


23-73-BZY — B.Q. — 112-12  Ocean  Promenade,  Block 
16185,  Lots  41,  N.B.  61-73. 


26-73-BZY — B.Q. — 2929  Far  Rockaway  Boulevard,  Block 
15688,  Lots  25,  29,  33,  N.B.  368-73. 


445-59-SA 

APPLICANT — Moline  Accessories  Corporation — elevator 
car  door  contact. 

2-72-SM 

APPLICANT — Glaros  Products,  Incorporated — wall  panels. 

714-72-SM 

APPLICANT— Euclid  Chemical  Company — admixture  for 
concrete  and  masonry. 

317-73-SA 

APPLICANT — Agri-Turf  Department/Bebco,  Johns-Man- 
ville — backflow  preventers. 

514-73-SA 

APPLICANT — Delco  Electronics  Division— General  Motors 
Corporation — fire  alarm  system. 

47-74-SA 

APPLICANT — Little  Giant  Pump  Company — pumps  for 
condensate  and  waste  water  removal. 


39-74-SM 

APPLICANT — United  States  Gypsum  Company — noncom¬ 
bustible  firestopping  material. 


12-74-A 

APPLICANT — H.  M.  Cole  for  31  Union  Square  West  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  10,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fire  resistant 
enclosures,  egress,  etc. 

PREMISES  AFFECTED — 31  Union  Square  West  and  21 
East  16th  Street,  northwest  corner,  Block  844,  Lot  17, 
Borough  of  Manhattan. 
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15-74-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Neck  Realty  Corporation,  owner. 

SUBJECT — Application  January  11,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED— 122-130  East  22nd  Street,  south¬ 
west  corner  of  Lexington  Avenue,  Block  877,  Lot  74,  Bor¬ 
ough  of  Manhattan. 

679-73-A 

APPLICANT — Michael  Harley  for  Breezy  Point  Coopera¬ 
tive,  owner. 

SUBJECT— Application  November  29,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 112  Beach  214th  Street,  west 
side,  200  feet  south  of  Breezy  Point  Boulevard,  Block 
16350,  Lot  400,  Breezy  Point,  Borough  of  Queens. 


680-7 3- A 

APPLICANT — Michael  Harley  for  Breezy  Point  Coopera¬ 
tive,  owner. 

SUBJECT — Application  November  29,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 105  Beach  214th  Street,  south¬ 
east  corner  of  Breezy  Point  Boulevard,  Block  16350,  Lot 
400,  Breezy  Point,  Borough  of  Queens. 

37-74-A 

APPLICANT — Alphonse  J.  Calvanico  for  Barney  Taranto, 
owner. 

SUBJECT — Application  January  24,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 32  Bryan  Street,  northwest 
corner  of  Shore  Road,  Block  7943,  Lot  3,  Tottenville, 
Borough  of  Richmond. 


38-74-A 

APPLICANT — Alphonse  J.  Calvanico  for  Barney  Taranto, 
owner. 

SUBJECT — Application  January  24,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 34  Bryan  Street,  northwest  cor¬ 
ner  of  Shore  Road,  Block  7943,  Lot  3,  Tottenville,  Borough 
of  Richmond. 

JOSEPH  B.  KLEIN,  Chairman 

April  23,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  23,  1974,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 


173-44-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Antoinette  Tropi- 
ano,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  May  19,  1974 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  conversion  of 


occupancy  of  an  existing  building  from  storage  to  a  junk 
shop  (waste  paper  and  rags). 

PREMISES  AFFECTED— 127-129  Kingsland  Avenue, 
west  side,  125  feet  north  of  Herbert  Street,  Block  2829, 
Lot  27,  Borough  of  Brooklyn. 


80-59-BZ 

APPLICANT — Paul  D.  Gilbert  for  Harry  Gottlieb,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  21,  1974 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  parking  of  more 
than  five  (5)  motor  vehicles  and  the  public  use  of  an  ex¬ 
isting  two  car  garage. 

PREMISES  AFFECTED— 389-391  Gates  Avenue,  north 
side,  172  feet  2  inches  west  of  Nostrand  Avenue,  Block 
1807,  Lots  65  and  66,  Borough  of  Brooklyn. 


1902-61-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Goldie’s  Auto 
Repair,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  July  24,  1972 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion  under  Sections  7e  and  21  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  business  and  residence  use  district,  the  change 
of  use  of  a  non-storage  garage,  to  motor  vehicles  repair 
shop  (no  body  work,  paint  spraying  or  welding)  and  park¬ 
ing  and  storage  of  motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 1152  East  92nd  Street,  west 
side,  100  feet  $4  inches  north  of  Flatlands  Avenue,  Block 
8179,  Lot  97,  Borough  of  Brooklyn. 


250-68-BZ 

APPLICANT — Morton  S.  Cahn  for  United  States  Relief 
Parcel  Service,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  January  28, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C2-8  district  in  an  existing 
three  story  building,  the  addition  to  the  uses  of  the  first  and 
second  floor  restaurant  and  catering  establishment  to  in¬ 
clude  cabaret. 

PREMISES  AFFECTED— 1218-1220  Second  Avenue, 
southeast  corner  of  East  64th  Street,  Block  1438,  Lot  49, 
Borough  of  Manhattan. 


584-56-BZ 

APPLICANT — Charles  M.  Spindler  for  L.  B.  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7c  and  A  of  the  Zoning  Resolution,  permitting  in  a  local 
retail  and  residence  use  district,  the  reconstruction  of  the 
present  gasoline  service  station  and  extend  the  use  to  in¬ 
clude  auto  repairs,  lubritorium,  car  washing,  parking  and 
storage  of  more  than  five  (5)  cars  and  the  sale  of  used 
cars,  with  a  business  entrance  less  than  75  feet  from  the 
residence  use  district. 

PREMISES  AFFECTED — 73-15  Parsons  Boulevard,  north¬ 
east  corner  of  75th  Avenue,  Block  6822,  Lot  20,  Flushing, 
Borough  of  Queens. 
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835-59-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobile  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
7a  of  the  Zoning  Resolution,  permitting  in  a  retail  use  dis¬ 
trict,  the  reconstruction  of  the  present  gasoline  service  sta¬ 
tion  and  motor  vehicle  repair  shop  and  extend  the  area  and 
uses  to  include  lubritorium,  car  washing,  salesroom,  utility 
room,  business  sign  and  parking  and  storage  of  motor 
velr  cl  es. 

PREMISES  AFFECTED— 5  Willowbrook  Road,  747-753 
Richmond  Avenue,  southeast  corner,  and  1647-1653  Forest 
Avenue,  Block  1065,  Lot  27,  Graniteville,  Borough  of 
Richmond. 


535-73-BZ 

APPLICANT — Harry  Soled  for  Alejandro  Krauss,  owner. 

SUBJECT — Application  October  4,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
three  story  building,  the  erection  of  an  enlargement  to  the 
first  floor  store  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 4218  13th  Avenue,  west  side, 
40.2'/i  feet  north  of  43rd  Street,  Block  5598,  Lot  43,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #12. 

Laid  over  from  March  12,  1974,  for  hearing;  applicant 

to  submit  required  information. 


544-73-BZ 

APPLICANT — Lauria  &  Rowe  for  Vincent  D’Amico, 
owner. 

SUBJECT — Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  building  for  use  as  a  retail  store. 

PREMISES  AFFECTED — 4609  Amboy  Road,  northeast 
corner  of  Wainer  Place,  Block  55;85,  Lot  99,  Eltingville, 
Borough  of  Richmond.  Community  Board  #4. 

Laid  over  from  March  12,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  applicant;  applicant  to  file  proof  of  service. 


665-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Miller  Manage¬ 
ment  &  Mavronicolas  Management  Companies,  owner. 

SUBJECT — Application  December  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 
the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED — 91-02  59th  Avenue,  northeast 
corner  of  Queens  Boulevard,  Block  1861,  Lot  12,  Rego 
Park,  Borough  of  Queens.  Community  Board  #4. 

Laid  over  from  March  12,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  community  planning  board  and  objector. 


666-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Miller  Manage¬ 
ment  Company  &  Mavronicolas  Management  Company, 
owners ;  Sam  Goody,  Incorporated,  lessee. 

SUBJECT — Application  December  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 


the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED — 91-21  Queens  Boulevard,  north 
side,  44.5  feet  east  of  59th  Avenue,  Block  1861,  Lot  10, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 

Laid  over  from  March  12,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  community  planning  board  and  objector. 


619-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Cong.  Agudath 
Sholom  of  Flatbush,  owner. 

Sl:BJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-2  and  R5  district,  the 
enlargement  in  area  of  an  existing  Synagogue,  Community 
Center  and  Banquet  Hall  that  encroaches  on  the  required 
side  yards. 

PREMISES  AFFECTED — 890  Coney  Island  Avenue,  west 
side,  118.93/8  feet  north  of  18th  Avenue,  Block  5403,  Lots 
26,  and  40,  Borough  of  Brooklyn. 

45-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  79th  Associates,  owner. 

SUBJECT — Application  January  29,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9,  Cl-5,  R10  and  Rg  dis¬ 
trict,  the  erection  of  a  36  story  mixed  building  that  exceeds 
the  permitted  floor  area  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 1522-1536  Second  Avenue  and 
301  to  319  East  79th  Street,  northeast  comer,  302  to  310 
East  80th  Street,  Block  1542,  Lots  1,  4,  5,  6,  8,  46  and  49, 
Borough  of  Manhattan.  Community  Board  #8. 

58-74-BZ 

APPLICANT — Savignano,  Strange  &  Vella  for  Lo-RO-AN 
Realty  Company,  owner;  Belt  Painting  Corporation,  lessee. 

SUBJECT — Application  February  6,  1974 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-50  and 
73-52  of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and 
R6  district,  the  enlargement  in  area  and  rearrangement  of 
a  two  story  building  to  be  occupied  as  storage  warehouses 
with  accessory  offices  on  the  second  floor  extending  into 
the  residence  district. 

PREMISES  AFFECTED — 1001-1013  Banner  Avenue  and 
2973-2985  Coney  Island  Avenue,  Block  8761,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #15. 


638-73-BZ 

APPLICANT — Mallis  Wood  Products,  Incorporated  for 
Herman  Rassnick,  Leopold  Rassnick,  Sixty-First  Realty 
Corporation,  Dunkirk  Realty  Corporation,  owners ;  Mallis 
Wood  Products,  Incorporated,  lessee. 

SUBJECT — Application  December  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  woodworking 
establishment  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio,  open  space  ratio,  encroachment  into 
the  front  and  rear  yard,  and  the  penetration  into  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 115-10  through  115-50  Dunkirk 
Street,  north  side,  240.30  feet  east  of  Newburg  Street, 
Block  10315,  Lots  135,  137,  139,  141,  156,  St.  Albans, 
Borough  of  Queens.  Community  Board  #12. 

Laid  over  from  March  12,  1974,  for  continued  hearing; 

applicant  to  submit  additional  information. 

JOSEPH  B.  KLEIN,  Chairman 
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MINUTES 


: 


REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  12,  1974,  10  A.M. 
Present:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  February  26,  1974,  were 
approved  as  printed  in  the  Bulletin  of  March  7,  1974, 
Vol.  59,  No.  10. 


878-28-BZ — Vol.  II 

APPLICANT — Morton  S.  Cahn  for  Marie  Rubing,  Johanna 
Finazzo  and  Guido  Score,  owners. 

SUBJECT — Application  for  consideration — request  to  _ waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  November  14,  1971 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Sections  7c  and  7h  of  the  Zoning  Reso¬ 
lution,  permitting  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  parking  and  storage  of  more 
than  five  motor  vehicles  (not  to  exceed  12  of  the  pleasure 
car  type)  and  permitting  the  existing  buildings  to  be 
occupied  as  gasoline  service  station  and  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED— 172-40— 172-42  Baisley  Boule¬ 
vard,  south  side,  360  feet  east  of  125th  Avenue,  Block 
12515,  Lot  20,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Morton  S.  Cahn. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


— -  / 

Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  6,  1944,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  12,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  6,  1944,  as  amended  through 
November  14,  1967,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read :  _ 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (Alt.  395-50) 

7-29-BZ 

APPLICANT— Walter  T.  Gorman  for  Shell  Oil  Company, 
long  term  lessee. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  to  reopen  and  amend  the  resolution — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Section  21  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 481-489  Convent  Avenue,  821- 
829  St.  Nicholas  Avenue  and  411-415  West  151st  Street, 
Block  2066,  Lot  25,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Walter  T.  Gorman. 


ACTION  OF  BOARD — Application  to  reopen  and  amend 
the  resolution  withdrawn  at  request  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


594-50-BZ— Vol.  II 

APPLICANT — Edward  A.  Cunningham  for  Church  of  St. 
Mary,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  7, 
1974_decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehicles  of 
the  pleasure  car  type. 

PREMISES  AFFECTED— 649-659  East  225th  Street, 
north  side,  205.02  feet  east  of  Carpenter  Avenue,  Block 
4827,  Lots  29,  34  and  36,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Edward  A.  Cunningham. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  28,  1950,  on  certain  conditions;  and  ^ 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  12,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  November 
28,  1950,  as  amended  through  January  21,  1969,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  on  condition  that  the 
fences  shall  be  painted ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  286-58) 


222-56-BZ 

APPLICANT— Kenneth  H.  Koons  for  Metropolitan  Trans¬ 
portation  Authority,  long  term  lessee;  Penn  Central  Rail¬ 
road,  owner. 

SUBJECT— Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  September  _  26,  1973 — de¬ 
cision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  parking  for  more 
than  five  cars. 

PREMISES  AFFECTED— East  side  of  New  York  Central 
Railroad  Right-of-Way,  394  feet  north  of  West  254th  Street 
and  390  feet  west  of  Palisade  Avenue,  Block  3427,  Part 
of  Lot  100,  Riverdale,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Kenneth  H.  Koons. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli-  i 
cation  reopened  and  term  of  variance  extended. 
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THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  22,  1956,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  12,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  mid  amend 
the  resolution  adopted  on  May  22,  1956,  as  amended  through 
November  19,  1968,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  255-56) 


30-58-BZ 

APPLICANT — Larry  Meltzer  for  Lawrence  A.  Benenson, 
trustee,  for  trust  for  Bruce  W.  Benenson  and  Frederick 
C.  Benenson,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  20, 
1974 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e,  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline,  service  station, 
office,  sales  and  storage  of  auto  accessories,  car  washing, 
non-automatic,  lubritorium,  minor  repairs  with  hand  tools 
only  and  parking  of  more  than  five  (5)  cars  waiting  to 
be  serviced. 

PREMISES  AFFECTED— 184-11  to  184-19  Horace 
Harding  Expressway  and  184-12  North  Hempstead  Turn¬ 
pike,  northwest  corner,  Block  7067,  Lot  50,  Fresh  Meadows, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ronald  Ogur. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  20,  1959,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  12,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
20,  1959,  as  amended  through  June  23,  1959,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  1601-57) 

682-70-BZ 

APPLICANT — William  A.  Rose,  Jr.  for  New  York  Tele¬ 
phone  Company,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
73-1 1(g)  and  73-14  of  the  Zoning  Resolution,  permitting 
in  an  R6  district,  at  an  existing  two  story  telephone  ex¬ 
change,  the  erection  of  a  two  story  enlargement  and  a  third 
floor  that  increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED — 71-40  164th  Street,  west  side, 
'131  feet  north  of  72nd  Avenue,  Block  6802,  Lot  16,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  Vanecek. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  27,  1971,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  October  17,  1972 ; 
and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
27,  1971,  as  amended  through  October  17,  1972,  by  adding 
thelreto : 

“that  the  building  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  Feb¬ 
ruary  4,  1974’,  four  sheets,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (Alt.  1192-73) 

79-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Highland  Avenue  Bap¬ 
tist  Church,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
73-64  of  the  Zoning  Resolution  permitting  in  an  R5  district, 
the  enlargement  in  area  of  an  existing  church  that  en¬ 
croaches  on  the  required  front  yard. 

PREMISES  AFFECTED— 87-04  and  87-10  162nd  Street 
(formerly  87-04  162nd  Street)  southwest  corner  of  High¬ 
land  Avenue,  Block  9770,  Lot  30,  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Stanley  H.  Klein. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  15,  1971,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  15, 
1971,  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  Janu- 
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ary  28,  1974’,  eight  sheets,  on  condition  that  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  647-73) 


507-73-BZ 

APPLICANT — Joseph  Nirenberg  for  Jacob  Schachter, 
owner. 

SUBJECT — Application  September  12,  1973 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  con¬ 
version  of  an  existing  three  story  building  from  a  two 
family  dwelling  to  a  three  family  dwelling  that  will  create 
non-compliance  in  floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 217  Bay  Ridge  Parkway,  north 
side,  140  feet  east  of  Ridge  Boulevard,  Block  5928,  Lot 
72,  Borough  of  Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  Joseph  Nirenberg. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  26,  1974,  at  10 
A.M.,  for  decision,  hearing  closed;  applicant  to  submit  ad¬ 
ditional  information. 


535-73-BZ 

APPLICANT — Harry  Soled  for  Alejandro  Krauss,  owner. 

SUBJECT — Application  October  4,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -3  district,  in  an  existing 
three  story  building,  the  erection  of  an  enlargement  to  the 
first  floor  store  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 4218  13th  Avenue,  west  side, 
40.2Hs  feet  north  of  43rd  Street,  Block  5598,  Lot  43,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1974,  at 
10  A.M.,  for  hearing;  applicant  to  submit  required  infor¬ 
mation. 


544-73-BZ 

APPLICANT — Lauria  &  Rowe  for  Vincent  D’Amico, 
owner. 

SUBJECT — Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  story  building  for  use  as  a  retail  store. 

PREMISES  AFFECTED — 4609  Amboy  Road,  northeast 
corner  of  Wainer  Place,  Block  5585,  Lot  99,  Eltingville, 
Borough  of  Richmond.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Ed  Lauria. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant;  appli¬ 
cant  to  file  proof  of  service. 


606-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Rose  Associates,  owner. 

SUBJECT — Application  November  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 


ing  Resolution,  to  permit  in  a  Cl-9  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  16  story  mixed 
building  for  an  accessory  swimming  pool  and  related 
facilities  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio. 

PREMISES  AFFECTED— 240  East  76th  Street  and  1441 
to  1455  Second  Avenue,  southwest  corner,  Block  1430,  Lot 
21,  Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Howard  A. 
Zepser,  Frederick  P.  Rose,  Sidney  Goldman  and  Vincent 
Grasso. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1974,  at 
TO  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 


638-73-BZ 

APPLICANT — Mallis  Wood  Products,  Incorporated  for 
Herman  Rassnick,  Leopold  Rassnick,  Sixty-First  Realty 
Corporation,  Dunkirk  Realty  Corporation,  owners ;  Mallis 
Wood  Products,  Incorporated,  lessee. 

SUBJECT — Application  December  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  woodworking 
establishment  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio,  open  space  ratio,  encroachment  into  the 
front  and  rear  yard,  and  the  penetration  into  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 115-10  thru  115-50  Dunkirk 
Street,  north  side,  240.30  feet  east  of  Newburg  Street, 
Block  10315,  Lots  135,  137,  139,  141,  156,  St.  Albans, 
Borough  of  Queens.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Leonard  Boxer,  Harry  Mallis,  Nathaniel 
C.  Saxe,  Myrtle  L.  Taylor,  and  Gerald  Weingarten. 

For  Opposition :  Archie  Spegne,  Samuel  H.  McMillan, 
Alyce  Harrington,  Luberta  Brown  and  Ernest  Trotter. 
For  Administration:  John  H.  Mallette,  Judith  A.  Engel, 
Mayor’s  Office — Jamaica  Planning  and  Development. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1974,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  additional 
information. 


665-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Miller  Management 
&  Mavronicolas  Management  Companies,  owner. 

SUBJECT — Application  December  11,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  district,  the  erection  of  a 
two  story  and  cellar  commercial  building  that  exceeds  the 
permitted  floor  area  ratio  and  without  the  required  acces¬ 
sory  parking. 

PREMISES  AFFECTED — 91-02  59th  Avenue,  northeast 
corner  of  Queens  Boulevard,  Block  1861,  Lot  12,  Rego 
Park,  Borough  of  Queens.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Robert  P.  Baron. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Plan¬ 
ning  Board  and  objector. 


666-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Miller  Manage¬ 
ment  Company  &  Mavronicolas  Management  Company, 
owners,  Sam  Goody,  Incorporated,  lessee. 
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SUBJECT — Application  December  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  district,  the  erection  of  a 
two  story  and  cellar  commercial  building  that  exceeds  the 
permitted  floor  area  ratio  and  without  the  required  acces¬ 
sory  parking. 

PREMISES  AFFECTED — 91-21  Queens  Boulevard,  north 
side,  44.5  feet  east  of  59th  Avenue,  Block  1861,  Lot  10, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Robert  P.  Baron. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Plan¬ 
ning  Board  and  objector. 


668-73-BZ 

APPLICANT — Norman  Delman  for  Congregation  Aishel 
Avraham,  owner. 

SUBJECT — Application  December  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml -2  district,  the  erection  of 
an  eight  story  nursing  home  that  exceeds  the  permitted 
floor  area  ratio  and  height  of  the  front  wall,  encroaches  on 
the  required  front  yard  and  has  non-eomplying  parking 
and  loading. 

PREMISES  AFFECTED — 40  Heyward  Street,  southwest 
corner  of  Bedford  Avenue,  Block  2230  Lot  13,  Borough  of 
Brooklyn.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Saul  Goldsmith,  Kenneth  Friedland  and 
A.  Fernandes. 

ACTION  OF  BOARD— Laid  over  to  April  9,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant  to 
submit  additional  information. 


694-73-BZ 

APPLICANT — Joseph  C.  Schmitt  for  Board  of  Education, 
Office  of  School  Buildings,  owner. 

SUBJECT — Application  December  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-19 
of  the  Zoning  Resolution,  to  permit  in  an  All -2  district, 
the  erection  of  a  three  story  intermediate  school  that  will 
encroach  on  the  required  rear  yard  on  the  interior  portion 
of  the  site. 

PREMISES  AFFECTED— 30  West  170th  Street,  south¬ 
west  corner  of  Inwood  Avenue,  Block  2864,  Lot  43,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Schmitt. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at 
10  A.M.,  for  decision;  hearing  closed. 

696-73-BZ 

APPLICANT — Mok  &  Sonber  for  Leah  Kaplan,  lessee. 

SUBJECT — Application  December  21,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  in  existing 
three  story  theatre  building,  the  use  of  a  portion  of  the 
basement  and  first  floor  as  a  penny  arcade. 

PREMISES  AFFECTED— 8  Mott  Street,  east  side,  103 
feet  north  of  Chathan  Square,  Block  162,  Lot  42,  Borough 
of  Manhattan.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Paul  Mok  and  James  Y.  Typond. 


For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1974,  at 
10  A.M.,  for  decision;  hearing  closed. 


691-72-BZ 

APPLICANT — Morton  S.  Cahn  for  Edythe  Butler,  Clara 
Haddad,  Margaret  Jaher,  owner;  P.  J.  Dillon  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  November  2,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  in  an  existing 
one  story  building  occupied  with  retail  stores,  the  addition 
to  the  use  of  the  portion  occupied  as  a  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 60-02  to  60-04  Roosevelt  Ave¬ 
nue,  southeast  corner  of  60th  Street,  Block  1293,  Lot  7, 
Woodside,  Borough  of  Queens.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Morton  S.  Cahn. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  and  Commissioner  Carroll..  4 


Negative:  .  0 

Not  Voting:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  26,  1974,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  March  12,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  20,  1972,  acting  on  Alt.  Applic.  581/1971,  reads : 

“1.  Including  within  the  existing  eating  and  drinking 
place  (Group  6)  the  inclusion  of  patron  dancing,  four 
live  musicians,  (one  of  which  may  use  a  percussion  in¬ 
strument)  and  a  vocalist  located  in  a  Cl-2  zone  is  con¬ 
trary  to  Sec.  32-21  of  the  Zoning  Resolution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2 
district,  for  a  term  of  5  years,  in  an  existing  two-story  build¬ 
ing  occupied  with  retail  stores,  the  addition  to  the  use  of  the 
portion  occupied  as  a  restaurant  to  include  cabaret,  on  con¬ 
dition  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  marked  “Received  November  2, 
1972”,  one  sheet,  and  “March  8,  1974”,  4  sheets ;  on  further 
condition  that  the  entertainment  be  limited  to  4  musicians 
and  a  vocalist,  and  with  patron  dancing;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


406-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Shaare  Zion  Con¬ 
gregation,  owner. 

SUBJECT — Application  July  6,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  an  R3-1  and  R5  district,  the 
erection  of  a  four  story  enlargement  to  a  Synagogue  for 
use  as  a  youth  center  with  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED— 2003  East  5th  Street  and  2030 
Ocean  Parkway,  west  side,  182.2  feet  south  of  Avenue  T, 
Block  7108,  Lots  17,  18,  69,  78  and  79,  Borough  of  Brook¬ 
lyn.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Rabbi  Hecht,  Abe 
Cohen,  and  others. 

For  Opposition:  Hy  Schwartz,  Bernard  Lisi,  Joseph  Plu- 
chino,  Salvatore  Minegero,  Anthony  Tancreto,  Thomas 
Tedeco  and  others. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  ..4 


N  egative :  .  0 

Not  Voting:  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  20,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  15,  1974;  then  to  February  5, 
1974;  then  to  February  19,  1974;  then  to  March  12,  1974; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  14,  1973,  acting  on  Alt.  Applic.  448/1973,  reads: 

“1.  For  the  enlargement  to  an  existing  synagogue 
?  ?  ?  ?  of  a  community  center  for  youth  oriented  activities 
U.G.  4  located  in  an  R3-1  district,  provide  off-street 
parking  facilities  at  the  rate  of  1  accessory  space  per  10 
persons  as  required  by  Sec.  25-31  of  the  Zoning  Reso¬ 
lution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  71-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-1 
and  R5  district,  the  erection  of  a  four-story  enlargement  to 
a  synagogue  for  use  as  a  youth  center  with  less  than  the  re¬ 
quired  accessory  parking,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
marked  “Received  July  6,  1973”,  9  sheets;  on  further  con¬ 
dition  that  before  a  permit  is  issued  that  a  lease  for  accessory 
valet  parking  of  40  cars  be  provided  at  2478  Coney  Island 
Avenue;  that  in  the  event  the  lease  is  terminated,  an  alternate 
site  must  be  submitted  to  the  Board  within  30  days  of  the 
termination  of  the  lease;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  2  years  from  the  date  of  this 
resolution. 


550-73-BZ 

APPLICANT — Kenneth  H.  Koons  for  Arthur  &  Martin 
Greenberg,  owners. 

SUBJECT — Application  October  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -4  and  R6  district,  the 
construction  and  maintenance  of  an  accessory  and  public 


parking  lot. 

PREMISES  AFFECTED — 363  East  138th  Street,  north 
side,  222.5  feet  west  of  Willis  Avenue,  Block  2301,  Lot  15, 
Borough  of  The  Bronx.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Kenneth  H.  Koons. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 


Negative:  .  0 

Not  Voting:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  26,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  12,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  26,  1973,  acting  on  Alt.  Applic.  330/1973, 
reads : 

“1.  Proposed  public  parking  lot  (U.G.  8)  partly  in 
a  Cl-4  district  is  contrary  to  Section  32-17  of  the  Zon¬ 
ing  Resolution. 

2.  Proposed  public  parking  lot  (U.G.  8)  partly  in  a 
R-6  district  is  contrary  to  Section  22-10  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-4 
and  R6  district,  for  a  term  of  5  years,  the  construction  and 
maintenance  of  an  accessory  and  public  parking  lot,  on  con¬ 
dition  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  marked  “Received  October  11, 
1973”,  4  sheets ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


669-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Abraham  Feinberg,  owner;  West  52nd  Street 
Operating  Corporation,  lessee. 

SUBJECT — Application  December  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C5-3  dis¬ 
trict,  in  an  existing  nine  story  and  penthouse  garage  and 
restaurant  structure,  the  addition  to  the  restaurant  use  to 
include  cabaret. 

PREMISES  AFFECTED— 27-39  West  52nd  Street,  north 
side,  432.6  feet  west  of  5th  Avenue,  Block  1268,  Lots  15, 
16,  17  and  18,  Borough  of  Manhattan.  Community  Board 
#5. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum  and  Robert 
Barton. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 
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ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 


Negative:  .  0 

Not  Voting:  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  19,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  12,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  7,  1973,  acting  on  Alt.  Applic.  982/1973, 
reads : 

C3.  Proposed  eating  and  drinking  without  restric¬ 
tions  U.G.  12  located  in  a  C5-3  use  district  is  contrary 
to  32-21  Zoning  Resolution. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C5-3 
district,  for  a  term  of  S  years,  in  an  existing  nine-story  and 
penthouse  garage  and  restaurant  structure,  the  addition  to  the 
restaurant  use  to  include  cabaret,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  December  12,  1973”,  9  sheets;  on 
further  condition  that  the  live  entertainment  be  limited  to 
musicians,  singers  and  comedians,  and  with  patron  dancing; 
that  there  shall  be  no  topless,  nude  or  pornographic  perfor¬ 
mances ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 
Adjourned:  12:40  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  12,  1974,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 

49-74-BCR 

APPLICANT — Jeremiah  T.  Walsh,  P.  E.,  Commissioner, 
Department  of  Buildings. 

AUTHORITY — Section  C26-10 6.2(e)  of  the  Building  Code 
of  the  City  of  New  York. 

SUBJECT — Modification  of  Reference  Standard  17-3B  of 
the  Building  Code  of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant :  I.  Minkin,  Building  Dept. 

ACTION  OF  BOARD — Reference  Standard  modified. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  March  12,  1974 
after  due  notice ;  and 


Whereas,  the  Board  of  Standards  and  Appeals  has  deter¬ 
mined  that  Reference  Standard  17-3B  should  be  modified. 

Resolved,  that  the  Board  of  Standards  and  Appeals,  acting 
under  the  authority  of  Section  C26-106.2(e)  of  the  Building 
Code  of  the  City  of  New  York,  does  hereby  modify  the  desig¬ 
nated  Reference  Standard  17-3B  of  the  Building  Code  of  the 
City  of  New  York  (Standards  for  the  Installation  of  Modi¬ 
fied  Class  E  Fire  Alarm  Signal  Systems)  as  follows: 

Paragraph  6(a) — This  standard  shall  apply  to  the  wiring 
of  all  the  components  of  the  modified  Class  E  systems, 
except  for  the  radio  systems,  including  all  the  associated 
systems  enumerated  in  5  above.  Radio  systems  and  car¬ 
rier  current  transmission  systems  shall  be  exempt  except 
for  conductors  used  for  service  wiring  and  wire  exten¬ 
sions. 

New  matter  is  italicised. 


6-74-BZY — B.Q. — 1526  New  Haven  Avenue,  Block  15622, 
Lot  1,  N.B.  1070-72. 

APPEARANCES— 

For  Applicant:  Julius  J.  Rosen. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 


Negative: .  0 

Not  Voting:  Commissioner  Walsh  .  1 


79-74-A 

APPLICANT — Austrian,  Lance  &  Stewart  for  SCBA  No. 
1  Development  Corporation,  Salvatore  A.  Caradonna,  Jr., 
and  Frank  Barnett  d/b/a  New  Haven  Manor  Home  for 
Adults,  owner. 

SUBJECT — Application  February  19,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Revocation  of 
building  permit  #3885-73. 

PREMISES  AFFECTED — 15-26  New  Haven  Avenue, 
northeast  corner  of  Caffrey  Avenue,  Block  15622,  Lot  1, 
Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jolius  J.  Rosen. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  ....  4 


Negative:  .  0 

Not  Voting:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  12,  1973,  on  N.B.  1070/72,  reads: 

“This  is  to  advise  you  that  approval  of  the  above  sub¬ 
ject  application  and  Permit  No.  3885/73  are  hereby 
revoked  due  to  failure  to  file  a  letter  of  certification 
from  the  New  York  State  governmental  agency  having 
jurisdiction  as  required  by  Section  22-13  of  the  New 
York  City  Zoning  Resolution  as  amended  March  8,  1973, 
and  in  keeping  with  the  provisions  of  Section  C26-118.7 
of  the  New  York  City  Administrative  Code. 

Therefore,  you  are  herewith  directed  to  stop  all  work 
immediately  in  accordance  with  the  above  stated  statutes.’ 
and 

Whereas,  the  Board  has  reviewed  the  application  and 
proof  submitted  in  this  matter;  and 

Whereas,  the  Board  finds  that  on  the  facts  of  this  particu¬ 
lar  case  relief  is  warranted. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  December  12,  1973,  acting  on  N.B. 
Applic.  1070-72  be  and  it  hereby  is  modified  and  that  the  ap- 
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peal  be  and  it  hereby  is  granted  and  permit  No.  3885-73  is 
hereby  reinstated;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


13-74-BZY — B.B. — 650  East  104th  Street,  Block  8172, 
Lot  13,  N.B.  508-73. 

APPEARANCES— 

For  Applicant:  David  Farber. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1974,  at 
2  P.M.,  for  continued  hearing. 


14-74-BZY — B.B. — 3110  Farragut  Place,  Block  4995,  Lot 
20,  N.B.  468-73. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at 
2  P.M.,  for  continued  hearing. 


15-74-BZY — B.Q. — 23-20  Beach  Channel  Drive,  Block 
15714,  Lots  155,  8,  29,  N.B.  30-72. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at 
2  P.M.,  for  continued  hearing. 


1005-54-SA 

APPLICANT — Union  Carbide  Corporation,  Linde  Division, 
owner. 

SUBJECT — Additional  storage  tanks  for  liquefied  gases. 

APPEARANCES— 

For  Applicant:  Stanley  Novalany. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  . .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1005-54-SA — Amendment  to  resolution  to  include  additional 
storage  tanks,  show  change  in  corporate  name,  and  to  include 
additional  components. 

Union  Carbide  Corporation,  Linde  Division,  requested  that 
the  resolution  adopted  October  30,  1956  and  amended  through 
January  12,  1971  under  Calendar  Number  1005-54-SA  be  re¬ 
opened  and  amended  to  include  additional  storage  tanks,  show 
a  change  in  corporate  name,  and  to  include  additional  com¬ 
ponents. 

PROPOSED  USE :  Insulated  tanks  for  the  storage  of  lique¬ 
fied  oxygen,  nitrogen,  or  argon. 

DESCRIPTION :  The  additional  storage  tanks,  Models 
TM-9000  and  TL-9000,  are  similar  in  shape,  materials,  and 
piping  to  the  tanks  approved  under  the  January  17,  1967  and 
January  12,  1971  resolutions  adopted  under  this  Calendar 


Number.  The  major  difference  is  in  capacities.  Specifica¬ 
tions  are  as  follows : 


Liquid  Container 

Capacity  (gallons)  . 

Design  pressure  (psig)  .. 
Maximum  allowable 
working  pressure  (psig) 
Hydrostatic  test  (psig)  .. 
Outside  diameter  (inches) 
Steel  thickness  (inches)  . 

Material  . 

Safety  valve  setting  (psig) 
Bursting  disc  (psig) . 


TM-9000 

TL-9000 

9,180 

9,180 

281 

96 

250 

65 

422 

144 

97.5 

96.75 

.57 

.194 

9%  nickel  steel 

9%  nickel  steel 

250 

65 

344 

110 

Outer  Casing  Both  Models 

Design  pressure  (psig)  .  15  (external) 

Pneumatic  test  (psig)  .  22.5  (internal) 

Outside  diameter  (inches)  ....  114 

Shell  thickness  (inches)  .  .31 

Material  .  carbon  steel 

Height  .  31 '-7" 

Bursting  disc  (psi)  .  10 


The  change  in  corporate  name  is  from  two  obsolete  names 
shown  in  previous  resolutions,  Linde  Air  Products  Company, 
Division  of  Union  Carbide  and  Carbon  Corporation,  and 
Linde  Company,  Division  of  Union  Carbide  Corporation,  to 
the  present  name,  Union  Carbide  Corporation,  Linde  Divi¬ 
sion. 

The  liquid  stored  in  the  tanks  approved  under  this  Calen¬ 
dar  Number  flows  from  each  tank  through  a  pump  or  directly 
to  a  main  vaporizing  unit,  where  it  is  converted  to  gas  at 
approximately  atmospheric  temperature  and  the  customer’s 
pipeline  pressure.  The  vaporizing  unit  is  heated  with  steam, 
hot  water,  or  atmospheric  air,  dependent  upon  demand  rate 
and  available  heating  source.  The  system  automatically  sup¬ 
plies  the  product  at  any  flow  rate  up  to  the  design  limit. 
Liquid  nitrogen  may  be  withdrawn  directly  into  tanks  or 
refrigerated  vessels. 

The  liquid  containers  are  maintained  at  approximately  100 
psi  when  operating  in  hospital  service.  Liquid  is  withdrawn 
from  the  regulating  valve  into  an  atmospheric  type  vapor¬ 
izer,  which  reduces  pressure  to  approximately  80  psi.  Gaseous 
oxygen  then  flows  through  the  secondary  pressure  regulating 
valve,  which  reduces  the  oxygen  to  pipeline  pressure  of 
50  psig. 

INSPECTION  AND  TEST:  The  storage  tanks  are  con¬ 
structed  in  accordance  with  the  ASME  Code  for  Unfired 
Pressure  Vessels. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  30,  1956  and 
amended  through  January  12,  1971  under  Calendar  Number 
1005-54-SA  be  reopened  and  amended  to  include  additional 
insulated  tanks  for  storage  of  liquefied  oxygen,  nitrogen,  or 
argon,  Models  TM-9000  and  TL-9000,  to  show  a  change  in 
corporate  name  of  the  applicant  to  Union  Carbide  Corpora¬ 
tion,  Linde  Division  and  to  include  the  additional  components 
described  above,  on  condition  that  the  requirements  of  the 
original  resolution  and  previous  amendments  adopted  under 
this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director. 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 
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Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


84-59-SM 

APPLICANT — Weyerhaeuser  Company,  owner. 

SUBJECT — Modifications  of  fire  rated  doors. 
APPEARANCES — 

For  Applicant:  Frank  Modica. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
84-59-SM — Amendment  to  resolution  to  show  modifications 
in  fire  rated  doors. 

Weyerhaeuser  Company,  Tacoma,  Washington,  requested 
that  the  resolution  adopted  February  11,  1961  and  amended 
through  January  12,  1971  under  Calendar  Number  84-59-SM 
be  reopened  and  amended  to  show  modifications  in  fire  rated 
doors. 

PROPOSED  USE:  One  hour  and  hour  fire  rated  doors. 
DESCRIP1  ION  :  The  doors  are  presently  made  with  wood 
crossbanding  under  wood  veneers.  A  modification  is  the  use 
of  a  three  ply  wood  skin  as  an  optional  replacement.  The 
wood  skin  provides  more  material  and  protection,  but  can  be 
preassembled  to  save  on  installation  costs. 

.  Another  modification  is  the  useof  untreated  rails  and  stiles 
in  accordance  with  Underwriters’  Laboratories  File  R3572-32. 

.The  doors  are  manufactured  at  the  manufacturers’  plant  in 
Ridgway,  Pennsylvania. 

The  doors  are  manufactured  with  optional  fusible  link 
louvers  as  permitted  under  C26-604.4(c)  of  the  Building 
Code  of  the  City  of  New  York. 

The  doors  are  manufactured  with  optional  light  openings 
as  permitted  by  RS  5-8  of  the  Building  Code  (NFPA  No. 
80). 

1  1m  doors  are  labeled  in  accordance  with  Rule  2.4  of  the 
Board’s  Rules  for  Opening  Protective  Assemblies  amended 
March  27,  1973  under  Calendar  Number  1139-39-SR. 

INSPECTION  AND  TEST :  The  doors  constructed  with 
untreated  rails  and  stiles  have  been  tested  in  accordance  with 
the  requirements  of  RS  5-6  of  the  Building  Code  by  Under¬ 
writers’  Laboratories  (File  R3572-32)  and  have  been 
approved. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  11,  1961  and 
amended  through  January  12,  1971  under  Calendar  Number 
84-59-SM  be  reopened  and  amended  to  show  the  modifica¬ 
tions  in  fire  rated  doors  described  above  on  condition  that  the 
applicable  requirements  of  the  original  resolution  and  previ¬ 
ous  amendments  adopted  under  this  Calendar  Number  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 


of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 

397-61-SM 

APPLICANT — L  and  M — Surco  Manufacturing,  Incopo- 
rated,  owner. 

SUBJECT — Change  of  corporate  name. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  . q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
397-61-SM  Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

L  and  M — Surco  Manufacturing,  Incorporated,  South 
River,  New  Jersey,  requested  that  the  resolution  adopted 
July  18,  1961  under  Calendar  Number  397-61-SM  be  reopened 
and  amended  so  as  to  show  a  change  of  corporate  name. 

PROPOSED  USE:  For  setting  and  grouting  quarry  and 
ceramic  mosaic  tile. 

DESCRIPTION  :  The  applicant  requests  that  the  corporate 
name  be  changed  from  L  and  M  Tile  Products  to  L  and  M— 
Surco  Manufacturing,  Incorporated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  18,  1961  under  Cal¬ 
endar  Number  397-61-SM  be  reopened  and  amended  to  show 
a  change  of  corporate  name  from  L  and  M  Tile  Products 
to  L  and  M — Surco  Manufacturing,  Incorporated  on  con¬ 
dition  that  the  requirements  of  the  resolution  adopted  July 
18,  1961  under  Calendar  Number  397-61-SM  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 
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694-64-SM 

APPLICANT — Marino  Industries  Corporation,  owner.. 
SUBJECT — Additional  stud  and  track  depths  and  additional 
furring. 

APPEARANCES— 

For  Applicant:  Frederick  M.  Marino. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE—  _  . 

Affirmative:  Chairman  Klein,  Vice  Chairman  Apista 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  q 

Negative:  . 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
694.54- SM — Amendment  to  resolution  to  include  additional 
stud  and  track  depths  and  additional  furring. 

Marino  Industries  Corporation,  Westbury,  New  York,  re¬ 
quested  that  the  resolution  adopted  September  28,  1965  and 
amended  through  February  10,  1970  under  Ca  endar  Number 
694-64-SM  be  reopened  and  amended  to  include  additional 
stud  and  track  depths  and  additional  furring. 

PROPOSED  USE:  One  hour  fire  rated  partition. 
DESCRIPTION :  The  additional  studs  and  track,  Marino 
Stud— Rite  Metal  Stud  and  Track,  are  hot  dipped  galvanized 
steel  and  are  4"  and  6"  in  depth  The  previously  approved 
studs  and  tracks  ranged  from  1$4  to  in  depth  The 

Marino  Stud— Rite  Furring  is  %  deep  and  is  used  for 
attachment  of  s/&"  gypsum  wallboard  on  either  side  of  the 

studs. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  28,1965  and 
amended  through  February  10,  1970  under  Calendar  Num¬ 
ber  694-64-SM  be  reopened  and  amended  to.  include  addi¬ 
tional  stud  and  track  depths,  Marino  Stud— Rite  Metal  Stud 
and  Track,  4"  and  6"  in  depth,  and  additional  furring,.  Marino 
Stud  Furring,  7/&"  deep,  on  condition  that  the  requirements 
of  the  original  resolution  and  previous  amendments  adopted 
under  this  Calendar  Number  be  complied  with 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 

approval.  _ 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


649-65-SM 

APPLICANT— Weyerhaeuser  Company,  owner. 
SUBJECT— Modifications  of  fire  rated  doors. 
APPEARANCES— 

For  Applicant :  Frank  Modica. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  “ 

Negative:  .  u 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Commttee  on  Test  reads: 
649-65-SM— Amendment  to  resolution  to  show  modifications 
in  fire  rated  doors. 

Weyerhaeuser  Company,  Tacoma,  Washington,  requested 
that  the  resolution  adopted  March  29,  1966  and  amended 
through  January  12,  1971  under  Calendar  Number  649-65-SM 
be  reopened  and  amended  to  show  modifications  in  fire  rated 
doors. 

PROPOSED  USE:  V/2  fire  rated  doors. 

DESCRIPTION  :  A  modification  consists  of  increasing  the 
size  of  the  fire  retardant  wood  rails,  stiles,  and  lock  block 
for  better  attachment  to  the  hardware  in  accordance  with 
Underwriters’  Laboratories  File  R3572-30..  The  maximum 
sizes  are  for  the  top  and  bottom  rails,  1/^2  for  the 

stiles,  and  4"  x  26"  for  the  lock  block.  . 

Another  modification  is  the  optional  use  of  a  plastic  veneer 
instead  of  a  wood  veneer  over  wood  crossbanding  in  accord¬ 
ance  with  Underwriters’  Laboratories  File  R3572-30. 

A  modification  is  the  use  of  a  three  ply  wood  skin  as.  an  j 
optional  replacement  for  wood  veneer  over  wood  crossbanding. 

The  doors  are  manufactured  at  the  manufacturer’s  plant  in 
Ridgeway,  Pennsylvania.  . 

The  doors  are  manufactured  with  optional  fusible  link 
louvers  as  permitted  under  C26-604.4(c)  of  the  Building 
Code  of  the  City  of  New  York. 

The  doors  are  manufactured  with  optional  light  openings 
as  permitted  by  RS  5-8  of  the  Building  Code  (NFPA  No. 

80) 

The  doors  are  labeled  in  accordance  with  Rule  2.4  of  the 
Board’s  Rules  for  Opening  Protective  Assemblies  amended 
March  27,  1973  under  Calendar  Number  1139-39-SR. 

The  doors  are  used  in  locations  where  a  hour  or  1  hour 
fire  rated  door  is  required  by  the  Building  Code. 
INSPECTION  AND  TEST :  The  doors  constructed  with 
the  larger  sized  rails,  stiles,  and  lock  blocks  and  with  plastic 
veneers  have  been  tested  in  accordance  with  the  requirements  | 
of  RS  5-6  of  the  Building  Code  by  Underwriters’  Labora¬ 
tories  (File  R3572-30)  and  have  been  approved. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  29,  1966  and 
amended  through  January  12,  1971  under  Calendar  Number  , 
649-65-SM  be  reopened  and  amended  to  show  the  modifica¬ 
tions  in  fire  rated  doors  described  above  on  condition  that 
the  applicable  requirements  of  the  original  resolution  and 
previous  amendments  adopted  under  this  Calendar  Number 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual  i 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 
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356-68-SA 


MINUTES 


APPLICANT — Eaton  Corporation,  Lock  and  Hardware 
Division,  owner. 

SUBJECT — Change  of  corporate  name. 

APPEARANCES— 

For  Applicant:  Kenneth  Trimmer. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  lOein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


^Whereas,  the  report  of  a  Committee  on  Test  reads : 
356-68-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Eaton  Corporation,  Lock  and  Hardware  Division,  Char¬ 
lotte,  North  Carolina,  requested  that  the  resolution  adopted 
September  29,  1970  under  Calendar  Number  356-68-SA  be 
reopened  and  amended  so  as  to  show  a  change  of  corporate 
name. 

PROPOSED  USE:  Appliance  for  opening  vertically  hinged 
doors. 

DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  Norton  Door  Closer  Division  to 
Eaton  Corporation,  Lock  and  Hardware  Division. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  29,  1970  under 
Calendar  Number  356-68-SA  be  reopened  and  amended  to 
show  a  change  of  corporate  name  from  Norton  Door  Closer 
Division  to  Eaton  Corporation,  Lock  and  Hardware  Division 
on  condition  that  the  requirements  of  the  resolution  adopted 
September  29,  1970  under  Calendar  Number  356-68-SA  are 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

708-69- S A 

APPLICANT — Patterson  Pump  Division,  Skinner  Engine 
Company  and  affiliate  of  Banner  Industries,  Incorporated, 
owner. 

SUBJECT — To  show  an  added  company  name. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE — 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  5 

Negative :  . 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
708-69- S A— Amendment  to  resolution  so  as  to  show  an  added 
company  name. 

Patterson  Pump  Division,  Skinner  Engine  Company,  an 
affiliate  of  Banner  Industries,  Incorporated,  requests  that  the 
resolution  adopted  February  9,  1971  and  amended  May  11, 
1971  under  Calendar  Number  708-69-SA  be  reopened  and 
amended  so  as  to  show  an  added  company  name. 

PROPOSED  USE;  Fire  pumps  for  standpipe  and  sprinkler 
systems. 

DESCRIPTION :  The  applicant  requests  that  the  resolution 
be  changed  so  as  to  show  the  corporate  name  change  from 
Patterson  Pump  Division  of  Patterson  Industries,  Incorpo¬ 
rated  to  Patterson  Pump  Division,  Skinner  Engine  Company, 
an  affiliate  of  Banner  Industries,  Incorporated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  9  1971  and 
amended  May  11,  1971  under  Calendar  Number’ 708-69-SA 
be  reopened  and  amended  so  as  to  show  an  added  company 
name  from  Patterson  Pump  Division  of  Patterson  Industries, 
Incorporated,  to  Patterson  Pump  Division,  Skinner  Engine 
Company,  an  affiliate  of  Banner  Industries,  Incorporated  on 
condition  that  the  resolution  adopted  February  9,  1971  and 
amended  May  11,  1971  under  Calendar  Number  708-69-SA 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


730-70-SA 

APPLICANT — Scott  Graphics,  Incorporated,  A  Subsidiary 
of  Scott  Paper  Company,  owner. 

SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  . . .  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  dest  reads. 
730-70-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Scott  Graphics,  Incorporated,  A  Subsidiary  of  Scott  Paper 
Company,  Holyoke,  Massachusetts,  requests  that  the  resolu¬ 
tion  adopted  January  26,  1971  under  Calendar  Number  730- 
70-SA  be  reopened  and  amended  so  as  to  show  a  change  of 
corporate  name. 

PROPOSED  USE:  The  appliance  is  used  to  duplicate 
microfilm. 

DESCRIPTION :  The  applicant  states  that  on  December 
31,  1968,  Tecnifax  Corporation  merged  with  Plastic  Coated 
Corporation  and  the  corporate  name  Plastic  Coating  was 
retained.  This  involved  a  merger,  not  an  acquisition,  and 
corporate  ownership  remained  unchanged.  Then,  on  Novem¬ 
ber  2,  1970,  the  resulting  Plastic  Coating  Corporation  changed 
its  name  to  Scott  Graphics,  Incorporated.  The  request  is  to 
show  a  change  of  corporate  name  from  Tecnifax  Division, 
The  Plastics  Coating  Corporation  to  Scott  Graphics,  Incor¬ 
porated,  A  Subsidiary  of  Scott  Paper  Company. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  26,  1971  under 
Calendar  Number  730-70-SA  be  reopened  and  amended  to 
show  a  change  of  corporate  name  from  Tecnifax  Division, 
The  Plastics  Coating  Corporation  to  Scott  Graphics,  Incor¬ 
porated,  A  Subsidiary  of  Scott  Paper  Company  on  condition 
that  the  requirements  of  the  resolution  adopted  January  26. 
1971  under  Calendar  Number  730-70-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


684-71-SA 

APPLICANT— Kweller  and  Dubin  Associates,  for  Harv- 
cons  Universal,  Inc. 

SUBJECT — Additional  dry  cleaning  machine. 

APPEARANCES— 

For  Applicant:  Morris  Kweller 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on.  Test  reads.:  . 
684-71-SA — Amendment  to  resolution  to  include  additional 
dry  cleaning  machine  and  to  show  change  of  ownership. 


Kweller  and  Dubin  Associates,  Jamaica,  New  York  for 
Harvcons  Universal,  Inc.,  Buffalo,  New  York,  requested  that 
the  resolution  adopted  January  18,  1972  under  Calendar 
Number  684-71-SA  be  reopened  and  amended  to  include  an 
additional  dry  cleaning  machine  and  to  show  change  of 
ownership. 

DESCRIPTION :  The  dry  cleaning  machine,  Capri  III 
V-90,  is  similar  to  the  dry  cleaning  machine  previously  ap¬ 
proved  under  this  Calendar  Number.  The  major  difference 
is  in  size ;  the  Capri  III  V-90  is  larger.  The  machines  use 
DuPonit  Valclene  solvent  (trichlorotrifluoroethane)  and 
detergent  The  solvent  is  non-flammable  and  has  no  flash 
point.  Specifications  are  as  follows : 

Capacity — 32  lbs. 

Cylinder  diameter — 35}4" 

Cylinder  depth — 19 

Cylinder  volume — 11.3  cubic  feet 

Tank  size — 53  and  70  gallons 

Main  motor — Y\  HP 

Pump  motor — 2.2  HP 

Fan  motors — 2.2,  0.9  HP 

Air  compressor— 0.33  HP 

Electric  requirements — 220  volts,  9  KW 

Steam  pressure — 15-30  psi 

Pneumatic  valve  control  air  pressure — 90  psi 

Solvent  load — 72  pounds 

Water  requirements — 6  gallons  per  minute 

The  change  of  ownership  is  from  Harvest  Consolidated 
Industries,  Inc.,  Buffalo,  New  York,  to  Harvcons  Universal 
Inc.,  Buffalo,  New  York. 

INSPECTION  AND  TEST :  The  machine  does  not  exceed 
the  maximum  of  2.8  pounds  capacity  per  cubic  foot  of 
cylinder,  as  specified  by  the  Dry  Cleaning  Rules  of  the 
Board.  The  machine  meets  the  requirements  of  Article  7  of 
the  Building  Code  of  the  City  of  New  York  for  low  hazard 
installations  by  using  a  solvent  which  does  not  have  a  flash 
point  below  138.2°  F.  Affidavits  have  been  submitted  for  the 
change  of  ownership. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  be  adopted  January  18,  1972  under 
Calendar  Number  684-71-SA  be  reopened  and  amended  to 
include  an  additional  dry  cleaning  machine,  the  Capri  III 
V90,  and  to  show  a  change  of  ownership  to  Harvcons  Uni¬ 
versal,  Inc.,  Buffalo,  New  York,  under  the  provisions  of  the 
Dry  Cleaning  Rules  of  the  Board  and  Article  7  of  the 
Building  Code  of  the  City  of  New  York  on  condition  that 
the  requirements  of  the  original  resolution  adopted  under 
this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta. 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


1 11-72-SM 

ABPT.ICANT — Rockwell  International,  Municipal  and 

Utility  Division,  owner. 
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SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 


mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 

Carroll  and  Commissioner  Walsh  .  3 

Negative:  .  0 

Not  Voting:  Chairman  Klein  and  Commissioner 
Hornstein .  2 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

11 1-72- SM — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Rockwell  International,  Municipal  and  Utility  Division, 
Pittsburgh,  Pennsylvania,  requested  that  the  resolution 
adopted  March  14,  1972  under  Calendar  Number  111-72-SM 
be  reopened  and  amended  so  as  to  show  a  change  of  corporate 
name. 

PROPOSED  USE:  Gas  pressure  regulator. 
DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  Rockwell  Manufacturing  Company 
to  Rockwell  International,  Municipal  and  Utility  Division. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  14,  1972  under 
Calendar  Number  111-72-SM  be  reopened  and  amended  to 
show  a  change  of  corporate  name  from  Rockwell  Manufac¬ 
turing  Company  to  Rockwell  International,  Municipal  and 
Utility  Division  on  condition  that  the  requirements  of  the 
original  resolution  adopted  under  Calendar  Number  111-72- 
SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


227-72-SA 

APPLICANT — Walter  Kidde  &  Company,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  William  J.  Pangert,  Jr. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  0 


THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
227-72-SA — Walter  Kidde  and  Company,  Incorporated, 
Belleville,  New  Jersey,  filed  for  approval  of  the  Kidde  Auto¬ 
matic  Halon  1301  Fire  Extinguishing  System  under  the  pro¬ 
visions  of  RS  17  of  the  Building  Code  of  the  City  of  New 
York  and  Fire  Prevention  Directive  2-71,  as  amended. 
PROPOSED  USE:  Fire  extinguishing  system. 

DESCRIPTION:  The  system  is  used  to  control  and  ex¬ 
tinguish  Class  A  (cellulosic  material),  Class  B  (flammable 
liquids  and  gases),  and  Class  C  (electric)  fires  where  it  is 
required  that  damage  caused  by  the  extinguishing  system  be 
minimized.  The  system  consists  of  a  supply  of  Halon  1301 
extinguishing  agent  stored  under  pressure  in  steel  cylinders, 
control  valves,  and  a  piping  system  to  conduct  the  agent  to 
the  fire  hazard.  It  is  activated  by  a  fire  detector  system. 
The  design  for  each  installation  includes  the  determination 
of  the  necessary  quantity  and  rate  of  dispersal  of  the  extin¬ 
guishing  agent.  Components  of  the  system  are  as  follows : 

Extinguisher  Assembly,  P/N  896049— Cylinder,  sy¬ 
phon  tube,  valve  assembly,  200  lbs.  of  agent,  360  psig 
service  pressure. 

Extinguisher  Assembly,  P/N  895910— explosion 
proof,  cylinder,  syphon  tube,  valve  assembly,  200  lbs.  of 
agent,  360  psig  service  pressure. 

Extinguisher  Assembly,  P/N  896150,  cylinder,  sy¬ 
phon  tube,  valve  assembly,  125  lbs.  of  agent,  360  psig 
service  pressure. 


Cylinder,  P/N  895904— used  with  Extinguisher  As¬ 
semblies,  P/N  89604  and  P/N  895910. 

Cylinder,  P/N  896151 — used  with  Extinguisher  As¬ 
sembly,  P/N  896150. 

Control  Valve,  P/N  896048. 

Control  Valve  Assembly,  P/N  895902. 

Burst  Disc,  P/N  242461. 

Pressure  Gage,  P/N  280458. 

Solenoid  Valve,  explosion  proof,  P/N  258438. 

Control  Heads,  P/N  890140,  P/N  890169  P/N 
890165,  P/N  890181,  P/N  803617. 

Pressure  Switch,  P/N  873752. 

Remote  Release  Station,  P/N  892373-6. 

Lever  Operated  Control  Head,  P/N  877425  and 
P/N  870652. 


Pressure  Operated  Control  Head,  P/N  877424  and 
P/N  872086. 

Pressure  and/or  Lever  Operated  Control  Head, 
P/N  870897. 

Pneumatic  Control  Head,  P/N  890190  through  P/N 
890195. 


Cable  Operated  Control  Head,  P/N  979469. 

Actuator,  P/N  870068. 

%"  Tubing,  P/N  802555. 

Mercury  Check,  P/N  871345. 

Pulley  Assembly,  P/N  843760. 

Pilot  Port  Transmitter,  P/N  890176. 

Discharge  Flexible  Hose,  P/N  280544. 

Split  Fan  Nozzles,  P/N  258626  through  256641, 
P/N  258737  through  258788,  P/N  259084  through  259104. 

Straight  Fan  Nozzles,  P/N  258789  through  258840, 
P/N  259014  through  P/N  259034. 

Directional  Valves,  P/N  896444,  P/N  870032, 
P/N  870123,  P/N  870049,  P/N  890010. 

Check  Valves,  P/N  800327,  P/N  870151, 
P/N  870100. 

Framing  Details,  P/N  258649,  P/N  258650,  P/N 
292971,  P/N  218243,  P/N  218244,  P/N  218248,  P/N 
218238 

Control  Cap,  P/N  259140. 

Outlet  Cap,  P/N  259139. 


INSPECTION  AND  TEST :  The  extinguishing  system 
has  been  approved  by  Underwriters’  Laboratories  (File 
Ex.  2826)  and  has  been  recommended  for  approval  by  the 
Division  of  Fire  Prevention. 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Kidde  Automatic  Halon  1301  Fire 
Extinguishing  System,  components  listed  above,  under  the 
provisions  of  RS  17  of  the  Building  Code  of  the  City  of  New 
York  and  Fire  Prevention  Directive  2-71,  as  amended,  on 
condition  that  the  detection  and  activation  equipment  used 
with  the  extinguishing  system  be  Board  of  Standards  and 
Appeals  approved,  that  all  installations  conform  in  all  re¬ 
spects  to  Fire  Prevention  Regulation  2-71,  as  amended,  and 
that  the  components  of  the  system  be  permanently  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  227-72-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

41-73-SA 

APPLICANT— Safety  First  Products  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Joseph  Blau. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
41-73-SA— Safety  First  Products  Corporation,  Elmsford, 
New  York,  filed  for  approval  of  Halon  SF  1301-5,  10, .  20, 
30  150,  250  Fire  Extinguishing  Systems  under  the  provisions 
of  RS  17  of  the  Building  Code  of  the  City  of  New  York  and 
Fire  Prevention  Regulation  2-71,  as  amended. 

PROPOSED  USE:  Fire  extinguishing  system. 
DESCRIPTION :  The  various  sizes  of  the  system,  Models 
5,  10,  20,  30,  150,  and  250,  use  5,  10,  20,  30,  150,  and  250 
pounds  of  Halon  1301  (bromotrifluoromethane)  respectively, 
as  an  extinguishing  agent.  The  system  is  used  to  extinguish 
Class  A  (cellulosic  materials)  and  Class  B  (combustible 
liquids  and  gases)  fires.  The  agent  is  pressurized  with  nitro¬ 
gen  to  360  psi  in  steel  cylinders  which  are  500  psi  DOT 
rated.  The  brass  valve  assemblies  are  secured  to  the  cylin¬ 
ders  with  pipe  thread.  They  are  high-flow,  fast-acting  type 
and  are  provided  with  syphon  tubes  and  safety  discs.  The 
system  is  actuated  either  manually  or  electrically  by  a  cur¬ 
rent  from  a  fixed  temperature,  ionization,  smoke,  infra-red, 
or  ultra-violet  detector.  The  system  is  held  ready  with  no 
current  required.  Therefore,  the  detection  system  must  have 
normally  open  contacts.  Nozzles  are  provided  with  the 
system  in  sufficient  size  and  quantity  to  totally  flood  the 
area  being  protected. 


INSPECTION  AND  TEST :  The  fire  extinguishing  system 
has  been  tested  and  approved  by  Underwriters’  Laboratories 
(File  Ex  2715)  and  recommended  for  approval  by  the  Di¬ 
vision  of  Fire  Prevention. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Halon  SF  1301-5,  10,  20,  30,  150,  250 
Fire  Extinguishing  Systems  under  the  provisions  of  RS  17 
of  the  Building  Code  of  the  City  of  New  York  and  Fire 
Prevention  Regulation  2-71,  as  amended,  on  condition  that 
detection  and  activation  equipment  used  with  the  system  shall 
be  Board  of  Standards  and  Appeals  approved  and  that  all 
installations  of  the  system  shall  conform  in  all  respects  to 
the  Fire  Prevention  Regulation  2-71,  as  amended.  The  com¬ 
ponents  of  the  system  shall  be  permanently  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  41-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


215-73-SA 

APPLICANT — Norris  Industries  Fire  &  Safety  Equipment 
Division,  owner. 

APPEARANCES— 

For  Applicant:  Robert  G.  Smith. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
215-73-SA — Norris  Industries,  Fire  and  Safety  Equipment 
Division,  Newark,  New  Jersey,  filed  for  approval  of  Models 
8.5,  17,  25,  and  33,  Halex  Fire  Extinguishing  System,  under 
the  provisions  of  RS  17  of  the  Building  Code  of  the  City  of 
New  York  and  Fire  Prevention  Regulation  2-71,  as  amended. 
PROPOSED  USE:  Fire  extinguishing  system. 
DESCRIPTION :  The  system  uses  a  bromotrifluoro¬ 
methane  extinguishing  agent  generally  known  as  Halon  1301 
and  marketed  by  Norris  Industries  as  Halex  1301.  The 
various  Models  of  the  system  have  8.5,  17,  25,  and  33  pound 
capacities.  The  system  is  designed  to  totally  flood  an  en¬ 
closure  using  up  to  eight  nozzles  per  cylinder  to  extinguish 
Class  B  (flammable  liquids  and  gases)  and  Class  C  (elec¬ 
trical)  fires. 

The  extinguishing  agent  is  pressurized  with  nitrogen  to 
600  psi  in  cylinders  meeting  DOT  specifications.  The  cylinder 
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valve  is  a  high  flow  rate,  pressure  seated  type  with  a  syphon 
tube  attached  to  the  inlet  and  extending  into  the  cylinder 
to  assure  liquid  discharge.  The  actuating  control  of  the 
valve  unseats  the  primary  check,  which  allows  a  small 
quantity  of  gas  to  force  the  main  piston  open,  which  unseats 
the  main  check  assembly  and  allows  agent  to  flow  to  the 
valve  discharge  outlet.  The  discharge  adapter  connects  the 
discharge  outlet  to  the  discharge  piping  which  leads  to  the 
nozzles.  The  piping  is  YY'  Schedule  40  galvanized  steel 
(Model  8.5)  or  YY'  Schedule  40  galvanized  steel  (Models 
17,  25,  and  33). 

The  system  is  actuated  by  a  pin  in  the  release  attachment 
of  the  valve  which  opens  the  primary  check  in  the  top  of  the 
valve.  The  pin  may  be  released  manually,  manually  from  a 
remote  position  by  using  a  cable,  electrically  by  passing  a 
current  through  a  fuse  wire  which  generates  heat  and  fires 
a  charge,  or  pressure  operated  for  slave  cylinders  using  the 
pressure  from  the  previous  actuation  of  the  master  cylinder. 
INSPECTION  AND  TEST :  The  system  has  been  tested 
and  approved  by  Underwriters’  Laboratories  (File  No.  EX 
2832)  and  has  been  recommended  for  approval  by  the  Divi¬ 
sion  of  Fire  Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Models  8.5,  17,  25,  and  33,  Halex  Fire 
Extinguishing  System  under  the  provisions  of  RS  17  of  the 
Building  Code  of  the  City  of  New  York  and  Fire  Prevention 
Regulation  2-71,  as  amended,  on  condition  that  detection 
and  activation  equipment  used  with  the  system  shall  be  Board 
of  Standards  and  Appeals  approved,  that  all  installations  of 
the  system  shall  conform  in  all  respects  to  Fire  Prevention 
Regulation  2-71,  as  amended,  and  that  the  components  of  the 
system  shall  be  permanently  labeled  :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  215-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


275-73-SA 

APPLICANT — Cook  Machinery  Company  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  Jay  Cordill 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
275-73-SA — Cook  Machinery  Company,  Incorporated,  Dallas, 
Texas,  filed  for  approval  of  Tumblette  Models  230  and  240 
Clothes  Dryers  under  the  provisions  of  RS  14  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Type  2  (non-residential)  clothes 
dryers. 

DESCRIPTION :  The  commercial  clothes  dryers  operate 
on  a  0.5  HP  motor  and  are  thermostat  controlled  with  a 
60°  F.  temperature  range.  The  dryers  are  natural  or  L.  P. 
gas  fired.  A  gas  pressure  regulator  and  cut-off  valve  are 
provided.  Electrical  requirements  are  115,  208,  or  230  volts. 
Specifications  are  as  follows  : 


Model  230  Model  240 

Height  .  74J4"  70  9/16" 

Width  .  39"  31" 

Depth  .... .  293/6"  30y2" 

Cylinder  diameter  .  37"  29" 

Cylinder  depth  .  19"  20" 

Capacity  (dry  weight)  . .  30  lbs.  20-24  lbs. 

Exhaust  vent .  8"  8" 

Gas  inlet .  YY'  YY' 

Blower  air  flow .  600  CFM  600  CFM 

Burner  input  .  95,000  BTU/HR  70,000  BTU/HR 


INSPECTION  AND  TEST :  The  dryers  have  been  certi¬ 
fied  to  comply  with  ANSI  Standard  Z21.5.2,  as  specified  in 
RS  14  of  the  Building  Code  by  the  American  Gas  Associa¬ 
tion  (No.  6-93-201). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Tumblette  Models  230  and  240 
Clothes  Dryers  under  the  provisions  of  RS  14  of  the  Build¬ 
ing  Code  of  the  City  of  New  York.  The  dryers  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  275-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to  sub¬ 
mit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

276-73-SA 

APPLICANT — Cook  Machinery  Company,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  Jay  Cordill. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE — 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 


233 


MINUTES 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
276-73- S A— Cook  Machinery  Company,  Incorporated,  Dallas, 
Texas,  filed  for  approval  of  Sofspra  Fabric  Care  540  dry 
cleaning  machine  under  the  provisions  of  the  Dry  Cleaning 
Rules  of  the  Board  of  Standards  and  Appeals  and  Article  7 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Dry  cleaning  machine. 
DESCRIPTION:  The  machine  is  made  of  steel  and  stain¬ 
less  steel.  The  solvent  used  is  low  hazard  perchlorethylene. 
The  dry  cleaning  cycle  consists  of  four  phases :  wash,  shake¬ 
out,  solvent  extraction,  and  drying.  The  machine  can  be 
metered  for  8  or  10  pound  loads.  The  stainless  steel  cylinder 
is  28"  in  diameter  x  12"  deep,  4.3  cubic  feet.  The  50  gallon 
capacity  solvent  tank  is  made  of  steel.  One  complete  change 
of  solvent  flows  through  the  tank  each  minute.  The  motor 
can  be  run  on  voltages  between  200  and  250.  The  blower  has 
a  275  CFM  capacity.  The  heater  is  a  finned  type,  6000  watts. 
INSPECTION  AND  TEST:  The  dry  cleaning  machine 
has  been  tested  and  approved  by  the  Canadian  Standards 
Association  (Guide  80-R-O).  The  capacity  of  the  machine 
is  within  the  maximum  specified  by  the  Board’s  Rules,  2.8 
pounds  per  cubic  foot  of  cylinder.  The  use  of  perchlorethy¬ 
lene  as  the  solvent  qualifies  the  machine  for  uses  in  areas 
where  a  low  hazard  machine  is  required. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Sofspra  Fabric  Care  540  dry  cleaning 
machine  on  condition  that  it  shall  be  installed  and  ventilated 
in  accordance  with  the  requirements  for  a  low  hazard,  per¬ 
chlorethylene  solvent  machine  of  the  Dry  Cleaning  Rules  of 
the  Board  of  Standards  and  Appeals  and  Article  7  of  the 
Building  Code  of  the  City  of  New  York.  The  dry  cleaning 
machine  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  276-73-SA,” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

399-73-SA 

APPLICANT — Champion  Hoist  Company,  owner;  Purdy 
&  Henderson  Associates,  Incorporated,  agent. 

APPEARANCES— 

For  Applicant:  Wallace  H.  Heidtman. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
399-73-SA— Champion  Hoist  Company,  St.  Louis,  Missouri, 
filed  for  approval  of  Champ  Material  Hoist,  Model  MH  T-50, 
under  the  provisions  of  Article  19  and  RS  19  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Material  hoist  for  construction  sites. 
DESCRIPTION :  The  tower  consists  of  steel  tubular  units 
welded  together  in  12'  sections.  The  base  section  is  24'  or 
36'  high  and  is  a  welded  steel  assembly.  Maximum  height  of 
the  tower  is  420'.  The  completely  enclosed,  steel  framed 
platform  rides  on  the  face  of  the  tower.  The  platform  is  rated 
at  5000  lbs.  The  platform  is  raised  by  a  l/2"  diameter  cable, 
6  x  25,  running  over  a  sheave  and  cathead  assembly  at  the 
top  of  the  tower  to  a  gas  engine  or  electric  motor  driven 
winch  at  the  base  of  the  tower.  The  tower  is  tied  to  the 
building  frame  at  intervals  not  exceeding  26'.  Wall  ties  are 
bolted  to  the  tower  frame  and  the  building  structure. 
INSPECTION  AND  TEST:  The  submitted  calculations 
for  design  of  the  hoist  are  based  upon  the  criteria  of  ANSI 
Standard  A  10.5,  Safety  Requirements  for  Material  Hoists, 
as  certified  by  Alexander  Fox,  Purdy  and  Henderson  As¬ 
sociates,  New  York  State  P.E.  No.  34518.  The  installation, 
hoistway  safety  requirements,  and  operation  conform  to 
New  York  State  Industrial  Code  Rule  23. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Champ  Material  Hoist,  Model 
MHT-50,  rated  at  5000  lbs.,  under  the  provisions  of  Article 
J(9  and  RS  19  of  the  Building  Code  of  the  City  of  New  York. 

Plans  submitted  to  the  Deparmen-t  of  Buildings  showing 
proposed  uses  of  the  hoists  shall  include  design  calculations 
similar  to  those  cited  above  which  are  applicable  to  the 
specific  installations  and  shall  state  that  the  hoist  is  approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  399-73-SA. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


529-73-SM 

APPLICANT — Automatic  Filter  Systems,  Incorporated, 
owner. 

SUBJECT — Water/oil  separator. 

APPEARANCES— 

For  Applicant:  Francis  D.  Skelley  and  Stanley  W. 
Enrlich. 

For  Opposition :  None. 

For  Administration:  Deputy  Chief  C.  Palmieri,  F.  D. 
ACTION  OF  BOARD— Laid  over  to  March  26,  1974,  at 
2  P.M. 
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577-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Joseph  Fago,  owner. 
SUBJECT — Application  November  1,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AhFECTED — 149  Fulton  Street,  west  side, 
279.06  feet  south  of  Warren  Street,  Block  562,  Lot  90, 
Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  ....  4 


Negative :  .  0 

Not  Voting :  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  15,  1973,  on  N.B.  Applic.  1819/73,  reads: 
“The  street  giving  access  to  the  proposed  building  is  not 
duly  placed  on  the  official  map  therefore 

a)  no  Certificate  of  Occupancy  can  be  issued,  as 
per  Article  2,  Sec.  36  of  the  General  City  Law. 

b)  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting  di¬ 
rectly  upon  a  legally  mapped  street  or  frontage  space — 
contrary  to  Sec.  C26-401.1  (Building  Code).” 

and 

V  iiereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  15,  1973,  acting  on  N.B.  Applic.  1819/73,  Ob¬ 
jection  Nos.  a  and  b,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on  con¬ 
dition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  the  standards  of 
the  Department  of  Highways;  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received  November 
1,  1973”,  2  sheets,  and  “December  21,  1973”,  2  sheets ;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


637-73-A 

APPLICANT — Louis  Lieberman  for  Rabbi  Baruch  Halber- 
stam,  owner. 

SUBJECT — Application  November  30,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  rear  yard, 
floor  area  percentage. 

PREMISES  AFFECTED — 4919  15th  Avenue,  northeast 
comer  of  50th  Street,  Block  5453,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commission  Carroll  ...  4 
Negative: .  0 

Not  Voting:  Commissioner  Walsh .  1 

THE  RESOLUTION— 

a  }VAetreas>  decision  of  the  Borough  Superintendent, 
dated  November  21,  1973,  on  Alt.  Applic.  844/73,  reads: 

,  A  re^r  yard  of  lO'-O"  or  more  is  required  for 

building  on  corner  lots  as  per  Sec.  172  M.  D.  L. 


2.  Proposed  extension  to  the  above  Multiple  Dwell¬ 
ing  exceeds  25%  the  area  which  dwelling  had  on  any 
floor  and  is  contrary  to  Sec.  171  M.  D.  L.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  21,  1973,  acting  on  Alt.  Applic.  844/73,  Ob¬ 
jection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  310  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  building  shall  substantially 
conform  to  drawings  marked  “Received  November  30,  1973”, 
4  sheets,  and  “March  7,  1974”,  one  sheet;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


661-73-A 

APPLICANT — Boron  Oil  Company,  owner. 

SUBJECT — Application  December  7,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Harley-Davidson  Two  Cycle 
Motor  Oil,  in  16  ounce  metal  beer  style  can  with  pull  tab 
top,  not  in  compliance  with  the  regulation  of  the  Admin¬ 
istrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Deputy  Chief  Insp.  C.  Palmieri,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 


Negative:  .  0 

Not  Voting:  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  1,  1973,  on  Folder  #122-4211,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  Harley-Davidson  Two  Cycle 
Motor  Oil — 16  oz.  in  containers  as  follows :  16  oz. 

Metal  Beer  Style  Can — Pull  Tab  Top  is  disapproved. 
Such  containers  are  not  in  compliance  with  our  regu¬ 
lations  to  wit :  C19-62.0b  Combutible  mixtures  shall  be 
packed  in  glass  bottles  not  exceeding  32  ounces  or  in 
cans  not  exceeding  2  gals,  with  airtite  replaceable  caps.” 

and 

Whereas,  the  drawings  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  decided  that  the  appeal 
should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  November  1,  1973,  acting  on  Folder  #122-4211,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  container  substantially  com¬ 
ply  with  drawings  filed  “December  7,  1973”,  2  sheets;  that 
the  label  have  prominently  displayed  instructions  that  the 
entire  contents  are  to  be  emptied  upon  initial  opening;  that 
the  label  be  in  such  style  as  is  satisfactory  to  the  Fire 
Commissioner ;  and  that  in  all  other  respects,  all  applicable 
laws,  rules  and  regulations  shall  be  complied  with. 


672-73-A 

APPLICANT — Unelko  Corporation,  owner. 

SUBJECT — Application  December  13,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  in¬ 
flammable  mixtures  known  as  Rain-X,  Repcon,  Interface, 
Total  Finish  in  eight  (8)  ounce  Tapered  Oval  High  Den¬ 
sity  Polyethylene  Bottle,  not  in  compliance  with  regulations 
of  the  Administrative  Code  of  New  York  City. 
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APPEARANCES— 

For  Applicant:  None.  .  .  .  .  ^  ^ 

For  Administration:  Deputy  Chief  Insp.  C.  Palmieri,  b.  D. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 

Negative:  . 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  28,  1973,  on  Folder  #122-Pending,  reads: 

“W'e  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  products  Rain-X,  Repcon,  Interface,  Total 
Finish  in  containers  as  follows :  8  oz.  Tapered  Oval  High 
Density  Polyethylene  Bottle  is  disapproved.  Such  con¬ 
tainers  are  not  in  compliance  with  our  regulations  to  wit : 
Sec.  C'I9-59.0.b  N.  Y.  C.  Adm.  Code  requires  that  in¬ 
flammable  mixtures  (8  oz.  capacity)  be  put  up  in  metal 
containers.” 

and 

POLYETHYLENE  AND  CARTRIDGE  CONTAINER 
Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
November  28,  1973  acting  on  Folder  Number  122-Pending 
be  and  it  hereby  is  modified  and  that  the  appeal  be  it  and 
hereby  is  granted  on  condition  that  the  container  comply  with 
drawing  filed  January  21,  1974  on  further  condition  that  the 
label  on  the  container  be  in  such  style  and  wording  as  is 
satisfactory  to  the  Fire  Commissioner  ;  and  that  in  all  other 
respects  all  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 

691-73-A 

APPLICANT— Exxon  Company,  U.  S.  A.,  owner. 
SUBJECT— Application  December  17,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Aquaglide  Outboard  Lubricant 
in  one  (1)  pint  metal  sealed  cans,  not  in  compliance  with 
regulation  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  W.  B.  Wood. 

For  Administration :  Deputy  Chief  Insp.  C.  Palmieri,  F.  D. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE- 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  5,  1973,  on  Folder  #122-402(A),  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  ‘Aquaglide  Outboard  Lubricant’  a  com¬ 
bustible  mixture  (F.  P.  170  F.)  in  containers  as  follows: 
(1)  one  pint  sealed  metal  cans,  is  disapproved.  Such 
containers  are  not  in  compliance  with  our  regulations 
to  wit:  Sec.  C-19.62.0.b  N.  Y.  C.  Adm.  Code  requires 
that  combustible  mixture  products  be  packaged  in  metal 
or  glass  containers  equipped  with  replaceable  tops  or 
caps.” 

and 

METAL  CONTAINER 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 


Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
June  5,  1973  acting  on  Folder  Number  122-402  (A)  be  and 
it  hereby  is  modified  and  that  the  appeal  be  it  and  hereby  is 
granted  on  condition  that  the  container  comply  with  drawing 
filed  December  7,  1973,  1  sheet;  that  the  label  have  promi¬ 
nently  displayed  instructions  that  the  entire  contents  shall  be 
emptied  upon  initial  opening,  on  further  condition  that  the 
label  on  the  container  be  in  such  style  and  wording  as  is 
satisfactory  to  the  Fire  Commissioner ;  and  that  in  all  other 
respects  all  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 


621-73-A 

APPLICANT— P.  E.  Truesdale,  president  of  Truesdale 
Chemical  Sales  Company,  Incorporated,  applicant,  44th 
Avenue  Realty,  Incorporated,  owner. 

SUBJECT— Application  November  20,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  storage  of  glycerine. 
PREMISES  AFFECTED— 10-05  44th  Avenue,  northeast 
corner  of  10th  Street,  Block  453,  Lot  1,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Deputy  Chief  Insp.  C.  Palmieri,  F.  D. 
ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at  2 
P.M.,  at  the  request  of  the  applicant. 


652-73-A 

APPLICANT— Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT— Application  December  5,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Eunice  Place,  east  side,.  100 
feet  south  of  Willcox  Street,  Block  1703,  Lot  4,  Mariner’s 
Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Alphonse  J.  Calvanico,  and  Lewis  Werb. 
ACTION  OF  BOARD— Laid  over  to  March  19,  1974,  at  2 
P.M.,  for  decision. 


653-73-A 

APPLICANT— Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Eunice  Place,  east  side,  126.50 
feet  south  of  Willcox  Street,  Block  1703,  Lot  3,  Mariner’s 
Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Alphonse  J.  Calvanico,  and  Lewis  Werb. 
ACTION  OF  BOARD— Laid  over  to  March  19,  1974,  at 
2  P.M.,  for  decision. 


654-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Eunice  Place,  northeast  corner 
of  Overlook  Avenue,  Block  1703,  Lot  1,  Mariner’s  Harbor, 
Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant :  Alphonse  J.  Calvanico,  and  Lewis  Werb. 
ACTION  OF  BOARD— Laid  over  to  March  19,  1974,  at 
2  P.M.,  for  decision. 


65S-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Eunice  Place,  east  side,  27.81 
feet  north  of  Overlook  Avenue,  Block  1703,  Lot  2,  Mari¬ 
ner’s  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Alphonse  J.  Calvanico,  and  Lewis  Werb. 

ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at 
2  P.M.,  for  decision. 


656-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Sanders  Street,  northwest  cor¬ 
ner  of  Overlook  Avenue,  Block  1703,  Lot  79,  Mariner’s 
Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Alphonse  J.  Calvanico,  and  Lewis  Werb. 

ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at 
2  P.M.,  for  decision. 


657-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Sanders  Street,  west  side,  31.47 
feet  north  of  Overlook  Avenue,  Block  1703,  Lot  78,  Mari¬ 
ner’s  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Alphonse  J.  Calvanico,  and  Lewis  Werb. 

ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at 
2  P.M.,  for  decision. 


658-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Sanders  Street,  west  side,  100 
feet  south  of  Willcox  Street,  Block  1703,  Lot  76,  Mari¬ 
ner’s  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Alphonse  J.  Calvanico,  and  Lewis  Werb. 
ACTION  OF  BOARD — Laid  over  to  March  19,  1974,  at 
2  P.M.,  for  decision. 


659-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Sanders  Street,  west  side, 
127.50  feet  south  of  Willcox  Street,  Block  1703,  Lot  77, 
Mariner’s  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Alphonse  J.  Calvanico,  and  Lewis  Werb. 

ACTION  OF  BOARD — Load  over  to  March  19,  1974,  at 
2  P.M.,  for  decision. 

673-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  South  Bronx  Park 
Corporation,  owner,  Osborne  Association,  Incorporated, 
lessee. 

SUBJECT — Application  December  13,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  use  of  a  non 
fire  proof  building  as  dormitory  for  men. 

PREMISES  AFFECTED — 3196  Third  Avenue,  east  side, 
38  feet  north  of  East  161st  Street,  Block  2620,  Lot  2, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  April  2,  1974,  at  2 
P.M.,  for  continued  hearing ;  applicant  to  submit  additional 
information. 


Adjourned  :  3  :20  P.M. 

John  B.  Cincotta,  Executive  Director 
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New  Cases  Filed  up  to  March  19,  1974 

Cal.  No.  Dept.  Premises  Affected 

151-74-BZ — B.Q. — 76-19  21st  Avenue,  northwest  corner 
of  77th  Street,  Block  945,  Lot  45,  Astoria,  Borough  of 
Queens,  Community  Board  #1,  Alt.  No.  1299-73,  re-  pro¬ 
posed  enlargement  to  automotive  service  station,  Cl-2 
district. 


152-74-BZ — B.Q. — 31-11  to  31-17  Broadway,  northwest 
corner  of  32nd  Street,  Block  613,  Lot  1,  Astoria,  Borough 
of  Queens,  Community  Board  #1,  Alt.  No.  1447-73,  re¬ 
proposed  eating  and  drinking  place,  C2-2  district. 


153- 74-BZ — B.B. — 657  to  665a  5th  Avenue,  southeast  cor¬ 
ner  of  19th  Street,  Block  885,  Lot  5,  Borough  of  Brooklyn, 
Community  Board  $7,  Alt.  No.  1292-72,  re-  proposed 
enlargement  of  existing  building,  Cl-3  in  R6  district. 

154- 74-SM— Philadelphia  Insulated  Wire  Company,  fire 
alarm  cable,  manufactured  by  Philadelphia  Insulated  Wire 
Company,  Material. 

155- 74-A — B.M. — 1108  Park  Avenue,  south  side,  75  feet 
south  of  90th  Street,  Block  1501,  Lot  37,  Borough  of 
Manhattan,  Alt.  No.  1276-73,  re-  revocation  of  building 
permit. 

156- 74-SM — Levolor  Lorentzen  Incorporated,  medley 
woven  aluminum,  manufactured  by  Levolor  Lorentzen 
Incorporated,  Material. 

157- 74-SM — Cerro  Wire  and  Cable  Company,  fire  alarm 
service  cable,  manufactured  by  Cerro  Wire  and  Cable 
Company,  Material. 

158- 74-SA — Electronics  Division,  inter-call  system  1000, 
manufactured  by  Electronics  Division  Appliance. 


159- 74-SM — Wheeling  Corrugating  Company,  tensilbond 
125  and  200  combined  form  and  reinforcing  for  concrete 
slabs  in  24,  22,  and  20  gauge  steel,  manufactured  by 
Wheeling  Corrugating  Company,  Material. 

160- 74-SM — W.  R.  Grace  and  Company,  zonolite,  mono- 
kote,  manufactured  by  W.  R.  Grace  and  Company, 
Material. 

161- 74-A — F.D. — Packaging  of  combustible  mixture 
known  as  “K  mart  radiator  fast  flush”  in  twelve  ounce 
sanitary  metal  without  replaceable  cap  not  in  compliance 
with  regulations  of  Administrative  Code. 

162- 74-A — F.D. — Packaging  of  combustible  mixture 
known  as  “Bowman  radiator  fast  flush”  in  twelve  ounce 
sanitary  metal  without  replaceable  cap  not  in  compliance 
with  regulations  of  Administrative  Code. 

163- 74-A — F.D. — 55-15  Little  Neck  Parkway,  east  side  of 
Horace  Harding  Expressway,  Block  8400,  Lot  24,  Doug- 
laston,  Borough  of  Queens,  Modification  of  Certificate 
of  Occupancy,  re-  sprinkler  system. 


164-74-BZ — B.Q. — 70-05  to  70-19  Northern  Boulevard 
and  32-62  to  32-70  71st  Street,  northwest  corner,  Block 
1166,  Lots  37,  49,  53,  Woodside,  Borough  of  Queens, 
Community  Board  #3,  Alt.  No.  1085-73,  re-  proposed  en¬ 
largement  to  existing  gasoline  service  station,  Cl-2  in  R4 
district.  ' 


165-74-SM— ITT  Phillips  Drill  Company,  red  head  wedge 
anchors  various  models,  manufactured  by  ITT  Phillips 
Company,  Material. 


166-74-SM — Tyler  Corporation,  hubless  cast  iron  sanitary 
system,  various  models,  manufactured  by  Tyler  Corpo¬ 
ration,  Material. 


RESTORED  TO  DOCKET 

248-73-A — Vol.  II — B.R. — Whitwell  Place,  south  side, 
720.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  190, 
Todt  Hill,  Borough  of  Richmond,  N.B.  403-73,  re-  Legal 
Street,  and  Building  Front,  etc.,  Section  C26-401.1  of  the 
building  code. 


249-73-A — Vol.  II — B.R. — Whitwell  Place,  south  side, 
620.43  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  185, 
Todt  Hill,  Borough  of  Richmond,  N.B.  402-73,  re-  Legal 
Street,  and  Building  Front,  etc.,  Section  C26-401.1  of  the 
building  code  . 


250-73-A — Vol.  II — B.R. — Whitwell  Place,  north  side, 

420.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  127, 
Todt  Hill,  Borough  of  Richmond,  N.B.  404-73,  re-  Legal 
Street,  and  Building  Front,  etc.,  Section  C26-401.1  of  the 
building  code. 


251-73-A — Vol.  II — B.R. — Whitwell  Place,  north  side, 

525.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  122, 
Todt  Hill,  Borough  of  Richmond,  N.B.  405-73,  re-  Legal 
Street,  and  Building  Front,  etc.,  Section  C26.401.1  of  the 
building  code. 


252-73-A — Vol.  II — B.R. — Whitwell  Place,  north  side, 

630.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  117, 
Todt  Hill,  Borough  of  Richmond,  N.B.  406-73,  re-  Legal 
Street,  and  Building  Front,  etc.,  Section  C26.401.1  of  the 
building  code. 


253-73-A — Vol.  II — B.B. — Whitwell  Place,  north  side, 

735.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  112, 
Todt  Hill,  Borough  of  Richmond,  N.B.  407-73,  re-  Legal 
Street,  and  Building  Front,  etc.,  Section  C26. 401.1  of  the 
building  code. 


254-73-A — Vol.  II — B.R. — Whitwell  Place,  north  side, 

835.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  107,  > 
Todt  Hill,  Borough  of  Richmond,  N.B.  408-73,  re-  Legal 
Street,  and  Building  Front,  etc.,  Section  C26.401.1  of  the 
building  code.  i 


255-73-A — Vol.  II — B.R. — Whitwell  Place,  north  side, 

935.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  102,  , 
Todt  Hill,  Borough  of  Richmond,  N.B.  409-73,  re-  Legal 
Street,  and  Building  Front  ,etc.,  Section  C26.401.1  of  the 
building  code. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


April  23,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  23.  1974,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 


173-44-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Antoinette  Tropi- 
ano,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  May  19,  1974 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
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on  condition  under  Section  7c  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  conversion  of 
occupancy  of  an  existing  building  from  storage  to  a  junk 
shop  (waste  paper  and  rags). 

PREMISES  AFFECTED — 127-129  Kingsland  Avenue, 
west  side,  125  feet  north  of  Herbert  Street,  Block  2829, 
Lot  27,  Borough  of  Brooklyn. 


80-59-BZ 

APPLICANT — Paul  D.  Gilbert  for  Harry  Gottlieb,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  21,  1974 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  parking  of  more 
than  five  (5)  motor  vehicles  and  the  public  use  of  an  ex¬ 
isting  two  car  garage. 

PREMISES  AFFECTED — 389-391  Gates  Avenue,  north 
side,  172  feet  2  inches  west  of  Nostrand  Avenue,  Block 
1807,  Lots  65  and  66,  Borough  of  Brooklyn. 


1902-61-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Goldie’s  Auto 
Repair,  owner. 

SL'BJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  July  24,  1972— decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion  under  Sections  7e  and  21  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  business  and  residence  use  district,  the  change 
of  use  of  a  non-storage  garage,  to  motor  vehicles  repair 
shop  (no  body  work,  paint  spraying  or  welding)  and  park¬ 
ing  and  storage  of  motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 1152  East  92nd  Street,  west 
side,  100  feet  y8  inches  north  of  Flatlands  Avenue,  Block 
8179,  Lot  97,  Borough  of  Brooklyn. 


250-68-BZ 

APPLICANT— Morton  S.  Cahn  for  United  States  Relief 
Parcel  Service,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  January  28, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C2-8  district  in  an  existing 
three  story  building,  the  addition  to  the  uses  of  the  first  and 
second  floor  restaurant  and  catering  establishment  to  in¬ 
clude  cabaret. 

PREMISES  AFFECTED — 1218-1220  Second  Avenue, 

southeast  corner  of  East  64th  Street,  Block  1438,  Lot  49, 
Borough  of  Manhattan. 


584-56-BZ 

APPLICANT — Charles  M.  Spindler  for  L.  B.  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7c  and  A  of  the  Zoning  Resolution,  permitting  in  a  local 
retail  and  residence  use  district,  the  reconstruction  of  the 
present  gasoline  service  station  and  extend  the  use  to  in¬ 
clude  auto  repairs,  lubritorium,  car  washing,  parking  and 
storage  of  more  than  five  (5)  cars  and  the  sale  of  used 
cars,  with  a  business  entrance  less  than  75  feet  from  the 
residence  use  district. 

PREMISES  AhFECTED — 73-15  Parsons  Boulevard,  north¬ 
east  corner  of  75th  Avenue,  Block  6822,  Lot  20,  Flushing, 
Borough  of  Queens. 


835-59-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobile  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
7a  of  the  Zoning  Resolution,  permitting  in  a  retail  use  dis¬ 
trict,  the  reconstruction  of  the  present  gasoline  service  sta¬ 
tion  and  motor  vehicle  repair  shop  and  extend  the  area  and 
uses  to  include  lubritorium,  car  washing,  salesroom,  utility 
room,  business  sign  and  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 5  Willowbrook  Road,  747-753 
Richmond  Avenue,  southeast  corner,  and  1647-1653  Forest 
Avenue,  Block  1065,  Lot  27,  Graniteville,  Borough  of 
Richmond. 


409-58-BZ 

APPLICANT — Andrew  DiCamillo  for  Joseph  Coscia, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  February  3, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  21,  7e  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence 
use,  C  area  district,  the  erection  of  a  one  story  extension 
to  the  present  building  and  change  uses  of  auto  laundry, 
auto  body  repairs  and  paint  shop  and  parking  and  storage 
of  more  than  five  motor  vehicles  to  automatic  laundry, 
auto  repairs  and  parking  and  storage  of  more  than  five 
motor  vehicles  and  parking  of  cars  waiting  to  be  serviced, 
the  new  extension  occupying  more  than  the  permitted  area. 

PREMISES  AFFECTED — 8822-8824  4th  Avenue  and  361  - 
383  89th  Street,  northwest  corner,  Block  6062,  Lots  41,  42, 
45  and  48,  Borough  of  Brooklyn. 


535-73-BZ 

APPLICANT — Harry  Soled  for  Alejandro  Krauss,  owner. 

SUBJECT — Application  Ootober  4,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
three  story  building,  the  erection  of  an  enlargement  to  the 
first  floor  store  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 4218  13th  Avenue,  west  side, 
40.2)4  feet  north  of  43rd  Street,  Block  5598,  Lot  43,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #12. 

Laid  over  from  March  12,  1974,  for  hearing;  applicant 

to  submit  required  information. 


544-73-BZ 

APPLICANT — Lauria  &  Rowe  for  Vincent  D’Amico, 
owner. 

SUBJECT — Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  building  for  use  as  a  retail  store. 

PREMISES  AFFECTED — 4609  Amboy  Road,  northeast 
corner  of  Wainer  Place,  Block  5585,  Lot  99,  Eltingville, 
Borough  of  Richmond.  Community  Board  #4. 

Laid  over  from  March  12,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  applicant;  applicant  to  file  proof  of  service. 


665-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Miller  Manage¬ 
ment  &  Mavronicolas  Management  Companies,  owner. 
SUBJECT — Application  December  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
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ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 
the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED— 91-02  59th  Avenue,  northeast 
corner  of  Queens  Boulevard,  Block  1861,  Lot  12,  Rego 
Park,  Borough  of  Queens.  Community  Board  #4. 

Laid  over  from  March  12,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  community  planning  board  and  objector. 


666-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Miller  Manage¬ 
ment  Company  &  Mavronicolas  Management  Company, 
owners ;  Sam  Goody,  Incorporated,  lessee. 

SUBJECT — Application  December  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 
the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED — 91-21  Queens  Boulevard,  north 
side,  44.5  feet  east  of  59th  Avenue,  Block  1861,  Lot  10, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 

Laid  over  from  March  12,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  community  planning  board  and  objector. 


619-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Cong.  Agudath 
Sholom  of  Flatbush,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-2  and  R5  district,  the 
enlargement  in  area  of  an  existing  Synagogue,  Community 
Center  and  Banquet  Hall  that  encroaches  on  the  required 
side  yards. 

PREMISES  AFFECTED — 890  Coney  Island  Avenue,  west 
side,  118.93/8  feet  north  of  18th  Avenue,  Block  5403,  Lots 
26,  and  40,  Borough  of  Brooklyn. 


45-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  79th  Associates,  owner. 

SUBJECT — Application  January  29,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9,  Cl-5,  R10  and  R8  dis¬ 
trict,  the  erection  of  a  36  story  mixed  building  that  exceeds 
the  permitted  floor  area  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 1522-1536  Second  Avenue  and 
301  to  319  East  79th  Street,  northeast  corner,  302  to  310 
East  80th  Street,  Block  1542,  Lots  1,  4,  5,  6,  8,  46  and  49, 
Borough  of  Manhattan.  Community  Board  #8. 


58-74-BZ 

APPLICANT — Savignano,  Strange  &  Vella  for  Lo-RO-AN 
Realty  Company,  owner ;  Belt  Painting  Corporation,  lessee. 

SUBJECT — Application  February  6,  1974 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-50  and 
73-52  of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and 
R6  district,  the  enlargement  in  area  and  rearrangement  of 
a  two  story  building  to  be  occupied  as  storage  warehouses 
with  accessory  offices  on  the  second  floor  extending  into 
the  residence  district. 

PREMISES  AFFECTED — 1001-1013  Banner  Avenue  and 
2973-2985  Coney  Island  Avenue,  Block  8761,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #15. 


638-73-BZ 

APPLICANT — Mallis  Wood  Products,  Incorporated  for 
Herman  Rassnick,  Leopold  Rassnick,  Sixty-First  Realty 
Corporation,  Dunkirk  Realty  Corporation,  owners ;  Mallis 
Wood  Products,  Incorporated,  lessee. 

SUBJECT— Application  December  3,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  woodworking 
establishment  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio,  open  space  ratio,  encroachment  into 
the  front  and  rear  yard,  and  the  penetration  into  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 115-10  through  115-50  Dunkirk 
Street,  north  side,  240.30  feet  east  of  Newburg  Street, 
Block  10315,  Lots  135,  137,  139,  141,  156,  St.  Albans, 
Borough  of  Queens.  Community  Board  #12. 

Laid  over  from  March  12,  1974,  for  continued  hearing; 

applicant  to  submit  additional  information. 


612-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  North  Conduit 
Properties,  Incorporated,  owner. 

SUBJECT — Application  November  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall,  has 
less  than  the  required  open  space  ratio,  lot  area  per  room 
and  minimum  distance  between  building,  encroaches  on  the 
required  front  and  side  yards,  penetrates  the  sky  exposure 
plane  and  with  balconies  within  the  required  open  space. 

PREMISES  AFFECTED— 185-01/09  141st  Avenue  and 
140-19/41  Coombs  Street,  northeast  corner,  Block  13044, 
Lot  44,  Springfield  Gardens,  Borough  of  Queens.  Com¬ 
munity  Board  #13. 


Laid  over  from  March  19,  1974,  for  continued  hearing; 
applicant  to  submit  additional  information. 


613-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  North  Conduit 
Properties,  Incorporated,  owner. 

SUBJECT — Application  November  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  distance  be¬ 
tween  buildings. 

PREMISES  AFFECTED— 185-01/09  141st  Avenue  and 
140-19/41  Coombs  Street,  northeast  corner,  Block  13044, 
Lot  44,  Springfield  Gardens,  Borough  of  Queens. 


635-73-BZ 

APPLICANT— Ronald  S.  Platt  for  Gail  Martin  Realty 
Corporation,  owner ;  Wellman  Management  Incorporated, 

lessee. 

SUBJECT — Application  November  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4  district,  in  an  existing 
one  story  building  previously  before  the  Board,  the  con¬ 
version  of  a  portion  of  the  building  from  stockbroker’s 
office  to  a  reducing  salon  that  encroaches  on  the  required 
distance  from  a  street  wall. 

PREMISES  AFFECTED— 2231-2237  Church  Avenue,  north 
side,  329 feet  east  of  Flatbush  Avenue,  Block  5089,  Lot 
65,  Borough  of  Brooklyn.  Community  Board  #14. 

Laid  over  from  March  19,  1974,  for  continued  hearing; 
applicant  to  submit  additional  information. 

JOSEPH  B.  KLEIN,  Chairman 
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APRIL  23,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  April  23,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


14-74-BZY — B.B. — 3110  Farragut  Place,  Block  4995,  Lot 
20 — N.B.  468-73,  Borough  of  Brooklyn. 


15-74-BZY — B.Q. — 23-20  Beach  Channel  Drive,  Block 
15714,  Lots  155,  8  and  29 — N.B.  30-72,  Borough  of 
Queens. 


588-73-A 

APPLICANT — Sheldon  Lobel  for  345  Park  South  Asso¬ 
ciation,  owner. 

SUBJECT — Application  November  5,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  re-entry  from  stair¬ 
ways. 

PREMISES  AFFECTED— 343-361  Park  Avenue  South, 
northeast  corner  of  East  25th  Street,  Block  881,  Lot  1, 
Borough  of  Manhattan. 


248-73-A — Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Frank  Raccugilis, 
owner. 

SUBJECT — Application  reopened  March  19,  1974  as  Volume 
II — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  south  side, 
720.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  190, 
Todt  Hill,  Borough  of  Richmond. 


249-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Frank  Raccuglis, 
owner. 

SUBJECT — Application  reopened  March  19,  1974  as  Volume 
II — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  south  side, 
620.43  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  185, 
Todt  Hill,  Borough  of  Richmond. 


250-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci- 
ardo,  owner. 

SUBJECT — Application  reopened  March  19,  1974  as  Volume 
II — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

420.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  127, 
Todt  Hill,  Borough  of  Richmond. 


251-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci- 
ardo,  owner. 

SUBJECT — Application  reopened  March  19,  1974  as  Volume 
II — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

525.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  122, 
Todt  Hill,  Borough  of  Richmond. 


252- 73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci- 
ardo,  owner. 

SUBJECT — Application  reopened  March  19,  1974  as  Volume 
II — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  on  a  legal  street. 
PREMISES  AFFECTED — Whitwell  Place,  north  side, 

630.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  117, 
Todt  Hill,  Borough  of  Richmond. 

253- 73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci- 
ardo,  owner. 

SUBJECT — Application  reopened  March  19,  1974  as  Volume 
II — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  on  a  legal  street. 
PREMISES  AFFECTED — Whitwell  Place,  north  side, 

735.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  112, 
Todt  Hill,  Borough  of  Richmond. 


254-73-A— Vol.  il 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci- 
ardo,  owner. 

SUBJECT — Application  reopened  March  19,  1974  as  Volume 
II — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

835.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  107, 
Todt  Hill,  Borough  of  Richmond. 


255-73- A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci- 
ardo,  owner. 

SUBJECT — Application  reopend  March  19,  1974  as  Volume 
II — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

935.1 5  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  102, 
Todt  Hill,  Borough  of  Richmond. 


681-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Bronx  Related 
Facility  Associates,  owner  (Co-op  City  H.R.F.). 

SUBJECT — Application  December  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #3-73. 

PREMISES  AFFECTED — 2200  Givan  Avenue,  north  side, 
385.6  feet  west  of  Rombouts  Avenue,  Block  5141,  Lot  300, 
Borough  of  The  Bronx. 


697-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Padar  Realty 
Company,  Incorporated,  owner ;  Sam  Paneth,  lessee. 

SUBJECT — Application  December  21,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
Building  Permit  #4593-73. 

PREMISES  AFFECTED — 21  West  86th  Street,  north  side 
250  feet  west  of  Central  Park  West,  Block  1200,  Lot  19, 
Borough  of  Manhattan. 

127-74-A 

APPLICANT — Albert  J.  Mario,  Mario  &  Dechiara  for 
Staten  Island  Mall,  owner. 
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SUBJECT— Application  March  6,  1974— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  appropriate  class¬ 
ification  and  interpretation  of  zoning  matter. 

PREMISES  AFFECTED— 2655  Richmond  Avenue,  north¬ 
east  corner  of  Platinum  Avenue,  Block  2400,  Lot  180,  New 
Springville,  Borough  of  Richmond. 


155-74-A 

APPLICANT— Demov,  Morris,  Levin  &  Shein  for  Joseph 
Boghen,  owner;  H.  Y.  Yang  Yn,  lessee. 

SUBJECT— Application  March  15,  1974— appeal  from  a  de¬ 
cision  of  the  Building  Superintendent  re-  revocation  of 
Building  Permit  #1016/74,  Restaurant. 

PREMISES  AFFECTED— 1108  Park  Avenue,  south  side, 
75  feet  south  of  90th  Street,  Block  1501,  Lot  37,  Borough  of 
Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 


APRIL  30,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  April  30,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

636-72-BZ 

APPLICANT— Lama  and  Vassalotti  for  Rine  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  March  27,  1974 
—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  district,  the  enlargement  in 
lot  area  and  floor  area  of  an  existing  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 
PREMISES  AFFECTED — 122-05  Merrick  Boulevard  and 
175-02  to  175-10  Baisley  Boulevard,  northeast  corner,  Block 
12480,  Lots  1,  42,  43,  45,  St.  Albans,  Borough  of  Queens. 


16-52-BZ 

APPLICANT — Donald  D.  Fisher  for  The  Truckmens  Rep- 
presentative,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  October  15,  1968 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 365-369  East  8th  Street,  north 
side,  183  feet  east  of  Avenue  C,  Block  378,  Lots  56,  57  and 
58,  Borough  of  Manhattan. 


931-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Chevron  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  July  29,  1973 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Sections  7e,  7i  and  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  and  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
car  washing,  minor  motor  vehicle  repairs  with  hand  tools 
only,  sale  of  accessories  and  parking  of  more  than  five  (5) 
motor  vehicles. 


PREMISES  AFFECTED — 535  Vanderbilt  Avenue  and  1047 
Van  Duzer  Street,  northeast  corner,  Block  650,  Lot  30 
(formerly  Lot  28),  Concord,  Borough  of  Richmond. 


230-58-BZ 

APPLICANT — Arthur  D.  Greenfield  for  91  East  111th 
Street  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  September  30,  1973 — deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted  on 
condition  under  Section  7e  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  local  retail  use  district,  the  erection  of  a  one 
story  masonry  building  for  use  as  a  retail  store  and  office 
and  wholesale  bananas  and  tropical  products,  with  store 
front  and  sign  within  75  feet  of  a  residence  use  district. 

PREMISES  AFFECTED— 91  East  111th  Street,  north  side, 
22  feet  west  of  Park  Avenue,  Block  1617,  Lots  34  and  134, 
Borough  of  Manhattan. 


928-53-BZ 

APPLICANT — Walter  T.  Gorman  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  auto  washing,  lubritorium,  storage  and  sale  of 
accessories  and  office. 

PREMISES  AFFECTED— 1982-1992  Utica  Avenue  and 
4914-4924  Avenue  L,  southwest  corner,  Block  7847,  Lot  44 
(formerly  Lots  44,  46  and  47),  Borough  of  Brooklyn. 


304-69-BZ 

APPLICANT — Larry  Meltzer  for  Exxon  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
72-21  and  73-211  of  the  Zoning  Resolution,  permitting  in 
a  C2-2  and  R5  district,  the  erection  and  maintenance  of  an 
automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 26-34  21st  Street,  18-33  27th 
Avenue,  northeast  corner,  Block  885,  Lot  1,  Astoria,  Bor¬ 
ough  of  Queens. 


633-73-BZ 

APPLICANT — Harry  Soled  for  Solomon  &  Lea  Miller, 
owner. 

SUBJECT — Application  November  29,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73-63  of 
the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  furniture 
upholstery  and  display  establishment  that  increases  the  de¬ 
gree  of  non-conformity. 

PREMISES  AFFECTED— 1870-1886  Stillwell  Avenue, 
southwest  corner  of  62nd  Street,  Block  6852,  Lot  18, 
Borough  of  Brooklyn.  Community  Board  #11. 


670-73-BZ 

APPLICANT — Guerino  Salerni  for  Rago  Holding  Corpora¬ 
tion,  owner ;  Rago  Foundations,  Incorporated,  lessee. 
SUBJECT— Application  December  12,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 


246 


CALENDAR 


ing  Resolution,  to  permit  in  a  C2-2  district,  the  enlarge¬ 
ment  in  area  of  an  existing  clothing  manufacturing  estab¬ 
lishment  previously  before  the  Board. 

PREMISES  AFFECTED— 18-15  27th  Avenue  and  18-10 
26th  Road,  north  side,  77.06  feet  east  of  18th  Avenue, 
Block  885,  Lots  12  and  25,  Long  Island  City,  Borough  of 
Queens.  Community  Board  #1. 


678-73-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  December  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  a  one  story  enlargement  and  the  rehabilitation 
of  an  automotive  service  station  structure  that  will  en¬ 
croach  on  the  required  side  yard. 

PREMISES  AFFECTED — 73-15  Elliot  Avenue,  northwest 
corner  of  74th  Street,  Block  2843,  Lot  41,  Maspeth,  Bor¬ 
ough  of  Queens.  Community  Board  #2. 


3-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Bims  Associates,  Incorporated,  owner. 


SUBJECT — Application  January  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  the  erection  of  a 
twenty  story  mixed  building  that  exceeds  the  permitted 
floor  area  ratio  and  tower  coverage,  encroaches  on  the 
required  tower  setback,  exceeds  the  height  of  the  front 
wall  and  the  lot  area  requirements. 

PREMISES  AFbECTED — 846-850  Second  Avenue  and 
301-303  East  45th  Street,  northeast  corner,  Block  1338,  Lots 
1  and  3,  Borough  of  Manhattan.  Community  Board  #6. 


APPLICANT— Jack  Brown  for  Samuel  J.  Lefrak  d/b/a 
Federal  Leasing  Company,  owner. 

SUBJECT — Application  March  7,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  the  erection  of  an 
8  story  enlargement  to  an  existing  13  story  and  penthouse 
commercial  building  that  will  exceed  the  permitted  floor 
area  ratio  and  penetrate  the  sky  exposure  plane. 

PREMISES  AFFECTED — 97-57,  97-77  Queens  Boulevard, 
west  side  from  64th  Road  to  65th  Avenue,  64-24  to  64-40 
98th  Street,  Block  2092,  Lot  1,  Forest  Hills,  Borough  of 
Queens.  Community  Board  #6. 


JOSEPH  B.  KLEIN,  Chairman 


137-74-BZ 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  19,  1974,  10  A.M. 

Present :  Chairman  Klein,  Vice  .  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  February  26,  1974,  were 
approved  as  printed  in  the  Bulletin  of  March  14,  1974,  Vol. 
59,  No.  11. 


27-57-A 

APPLICANT— Leonard  F.  Rothkrug  for  Maimonides  In¬ 
stitute,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  19, 
1974 — appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  frame  construction,  use  as  school,  exits,  live 
load,  etc. ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 34-01  to  34-21  Mott  Avenue, 
southwest  corner  of  Edgewater  Drive,  Block  15703,  Lots 
49  and  100,  Bayswater,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll..  4 

Negative:  .  0 

Absent:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  15,  1957,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  19,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
15,  1957,  as  amended  through  January  19,  1971,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  three  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  223-71) 


341-72-A 

APPLICANT — Salamon  and  Salamon  for  Wallace  and  Wal¬ 
lace  Fuel  Oil  Company,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  Fuel  Oil  Transportation  trucks; 
previously  granted  on  condition. 

APPEARANCES— 

For  Applicant :  David  Gruber  and  Betty  Clarke. 

For  Administration :  Lt.  T.  W.  Milne. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll..  4 


Negative:  .  0 

Absent:  Commissioner  Walsh .  1 


THE  RESOLUTION— 

Whereas,  this  appeal  was  granted  by  the  Board  on 
December  12,  1972,  on  certain  conditions,  and  last  amended 
on  March  27,  1973 ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appeal 
and  an  amendment  of  the  resolution  to  permit  delivery  to 
three  additional  locations  and  the  use  of  an  additional  trailer, 
No.  T-15,  Serial  No.  732053;  and 

Whereas,  the  applicant  withdrew  his  request  for  approval 
of  the  additional  trailer,  No.  T-15,  Serial  No.  732053 ;  and 

Whereas,  it  was  found  that  one  trailer  truck  previously 
approved  by  the  Board,  Serial  No.  70-1081,  does  not  comply 
with  the  specifications  of  the  remaining  trucks. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  12,  1972,  as  amended  through  March  27,  1973,  by  adding 
thereto : 

“that  reference  to  the  trailer  truck  bearing  Serial  No. 
70-1081  as  an  approved  truck  is  hereby  deleted  from 
the  resolution ;  that  use  of  the  remaining  trucks,  bearing 
Serial  Nos.  71-1349,  71-1350  and  71-1351  may  be  con¬ 
tinued,  on  condition  that  no  later  than  six  months  from 
the  date  of  this  amended  resolution  these  trucks  shall 
be  modified  so  that  each  compartment  shall  not  exceed 
a  capacity  of  1,100  gallons;  that  the  total  capacity  of 
each  truck  shall  not  exceed  6,500  gallons ;  and  that  these 
trucks  may  be  used  to  transport  #2  oil,  #4  oil  or  #6 
oil,  on  condition  mixed  deliveries  of  #2  oil,  #4  oil  or 
#6  oil  in  the  same  truck  shall  not  be  permitted;  and 
that  before  changing  the  type  of  oil  transported  in  any 
truck,  it  shall  be  thoroughly  cleaned  in  a  manner  ac¬ 
ceptable  to  the  Fire  Department;  and  that  in  addition 
to  the  six  delivery  locations  heretofore  approved,  de¬ 
livery  may  be  made  to:  LaGuardia  Airport,  Jackson 
Heights,  Queens,  N.  Y.,  John  F.  Kennedy  International 
Airport,  Jamaica,  Queens,  N.  Y.,  Consolidated  Edison 
Plant,  Astoria,  Queens,  N.  Y.,  on  condition  that  all 
deliveries  shall  be  made  along  routes  approved  by  the 
Fire  Department;  and  that  other  than  as  herein. amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (F.D.  Order  No.  72-1038) 


532-72-A 

APPLICANT — Larry  Meltzer  for  Petroleum  Heat  and 
Power  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  transportation  of  fuel  oil  tank 
trucks  through  city  streets  not  in  conformity  with  the 
requirements  of  Administrative  Code  of  City  of  New 
York;  previously  granted  on  condition. 

APPEARANCES— 

For  Applicant:  Donald  Ogur. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative: . 0 

Absent:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  5,  1972,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  5,  1972,  by  adding  thereto: 
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“that  the  use  of  five  additional  tank  trailer  trucks  shall 
be  permitted,  on  cotiditton  that  these  trucks  bear  serial 
numbers  72-1765,  69-821,  73-2101,  73-2100  and  73-2113; 
that  these  trucks  shall  substantially  conform  to  drawing 
marked  ‘Received  January  24,  1974’,  one  sheet;  that  the 
total  number  of  trucks  shall  not  exceed  those  on  the 
listing  marked  ‘Received  February  28,  1974’,  one  sheet; 
and  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.” 
(F.D.  decision  1/14/74) 


248-73-A — Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Frank  Raccuglia, 
owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Sui^erintendent — filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  fronting 
on  legal  street ;  previously  denied. 

PREMISES  AFFECTED — Whitwell  Place,  south  side, 
720.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  190,  Todt 
Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  A.  Calvanico  and  Raymond  Gucciardo. 
ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll . .  4 


Negative :  .  0 

Absent :  Commissioner  Walsh  .  1 


249-73-A— Vol.  II 

APPLICANT— Alphonse  J.  Calvanico  for  Frank  Raccuglia, 
owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent — filed  pursuant  to  Section  36, 
Article  3,  of  the  General  City  Law  re-  building  not  fronting 
on  a  legal  street ;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  south  side, 
620.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  185, 
Todt  Hill,  Borough  of  Richmond. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll . .  4 


Negative:  .  0 

Absent :  Commissioner  Walsh  .  1 


250-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci¬ 
ardo,  owner. 

SUBJECT — Application  for  consideration— reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent — filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  fronting 
on  legal  street ;  previously  denied. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 
420.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  127, 
Todt  Hill,  Borough  of  Richmond. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll..  4 


Negative:  .  0 

Absent :  Commissioner  Walsh  .  1 


APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci¬ 
ardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent — filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street ;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 
525.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  122, 
Todt  Hill,  Borough  of  Richmond. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 


Negative:  .  0 

Absent:  Commissioner  Walsh  .  1 


APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci¬ 
ardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent  re-filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  fronting 
on  a  legal  street;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 
630.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  117, 
Todt  Hill,  Borough  of  Richmond. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 


Negative :  .  0 

Absent:  Commissioner  Walsh  .  1 


APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci¬ 
ardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent  re-filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  fronting 
on  a  legal  street;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 
735.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  112, 
Todt  Hill,  Borough  of  Richmond. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 


Negative:  .  0 

Absent:  Commissioner  Walsh  .  1 


251-73-A— Vol.  II 


252-73-A— Vol.  II 


253-73-A— Vol.  II 
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254-73- A — Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci- 
ardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II,  subject  to  regular  procedure — decision  of  the 
thorough  Superintendent  re-filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  fronting 
on  legal  street;  previously  denied. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 
851.29  feet  east  of  Todt  Hill  Road,  Block  811,  Lot  107, 
Todt  Hill,  Borough  of  Richmond. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll . .  4 


Negative:  .  0 

Absent:  Commissioner  Walsh  .  1 


255-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci- 
ardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent  re-filed  pursuant  to  Section  36, 
Article  3,  of  the  General  City  Law  re-  building  not  fronting 
on  a  legal  street ;  previously  denied. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 
951.29  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  102, 
Todt  Hill,  Borough  of  Richmond. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll..  4 


Negative:  .  0 

Absent:  Commissioner  Walsh  .  1 


464-73-A 

APPLICANT — Dominick  T.  Farruggio  for  Sal  D’Agostino, 
owner. 

SUBJECT — For  consideration — dismissal  for  lack  of  prose¬ 
cution — Application  August  13,  1973 — decision  of  the  Bor¬ 
ough  Superintendent  filed  pursuant  to  Section  36,  Article 
3  of  the  General  City  Law  re-  building  not  fronting  on  a 
legal  street. 

PREMISES  AFFECTED— 39  Legate  Avenue,  east  side,  270 
feet  north  of  Carlton  Boulevard,  Block  5774,  Lot  55,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein.  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll..  4 


Negative:  .  0 

Absent :  Commissioner  Walsh .  1 


960-57-BZ 

APPLICANT — Charles  M.  Spindler  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  6, 
1974 — decision  of  the  Borough  Superintendent;  previously 


granted  on  condition  under  Sections  7e,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  washing,  minor  motor  vehicle  repairs 
with  hand  tools  only,  sale  of  accessories  and  parking  and 
storage  of  more  than  5  motor  vehicles. 

PREMISES  AFFECTED— 1400  Bay  Street  and  5  Finger¬ 
board  Road,  northwest  corner,  Block  2864,  Lot  57,  Rose- 
bank,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 


Negative:  . 0 

Absent:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  6,  1959,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  19,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
6,  1959  as  amended  through  June  23,  1970,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (N.B.  1247-57) 


280-71-BZ 

APPLICANT — Walter  T.  Gorman  for  Sun  Oil  Company, 
long  term  lessee;  Walmere  Realty  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
73-211  and  73-212  of  the  Zoning  Resolution,  permitting  in 
a  C2-2  district,  the  enlargement  in  lot  area  and  the  recon¬ 
struction  of  an  automotive  service  station  with  accessory 
uses  previously  before  the  Board. 

PREMISES  AFFECTED — 148-12  Rockaway  Boulevard, 
southeast  corner  of  148th  Street,  Block  12103,  Lots  25, 
35,  39,  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Carl  Sulfaro. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 


Negative :  . 0 

Absent:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  20,  1971,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  October  3,  1972; 
and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  20, 
1971,  as  amended  through  October  3,  1972  by  adding  thereto: 
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“that  the  premises  shall  substantially  conform  to  revised 
drawing  of  proposed  conditions  marked  ‘Received  Feb¬ 
ruary  13,  1974’,  one  sheet,  on  condition  that  the  fences 
along  148th  Street  and  149th  Street  shall  be  repaired 
and  made  50%  opaque;  that  a  median  type  guard  rail 
shall  be  provided  along  the  concrete  curb  to  protect 
the  fence  along  149th  Street;  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (Misc.  998-73) 

453-72-BZ 

APPLICANT — Larry  Meltzer  for  Donald  Katz,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  6, 
4974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R2  district,  the  erection  of  a 
one  story  enlargement  to  a  one  family  dwelling  that  en¬ 
croaches  into  the  required  rear  yard. 

PREMISES  AFFECTED — 85-26  213th  Street,  west  side, 
240  feet  south  of  85th  Avenue,  Block  7816,  Lot  21,  Hollis, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Donald  Ogur. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll..  4 


Negative :  .  0 

Absent:  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  6,  1973,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
6,  1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (Alt. 
657-72) 


409-58-BZ 

APPLICANT — Andrew  DiCamillo  for  Joseph  Coscia, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  February  3, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  21,  7e  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence  use, 
C  area  district,  the  erection  of  a  one  story  extension  to  the 
present  building  and  change  uses  of  auto  laundry,  auto  body 
repairs  and  paint  shop  and  parking  and  storage  of  more 
than  five  motor  vehicles  to  automatic  laundry,  auto  repairs 
and  parking  and  storage  of  more  than  five  motor  vehicles 
and  parking  of  cars  waiting  to  be  serviced,  the  new  exten¬ 
sion  occupying  more  than  the  permitted  area. 

PREMISES  AFFECTED — 8822-8824  4th  Avenue  and  361  - 
383  89th  Street,  northwest  corner,  Block  6062,  Lots  41,  42, 
45  and  48,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Frank  Sellitto. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at  10 
A.M.,  Special  Order  Calendar,  at  the  request  of  the  Com¬ 
munity  Planning  Board. 


512-73-BZ 

APPLICANT— Diffendale  &  Kubec  for  Silver  Height 
Homes,  owner. 

SUBJECT — Application  September  19,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
one  family  dwelling. 

PREMISES  AFFECTED — 90  Bowles  Avenue,  south  side, 
106.58  feet  east  of  Morningstar  Road,  Block  1148,  Lot  53, 
Graniteville,  Borough  of  Richmond.  Community  Board  #1. 


For  Applicant:  Peter  A.  Diffendale,  George  P.  Leanza 
and  William  R.  Trazzi. 

For  Opposition:  Ronald  Pacacha. 

ACTION  OF  BOARD— Laid  over  to  April  2,  1974,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  additional 
information. 


APPLICANT — Harry  Soled  for  Abraham  and  Sheba 
Kramer,  owners. 

SUBJECT — Application  October  4,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  ot 
a  2  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  encroaches 
on  the  required  front  yard  and  with  a  porch  within  the  side 
yard. 

PREMISES  AFFECTED— 5110  Old  New  Utrecht  Road, 
southwest  corner  of  51st  Street,  Block  5467,  Lot  25,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #12. 


For  Applicant :  Harry  Soled. 

For  Opposition:  Shoshannah  R.  Stein. 

ACTION  OF  BOARD— Laid  over  to  April  2,  1974,  at  10 
A.M.,  for  decision ;  applicant  to  submit  additional  informa¬ 
tion  ;  previously  inspected ;  hearing  closed. 


APPLICANT — Leonard  F.  Rothkrug  for  North  Conduit 
Properties,  Incorporated,  owner. 

SUBJECT — Application  November  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall,  has 
less  than  the  required  open  space  ratio,  lot  area  per  room 
and  minimum  distance  between  building,  encroaches  on  the 
required  front  and  side  yards,  penetrates  the  sky  exposure 
plane  and  with  balconies  within  the  required  open  space. 

PREMISES  AFFECTED— 185-01/09  141st  Avenue  and 
140-19/41  Coombs  Street,  northeast  corner,  Block  13044, 
Lot  44,  Springfield  Gardens,  Borough  of  Queens.  Com¬ 
munity  Board  #12. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Stanley  Klein. 
For  Opposition:  Benjamin  Coley,  Alvin  D.  Mack,  Victoria 
Lott,  Royal  A.  Spaulding,  Dr.  and  Mrs.  Carl  Reid, 
Archie  Spigner,  Inez  M.  Coleman,  Ethel  Haine,  Frances 
Graep,  Alfred  Marin,  Mr.  and  Mrs.  Mardy  Sims,  Shirley 
A.  Gest,  and  many  others. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1974,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  additional 
information. 


537-73-BZ 


612-73-BZ 


APPEARANCES— 


APPEARANCES— 
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613-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  North  Conduit 
Properties,  Incorporated,  owner. 

SUBJECT — Application  November  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  distance  be¬ 
tween  buildings. 

PREMISES  AFFECTED— 185-01/09  141st  Avenue  and 
140-19/41  Coombs  Street,  northeast  corner,  Block  13044, 
Lot  44,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  additional 
information. 


620-73-BZ 

APPLICANT — Lama  &  Vassalotti  for  Castleton  Park  Hous¬ 
ing  Company,  Incorporated,  owner. 

SUBJECT — Application  November  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  on  a  plot  with  a 
housing  development,  the  installation  of  an  accessory  swim¬ 
ming  pool  that  encroaches  on  the  minimum  distance  to  a  lot 
line. 

PREMISES  AFFECTED— 165  and  185  St.  Marks  Place, 
northeast  corner  of  Nicholas  Street,  Block  13,  Lot  8,  Saint 
George,  Borough  of  Richmond.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  James  J.  Vassalotti. 

For  Opposition:  Virginia  R.  Newman,  Robert  N.  Manning 
and  Mrs.  Gunnar  Oren. 

ACTION  OF  BOARD — Laid  over  to  April  2,  1974,  at  10 
A.M.,  for  decision;  applicant  to  submit  additional  informa¬ 
tion  ;  previously  inspected ;  hearing  closed. 


626-73-BZ 

APPLICANT— Albert  Melniker  for  Allied  St.  George  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  20.  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district  on  a  plot  pre¬ 
viously  before  the  Board,  the  elimination  of  the  accessory 
roof  parking  and  the  erection  of  a  fifth  floor  for  use  as 
offices. 

PREMISES  AFFECTED — 60  Bay  Street  and  55  Central 
Avenue,  northwest  corner,  Block  5,  Lot  51,  St.  George, 
Borough  of  Richmond.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Albert  Melniker  and  Abraham  Cogen. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  April  2,  1974,  at  10 
A.M.,  for  decision,  hearing  closed. 


635-73-BZ 

APPLICANT — Ronald  S.  Platt  for  Gail  Martin  Realty  Cor¬ 
poration,  owner;  Wellman  Management  Incorporated, 
lessee. 

SUBJECT — Application  November  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4  district,  in  an  existing  one 
story  building  previously  before  the  Board,  the  conversion 
of  a  portion  of  the  building  from  stockbroker’s  office  to  a 
reducing  salon  that  encroaches  on  the  required  distance 
from  a  street  wall. 


PREMISES  AFFECTED— 2231-2237  Church  Avenue,  north 
side,  329^2  feet  east  of  Flatbush  Avenue,  Block  5089,  Lot 
65,  Borough  of  Brooklyn.  Community  Board  #14. 

APPEARANCES— 

For  Applicant :  Ronald  S.  Platt  and  Martin  W.  Tomberg. 
For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1974,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  additional 
information. 


700-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Gimpel  Farms, 
Incorporated,  owner. 

SUBJECT — Application  December  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  construc¬ 
tion  of  an  open  scrap  metal  junk,  paper,  rag  storage 
and  baling  yard  with  accessory  commercial  vehicle  storage. 

PREMISES  AFFECTED— 58-97  57th  Street,  east  side 
200.20  feet  north  of  Flushing  Avenue,  Block  2622,  Lots 
13  and  101,  Maspeth,  Borough  of  Queens.  Community 
Board  #2. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Louis  Riger,  L.  Donald  Jaffin  and 
Arsenio  Ippolito. 

ACTION  OF  BOARD— Laid  over  to  April  9,  1974,  at 
10  A.M.,  for  decision,  hearing  closed;  applicant  to  submit 
additional  information. 


2-74-BZ 

APPLICANT — Peirez,  Ackerman  &  Levine  for  St.  Ana¬ 
stasia’s  Roman  Catholic  Church,  owner ;  4105  Church 
Avenue  Realty  Corporation,  contract  vendee. 

SUBJECT — Application  January  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2,  R3-2  and  Rl-2  district, 
the  erection  of  a  two  level  shopping  mall  with  retail  stores 
and  supermarket  that  will  create  non-compliance  within 
the  residential  front  and  side  yards,  has  less  than  the 
required  accessory  parking  and  with  off-site  parking. 

PREMISES  AFFECTED— 245-01  to  245-41  Northern 
Boulevard,  north  side,  140  feet  east  of  244th  Street,  Block 
8112,  Lots  106,  11  and  17,  Douglaston,  Borough  of  Queens.  ■ 
•Community  Board  #11. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Opposition :  Gerard  R.  and  Barbara  R.  Vilbig,  George 
L.  Barto,  Jr.,  Virginia  Dent,  Margaret  F.  Woglom, 
Elizabeth  and  Leonard  Decker,  Charles  J.  Calalanotto 
and  many  others. 

ACTION  OF  BOARD— Laid  over  to  April  2,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Planning  Board. 


506-73-BZ 

APPLICANT — Joseph  Nirenberg  for  Joe  Bueti,  owner; 
Jimmie  Della  Monicu,  lessee. 

SUBJECT — Application  September  12,  1973 — decision  of 
the  Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  for  a  term 
of  5  years,  in  an  existing  three  story  building,  the  addition 
to  the  uses  of  the  first  floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 9024  4th  Avenue,  northwest 
corner  of  91st  Street,  Block  6081,  Lot  73,  Borough  of 
Brooklyn.  Community  Board  #10. 
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APPEARANCES— 

For  Applicant:  Joseph  Nirenberg  and  R.  Baldeweg. 
For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Absent:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  29,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  5,  1974;  then  to  March  19,  1974; 

and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  22,  1973,  acting  on  Alt.  Applic.  837 /1973, 
reads : 

“2.  Eating  and  Drinking  place  without  restrictions  on 
entertainment  or  dancing  (U.G.  12)  is  not  permitted  in 
a  C2-2  zone  as  per  Sec.  32-21  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record  in 
this  case  it  is  unable  to  make  the  findings  required  under 
Section  73-241  of  the  Zoning  Resolution ;  and 
Whereas,  the  Board  finds  that  the  disadvantages  out¬ 
weigh  the  advantages  to  the  surrounding  community. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  22,  1973,  acting  on  Alt.  Anplic.  837/1973,  Ob¬ 
jection  No.  2,  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


629-73-B  Z 

APPLICANT — The  Lenox  School,  owner. 

SUBJECT — Application  November  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  RIO  and  R8  district,  the 
erection  of  a  sixth  floor  addition  to  an  existing  5  story 
school  that  will  encroach  into  the  required  rear  yard. 

PREMISES  AFFECTED— 154  East  70th  Street,  south  side, 
80.6  feet  east  of  Lexington  Avenue,  Block  1404,  Lot  49, 
Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Howard  A.  Zipser  of  Lindenbaum  & 
Young. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll . .  4 


Negative:  .  0 

Absent :  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


\\  hereas,  a  public  hearing  was  held  on  this  application  on 
February  13,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  5,  1974;  then  to  March  19,  1974; 
and 

W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  20,  1973,  acting  on  Alt.  Applic.  630/1973, 

reads  : 


“1.  Extension,  at  the  level  of  the  6th  floor,  of  an 
existing  non-complying  building  into  the  required  30' 
reai  yard,^  at  a  point  exceeding  the  100'  limitation  as  set 
forth  in  Section  24-39  of  the  Zoning  Resolution,  is  con¬ 
trary  to  provisions  of  Section  24-36  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R10 
and  R8  district,  the  erection  of  a  sixth  floor  addition  to  an 
existing  5  story  school  that  will  encroach  into  the  required 
rear  yard,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived”  November  26,  1973,  22  sheets,  and  all  laws,  rules  and 
regulations  applicable  be  complied  with  and  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


APPLICANT — Mario  Dini  for  Ammibale  Pagnozzi,  owner. 

SUBJECT — Application  December  5,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  conver¬ 
sion  of  a  one  family  dwelling  with  Doctor’s  offices  to  a 
two  family  dwelling  that  creates  non-compliance  in  lot  area 
and  lot  width. 

PREMISES  AFFECTED — 2566  Hone  Avenue,  east  side, 
93  feet  south  of  Allerton  Avenue,  Block  4451,  Lot  33, 
Borough  of  The  Bronx.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Mario  Dini. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 


Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 


Negative :  .  o 

Absent:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  5,  1974,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  March  19,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  21,  1973,  acting  on  Alt.  Applic.  310/1973, 
reads : 

“1.  Proposed  conversion  of  detached  building 
erected  under  zoning  resolution  effective  Dec.  15,  1961, 
from  doctors  office  and  one  family  (community  facilities 
bldg.)  to  two  families  with  lot  area  less  than  3800  sq. 
ft.  and  lot  width  less  than  40'  violates  Sect  23-32  of 
amended  Zoning  Resolution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 


660-73-BZ 


THE  VOTE- 
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Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R5  district,  the  conversion  of  a  one  family 
dwelling  with  doctor’s  offices  to  a  two  family  dwelling  that 
will  create  non-compliance  in  lot  area  and  lot  width  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  the  application  marked  “Received”  December 
5,  1973,  6  sheets  and  January  29,  1974',  one  sheet,  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with 
and  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


694-73-BZ 

APPLICANT— Joseph  C.  Schmitt  for  Board  of  Education, 
Office  of  School  Buildings,  owner. 

SUBJECT— Application  December  20,  1973— decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  and  73-19 
of  the  Zoning  Resolution,  to  permit  in  an  Ml -2  district, 
the  erection  of  a  three  story  intermediate  school  that  will 
encroach  on  the  required  rear  yard  on  the  interior  portion 
of  the  site. 

PREMISES  AFFECTED— 30  West  170th  Street,  south¬ 
west  corner  of  Inwood  Avenue,  Block  2864,  Lot  43,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #4. 

APPEARANCES— 

For  Applicant :  Joseph  C.  Schmitt. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — -No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll..  4 

N egative  :  .  0 

Absent:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  26,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  12,  1974;  then  to  March  19, 
1974 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  13,  1973,  acting  on  N.B.  Applic.  395/19 73, 
reads : 

“2.  Proposed  school,  Use  Group  3,  in  an  Ml-2  dis¬ 
trict  is  contrary  to  42-10  of  the  Zoning  Resolution  (Use 
permitted  by  special  permit  of  Board  of  Standards  and 
Appeals — 42-31  of  Zoning  Resolution. 

3.  Portion  of  zoning  lot  more  than  LOO'  from  corner 
requires  rear  yard  complying  with  43-28  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  and  Section  73-19  of  the  Zoning  Resolution, 
and  that  the  applicant  is  therefore  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 


Section  72-21  and  Section  73-19  of  the  Zoning  Resolution, 
to  permit  in  an  Ml-2,  the  erection  of  a  three  story  inter¬ 
mediate  school  that  will  encroach  on  the  required  rear  yard 
on  the  interior  portion  of  the  plot  on  condition  that  all  work 
shall  substantially  conform  with  drawings  filed  with  this 
application  marked  “Received”  December  20,  1973,  12  sheets, 
and  January  29,  1974,  1  sheet;  and  all  laws,  rules  and  regula¬ 
tions  applicable  be  complied  with  and  substantial  construction 
be  completed  within  two  years  from  the  date  of  this  resolution. 


Adjourned:  1:00  P.M. 

John  B.  Cincotta,  Executive  Director. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  19,  1974,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll. 


10-74-BZY— B.R.— 3565  Hylan  Boulevard,  Block  5108, 
Lot  1,  Alt.  No.  59-73. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative:  . 0 

Absent:  Commissioner  Walsh  .  1 


632-73-A 

APPLICANT— William  G.  Bosch  for  Fiebing  Chemical 
Company,  owner. 

SUBJECT— Application  November  29,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Fiebings  Leather  Dye”,  in  pint, 
quart  and  gallon  glass  bottles,  not  in  compliance  with  regu¬ 
lations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  None.  _  ,  .  .  „  _ 

For  Administration:  Lt.  T.  W.  Milne,  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative:  . ^ 

Absent:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 

October  29,  1973,  on  Folder  #122-3959,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Fiebings  Leather  Dye’  a  flam¬ 
mable  mixture  in  containers  as  follows:  pint,  quart, 
gallon  glass  bottles  is  disapproved.  Such  containers  are 
not  in  compliance  with  our  regulations  to  wit:  Sec.  C19- 
59.0c  N.  Y.  C.  Adm.  Code  limits  the  packaging  of 
flammable  mixtures  in  glass  containers  to  a  capacity  not 
exceeding  4  oz.” 

and 

Whereas,  the  drawing  and  samples  of  the  glass  con¬ 
tainers  were  reviewed  by  the  Board,  and  it  was.  determined 

that  the  appeal  be  granted  under  certain  conditions. 


254 


MINUTES 


Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  October  29,  1973,  acting  on  Folder  #122-3959,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  for  the  pint-size  bottle  only,  on  condition  that  the 
container  comply  with  drawing  filed  “January  4,  1974”,  one 
sheet ;  on  further  condition  that  the  label  on  the  container  be 
in  such  style  and  wording  as  is  satisfactory  to  the  Fire 
Commissioner ;  and  that  in  all  other  respects,  all  laws,  rules 
and  regulations  applicable  be  complied  with. 


652-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Eunice  Place,  east  side,  100  feet 
south  of  Willcox  Street,  Block  1703,  Lot  4,  Mariner’s 
Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  conditioa 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 


Negative :  .  0 

Absent :  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1973,  on  N.B.  Applic.  1745/73,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not 
included  in  the  Official  Map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  of  the 
building  front  directly  upon  legally  mapped  street  or 
frontage  space  contrary  to  Section  C26-401.1  of  the 
building  code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1973,  acting  on  N.B.  Applic.  1745/73, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the 
ar<^  °*  Department  of  Highways;  that  the  building 
shall  substantially  comply  with  drawings  marked  “Received 
December  5,  1973”,  4  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


653-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT— Application  December  5,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Eunice  Place,  east  side,  126.50 
feet  south  of  Willcox  Street,  Block  1703,  Lot  3,  Mariner’s 
Harbor,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  Oh  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative:  . ‘  q 

Absent:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  46,  1973,  on  N.B.  Applic.  1746/73,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General  City 
Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  of  the 
building  front  directly  upon  legally  mapped  street  or 
frontage  space  contrary  to  Section  C26-401.1  of  the 
building  code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  November  16,  1973,  acting  on  N.B.  Applic.  1746/73^ 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standard 
of  the  Department  of  Highways ;  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received  December 
5,  1973”,  4  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


654-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Eunice  Place,  northeast  corner 
of  Overlook  A. venue,  Block  1703,  Lot  1,  Mariner’s  Harbor, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll . .  4 


N egative :  .  0 

Absent :  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1973,  on  N.B.  Applic.  175'l,/73,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General  City 
Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  of  the 
building  front  directly  upon  legally  mapped  street  or 
frontage  space  contrary  to  Section  C26-401.1  of  the 
building  code.” 
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and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1973,  acting  on  N.B.  Applic.  1751/73, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
conditi  n  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordnace  with  the  standard 
of  the  Department  of  Highways ;  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received  December 
5,  1973”,  4  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


655-73-A 

APPLICANT— Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT— Application  December  5,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Eunice  Place,  east  side,  27.81 
feet  north  of  Overlook  Avenue,  Block  1703,  Lot  2, 
Mariner’s  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative:  .  ® 

Absent:  Commissioner  Walsh  .  1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1973,  on  N.B.  Applic.  1752/73,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  of  the 
building  front  directly  upon  legally  mapped  street  or 
frontage  space  contrary  to  Section  C26-401.1  of  the 
building  code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1973,  acting  on  N.B.  Applic.  1752/73, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standard 
of  the  Department  of  Highways ;  that  the  building  shall 
substantially  comply  with  drawings  marked  “Received 
December  5,  1973”,  4  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


656-73-A 

APPLICANT— Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUB  IECT— Application  December  5,  1973— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 


PREMISES  AFFECTED— Sanders  Street,  northwest  cor¬ 
ner  of  Overlook  Avenue,  Block  1703,  Lot  79,  Mariner’s 
Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll..  4 

Negative:  .  0 

Absent :  Commissioner  Walsh  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1973,  on  N.B.  '1747/73,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General  City 
Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  of 
the  building  front  directly  upon  legally  mapped  street  or 
frontage  space  contrary  to  Section  C26-401.1  of  the 
building  code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1973,  acting  on  N.B.  Applic.  1747/73, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standard  of 
the  Department  of  Highways;  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received  December 
5,  1973”,  4  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


657-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant 
;to  Section  36;  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Sanders  Street,  west  side,  31.47 
feet  north  of  Overlook  Avenue,  Block  1703,  Lot  78, 
Mariner’s  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative:  . 

Absent:  Commissioner  Walsh  . .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1973,  on  N.B.  Applic.  1748/73,  reads: 

“I.  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not  included 
in  the  Official  Map  of  the  ’City  of  New  York  and.  is  con¬ 
trary- to  Art:  III,  Paragraph  36  of  the  General  City  Law 
as  amended. 
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2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  of 
the  building  front  directly  upon  legally  mapped  street  or 
frontage  space  contrary  to  Section  C26-401.1  of  the  build¬ 
ing  code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1973,  acting  on  N.B.  Applic.  1748/73, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standard 
of  the  Department  of  Highways ;  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received  Decem¬ 
ber  5,  1973”,  4  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


658-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  5,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Sanders  Street,  west  side,  100 
feet  south  of  Willcox  Street,  Block  1703,  Lot  76,  Mariner’s 
Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  .  4 


Negative :  .  0 

Absent:  Commissioner  Walsh  .  ] 

THE  RESOLUTION— 


V  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1973,  on  N.B.  Applic.  1749/73,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General  City 
Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  of 
the  building  front  directly  upon  legally  mapped  street 
or  frontage  space  contrary  to  Section  C26-401.1  of  the 
building  code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1973,  acting  on  N.B.  Applic.  1749/73, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standard 
of  tlle  Department  of  Highways ;  that  the  building  shall 
substantially  comply  with  drawings  marked  “Received  De¬ 
cember  5,  1973”,  4  sheets;  and  that  all  laws,  rules  and  regu¬ 
lations  shall  be  complied  with. 


659-73-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dormar  Homes, 
Incorporated,  owner. 

SUBJECI  Application  December  5,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Sanders  Street,  west  side,  127.50 
feet  south  of  Willcox  Street,  Block  1703,  Lot  77,  Mariner’s 
Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 


Negative:  . ’  q 

Absent :  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1973,  on  N.B.  Applic.  1750/73,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  of  the 
building  front  directly  upon  legally  mapped  street  or 
frontage  space  contrary  to  Section  C26-401.1  of  the  build¬ 
ing  code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1973,  acting  on  N.B.  Applic.  1750/73, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standard 
of  the  Department  of  Highways ;  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received  Decem¬ 
ber  5,  1973”,  4  sheets ;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


APPLICANT — Facli,  Sipp  &  Hall  for  Solomon  Scharf, 
owner. 

SUBJECT — Application  November  1,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
permit. 

PREMISES  AFFECTED — 51  Oakville  Street,  north  side, 
50  feet  east  of  Soren  Street,  Block  1985,  Lot  114,  Seaview, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 


Negative :  .  0 

Absent :  Commissioner  Walsh  .  1 


THE  VOTE— 


579-73-A 
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588-73-A 

APPLICANT— Sheldon  Lobel  for  345  Park  South  Asso¬ 
ciation,  owner. 

SUBJECT— Application  November  5,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  re-entry  from  stair¬ 
ways. 

PREMISES  AFFECTED— 343-361  Park  Avenue  South, 
northeast  corner  of  East  25th  Street,  Block  881,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None.  _  ,  .  .  „  t-. 

For  Administration:  Lt.  T.  W.  Milne,  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at  2 
P.M.,  at  the  request  of  the  applicant. 


621-73-A 

APPLICANT — P.  E.  Truesdale,  president  of  Truesdale 
Chemical  Sales  Company,  Incorporated,  applicant,  44th 
Avenue  Realty,  Incorporated,  owner. 

SUBJECT — Application  November  20,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  storage  of  glycerine. 
PREMISES  AFFECTED— 10-05  44th  Avenue  northeast 
corner  of  10th  Street,  Block  453,  Lot  1,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  P.  E.  Truesdale.  .  . 

For  Administration :  Lt.  T.  W.  Milne,  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1974,  at  2 
P.M.,  for  decision;  applicant  to  submit  revised  drawing; 
hearing  closed. 


683-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  December  17,  1973— filed  pursuant 
to  Section  36,  Article  2  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 3  Waterside  Parkway,  east  side, 
24.77  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  155, 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Patricia  Rodriguez. 

ACTION  OF  BOARD— Laid  over  to  March  26,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


684-73-A 

APPLICANT— Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUB  TECT— Application  December  17,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 6  Waterside  Parkway,  west 
side,  51.76  feet  south  of  Hylan  Boulevard,  Block  5195, 
Lot  72,  Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Patricia  Rodriguez. 

ACTION  OF  BOARD— Laid  over  to  March  26,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


685-73-A 

APPLICANT— Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 


SUBJECT— Application  December  17,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 5  Waterside  Parkway,  east  side, 
48.27  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  154, 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Patricia  Rodriguez. 

ACTION  OF  BOARD— Laid  over  to  March  26,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


686-73-A 

APPLICANT— Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  December  17,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 8  Waterside  Parkway,  west 
side,  75.90  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot 
73,  Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Patricia  Rodriguez. 

ACTION  OF  BOARD— Laid  over  to  March  26,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


687-73-A 

APPLICANT— Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  December  17,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 11  Waterside  Parkway,  east 
side,  118.77  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot 
151,  Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Patricia  Rodriguez. 

ACTION  OF  BOARD— Laid  over  to  March  26,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


688-7 3- A 

APPLICANT— Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  December  17,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 4  Waterside  Parkway,  west 
side,  27.62  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot 
71,  Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Patricia  Rodriguez. 

ACTION  OF  BOARD— Laid  over  to  March  26,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


689-73-A 

APPLICANT— Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  December  17,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 9  Waterside  Parkway,  east  side, 
95.27  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  152, 
Great  Kills,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant :  Patricia  Rodriguez. 

ACT  ION  OF  BOARD — Laid  over  to  March  26,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


690-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SL BJECT — Application  December  17,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

B?BMESES  AFFECTED — 7  Waterside  Parkway,  east  side, 
71-77  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  153, 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Patricia  Rodriguez. 

AC  1  ION  OF  BOARD — Laid  over  to  March  26,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


693-73-A 

APPLICANT — Frank  A.  Vaccaro  for  Richard  Standing, 
owner. 

SUBJECT  Application  December  20,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED — 531  Forest  Avenue,  northeast 
corner  of  Davis  Avenue,  Block  148,  Lot  36,  West  Brighton, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative:  .  q 

Absent :  Commissioner  Walsh  . 1 

ACTION  OF  BOARD— Hearing  reopened.  Laid  over  to 
March  26,  1974,  at  2  P.M.,  for  decision;  hearing  closed. 


704-73-A 

APPLICANT — Charles  Spindler  for  Empire  Assoc,  c/o 
Abrams  Brothers,  owner. 

SUBJECT  Application  December  28,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readiness. 
PREMISES  AFFECTED — 35-39  West  47th  Street,  north 
side,  324  feet  \\y2  inches  north  of  the  Avenue  of  the 
Americas,  Block  1263,  Lot  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Administration :  Lt.  T.  W.  Milne,  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1974,  at  2 
P -M.,  for  continued  hearing. 


705-73-A 

APPLICANT— Charles  Spindler  for  First  Republic  Cor¬ 
poration  of  America,  c/o  Williams  &  Company,  owner. 
SUBJECT  Application  December  28,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readiness 
PREMISES  AFFECTED — 248-56  West  39th  Street,  south 
side  202.6  feet  east  of  8th  Avenue,  Block  788,  Lot  73,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Administration :  Lt.  T.  W.  Milne,  C.  Palmieri,  F.  D. 


ACTION  OF  BOARD — Laid  over  to  March  26,  1974,  at  2 
P .M.,  for  decision;  hearing  closed. 


29-74-A 

APPLICANT — Donald  B.  Pennell  for  Consolidated  Edison 
Company  of  New  York,  Incorporated,  owner. 

SUBJECT— Application  January  18,  1974— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  request  for  waiver 
of  qualified  operator  requirement. 

PREMISES  AFFECTED — 43  Gold  Street,  northeast  cor- 
ner  of  Plymouth  Street,  Block  22,  Lots  1  and  4,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Donald  B.  Pennell,  Steven  P.  Walldorf 
and  William  R.  Miller. 

For  Administration :  C.  Palmieri,  Lt.  T.  W.  Milne,  F.  D. 

AC  I  ION  OF  BOARD — Laid  over  to  March  26,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


Adjourned:  2:50  P.M. 

John  B.  Cincotta,  Executive  Director 


(The  complete  Arc  and  Gas  Welding  Rules  as  adopted 
by  the  Board  on  January  15,  1974,  printed  in  Vol.  59,  No. 
4,  have  been  corrected  to  read  as  shown  below:) 


1-38-SR— Vol.  II 

APPLICANT — Rules  for  Arc  and  Gas  Welding  and  Oxygen 
Cutting  of  Steel  Covering  the  Specifications  for  Design, 
Fabrication  and  Inspection  of  Arc  and  Gas  Welded  Steel 
Structures  and  the  Qualification  of  Welders  and  Super¬ 
visors. 

APPEARANCES— 

For  Applicant :  I.  Minkin,  Building  Dept.,  D.  M.  McGee, 
American  Iron  and  Steel  Inst.,  M.  Lincer  and  L.  Plofker, 
N.  Y.  A.  C.  E.,  S.  H.  Marcus,  American  Inst,  of  Steel 
Const,  and  N.  Steinberg,  Iron  Workers  Local  40  and 
361. 

ACTION  OF  BOARD — Rules  reopened  and  amended  in 
accordance  with  the  report  and  recommendation  of  the 
Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 

__  Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative :  .  0 

THE  RESOLUTION— 

Modifications  to  the  Rules  for  Arc  and  Gas  Welding  and 
Oxygen  Cutting  of  Steel  Covering  the  Specifications  for 
Design,  Fabrication  and  Inspection  of  Arc  and  Gas  Welded 
Steel  structures  and  the  qualification  of  Welders  and 
Supervisors. 

Adopted  by  the  Board  of  Standards  and  Appeals  February 
25,  1938. 

Effective  March  31,  1938;  Amended  May  17,  1940,  Effec¬ 
tive  June '10,  1940;  Amended  September  17,  1954,  Effective 
October  18,  1954;  Amended  May  25,  1956,  Effective  June  25, 
1956;  Amended  December  13,  1968,  Effective  January  18, 
1969;  and  Amended  January  15,  1974,  Effective  February 
4,  1974. 

(Calendar  Number  1-38-SR — Volume  2) 

Authority :  Pursuant  to  the  authority  vested  in  the  Board 
of  Standards  and  Appeals  by  Section  666,  paragraph  2  of  the 
Charter  of  the  City  of  New  York. 
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Scope:  Rules  one  through  twelve  (1-12)  as  amended  up 
to  and  including  the  rules  amended  on  December  Id,  lyoo, 
are  supplementary  and  additional  to  the  requirements  of  the 
provisions  of  the  Administrative  Code  (Building  Code)  in 
effect  prior  to  enactment  of  Local  Law  No.  76/68. 

Rules  thirteen  through  seventeen  (13-17)  are  supplemen¬ 
tary  and  additional  to  the  requirements  of  the  Administrative 
Code  (Building  Code)  as  enacted  by  Local  Law  No.  76/68. 

However,  nothing  contained  herein  shall  be  construed  to 
prohibit  the  Commissioner  of  Buildings  from  permitting,  on 
an  application  filed  pursuant  to  the  provisions  of  the  Admin¬ 
istrative  Code  in  effect  to  enactment  of  Local  Law  76/68,  the 
use  of  Rules  13-17  in  lieu  of  Rules  1-12. 

Rule  13— The  Board  of  Examiners  for  Welders 

13.1 —  The  Board  of  Examiners  for  Welders  shall  be  ap¬ 
pointed  by  the  Commissioner  of  Buildings  from  members  of 
the  staff  of  the  department.  All  welders’  licenses  issued  shall 
be  uniform  for  the  five  boroughs  and  shall  be  issued  in 
accordance  with  Rule  14. 

13.2 —  Welders  to  be  licensed.  No  person  shall  perform 
welding  work  on  any  structural  members  of  a  structure 
without  having  obtained  a  welder’s  license  from  the  Board  of 
Examiners  for  welders  except  as  provided  in  Rule  13.3. 

13.2.1—  Before  a  welder’s  license  may  be  issued  authorizing 
a  person  to  perform  welding  work  on  a  structural  member  of 
a  structure  the  person  applying  for  such  certificate  shall  have 
been  qualified  as  provided  in  Section  C26-1005.3  (b)  (1). 

13.2.2—  The  Commissioner  of  Buildings  may  revoke  or 
suspend  a  license  of  any  person  if  workmanship  on  any  struc¬ 
tural  welding  is  such  as  to  indicate  incompetency  or  negli¬ 
gence  which  might  endanger  a  structure  or  result  in  injury 
to  human  beings. 

13.2.3 —  Renewal  of  a  license  may  be  made  without  addi¬ 
tional  requalification  test  if  the  applicant  of  record  indicates 
one  month  of  satisfactory  welding  experience  during  the 
previous  year. 

13.3 —  Exceptions  to  requirements  for  welders’  licenses. 
Welder’s  licenses  will  not  be  required  for  the  attachment 

of  steel  studs  to  structural  beams  by  semi-automatic  equip¬ 
ment  when  the  method  of  attachment  has  been  approved  by 
the  Board. 

Rule  14 — Qualification  tests  for  welders 

14.1 —  Before  the  examiners  for  welders  shall  issue  a 
welder’s  license,  the  applicant  shall  pass  the  applicable  tests 
prescribed  by  the  Department  of  Personnel.  Where  welders 
are  to  perform  welding  work  outside  of  New  York  City  on 
structures  to  be  erected  in  the  City  of  New  York  and  said 
welders  do  not  possess  valid  New  York  City  welders’ 
licenses,  documentary  evidence  from  a  testing  laboratory, 
acceptable  to  the  Commissioner  of  Buildings,  and  to  the  engi¬ 
neer  or  architect  designated  for  controlled  inspection,  attest¬ 
ing  that  the  aoplicant  has  passed  the  prescribed  qualification 
test  is  acceptable  for  a  specific  structure. 

14.2 —  The  foregoing  provisions  of  Rule  14.1  are  not  intended 
to  prohibit  the  re-testing  of  an  applicant  who  has  failed  pre¬ 
vious  tests.  Further,  a  welder  qualified  to  perform  welding 
outside  of  New  York  City  by  a  testing  laboratory  may  be 
required  to  re-qualify  when  he  does  not  possess  a  valid  New 
York  City  welder’s  license  and  said  re-qualification  is  ordered 
by  the  testing  laboratory  and/or  the  engineer  or  architect 
responsible  for  controlled  inspection  of  welding  work. 

14.3 —  Classifications  of  Licenses  : 

CLASS  I 

Shop  and  Field— For  groove  and  fillet  welding  of  un¬ 
limited  thickness,  and  in  all  positions. 


CLASS  1— RESTRICTED 

Shops  and  Field — For  groove  welding  materials  of  limited 
thickness  04  inch  maximum)  and  for  fillet  welding  of  un¬ 
limited  thickness  materials,  in  all  positions. 

CLASS  2 

Shop  and  Field — For  groove  welding  of  unlimited  thickness 
in  the  flat  position  and  for  fillet  welding  in  the  flat  and  hori¬ 
zontal  positions  only. 

CLASS  2— RESTRICTED 

Shop  Only— For  groove  welding  of  limited  thickness  mate¬ 
rials  04  inch  maximum)  in  the  flat  position  and  fillet  weld¬ 
ing  in  the  flat  and  horizontal  positions  only. 

CLASS  3 

Shop  and  Field— For  fillet  welding  of  unlimited  thickness 
materials  in  all  positions. 

CLASS  3— RESTRICTED 

Shop  Only— For  fillet  welding  of  unlimited  thickness  mate¬ 
rials  in  the  flat  and  horizontal  positions  only. 

14.4 —  Qualification  Requirements. 

14.4.1 —  The  Commissioner  of  Buildings  shall  promulgate 
qualification  requirements  pursuant  to  Section  B26-1.3  of  the 
Administrative  Code.  Pending  promulgation  of  said  require¬ 
ments,  Rule  5.4  of  these  rules  may  be  applicable. 

14.5 —  Re-test— In  case  a  welder  fails  to  meet  the  require- 
merits  of  one  or  more  test  welds,  a  re-test  may  be  allowed 
under  the  following  conditions  : 

14.5.1—  An  immediate  re-test  may  be  made  which  shall  con¬ 
sist  of  two  test  welds  of  each  of  which  he  failed,  each  of 
which  shall  meet  all  the  requirements  specified  for  such  welds. 

14.5.2 —  A  re-test  may  be  made  provided  there  is  evidence 
that  the  welder  has  had  further  training  or  practice.  In  this 
case  a  complete  re-test  shall  be  made. 

14.6 _ Welders  who  have  been  certified  by  the  Board  of  Ex¬ 

aminers  may  be  assigned  to  other  electric  arc  welding  proc- 
esses.  As  a  prerequisite  to  such  an  assignment,  the  welder 
shall  have  been  trained  in  the  process  by  his  employer,  an 
inspection  agency,  or  a  testing  laboratory  acceptable  to  the 
Commissioner,  and  said  welder  shall  be  given  a  certificate 
for  the  required  test.  No  further  certification  by  the  Board 
of  Examiners  for  Welders  shall  be  required,  except  for  an¬ 
nual  renewals. 

All  persons  performing  welding  shall  have  in  their  pos¬ 
session  their  welding  license  and  any  additional  certifica¬ 
tions  issued  pursuant  to  this  Rule.  Upon  request  of  an  engineer 
or  inspector  of  the  department  or  upon  request  of  an  engineer 
or  architect  designated  for  controlled  inspection  of  welding 
work  on  the  structure  or  upon  request  of  an  authorized 
representative  of  a  recognized  testing  laboratory  designated 
to  inspect  welding  work  on  the  structure,  a  person  per¬ 
forming  welding,  which  welding  is  subject  to  these  rules,  shall 
present  his  license  to  said  engineer,  architect,  inspector  or 
testing  laboratory  representative  for  inspection. 

14.7 — Existing  Licenses.  All  persons  holding  a  valid  welder 
certificate  or  qualification  or  welder’s  license  issued  prior 
the  promulgation  of  these  revised  Rules  of  the  Board  shall 
be  considered  to  have  qualified  under  the  tests  prescribed 
herein. 

Rule  15 — Quality  Control 

The  quality  of  welds  permitted  under  the  Building  Code 
shall  conform  to  the  requirements  of  the  Building  Code  (Ad¬ 
ministrative  Code)  and  applicable  reference  standard  adopted 
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for  use  in  New  York  City  and  with  all  other  requirements  of 
these  Rules  and  the  Building  Code. 

Rule  16 — Supervision  and  Inspection 

16.1 —  All  welding  to  be  done  on  a  structure  or  any  part 
thereof-  and  subject  to  these  rules  shall  be  performed  under 
the  observation  of  a  representative  of  the  licensed  profes¬ 
sional  engineer  or  registered  architect  designed  for  con¬ 
trolled  inspection,  pursuant  to  Section  C26-106.3  of  the  Ad¬ 
ministrative  Code.  The  architect  or  engineer  designated  for 
xmtrolled  inspection  may  engage  an  inspection  agency 
^sponsible  to  him,  which  agency  shall  be  acceptable  to  the 
Commissioner  of  Buildings.  Welding  inspection  agencies 
shall  have  a  minimum  of  5  years  experience  as  such.  The 
Commissioner  of  Buildings  shall  maintain  a  list  of  acceptable 
inspection  agencies. 

16.1.1 —  The  Commissioner  of  Buildings  may,  in  the  case  of 
minor  welding  operations,  including  stairs  and  fire  escapes, 
.vaive  the  requirements  for  inspection  when,  in  his  judgment, 
such  inspection  may  be  adequately  made  by  a  steel  inspector 
-egularly  employed  by  the  Department  of  Buildings. 

16.1.2 —  Except  when  a  welding  inspector  is  a  registered 
irehitect  or  licensed  professional  engineer,  each  welding  in¬ 
spector  shall  have  at  least  3  years  experience  in  the  field  of 
v elding  and/or  welding  inspection  or  possess  a  current  New 
fork  City  welding  license  in  order  to  be  authorized  to  inspect 
my  welding.  Each  welding  inspector,  if  other  than  the  archi- 
ect  or  engineer  designated  for  controlled  inspection,  shall  be 
icceptable  to  the  Engineer  or  Architect  and  an  affidavit  to 
he  effect  that  said  inspector  has  the  prerequisite  experience 
md  is  acceptable  is  to  be  filed  with  each  application  for  which 
he  welding  work  is  being  performed  before  any  welding 
operations  are  to  commence.  Unless  directly  employed  by 
he  architect  or  engineer  responsible  for  controlled  inspec- 
ion,  the  inspectors  shall  be  in  the  employ  of  an  inspection 
genry  acceptable  to  the  Commissioner  of  Buildings. 

16.2 —  Personnel  performing  welding  inspection  shall  take 
dequate  means  to  assure  that  the  preparing,  oxygen  cutting, 
ssembling,  and  welding  of  a  structure  conform  to  the  design 
nd  that  the  resulting  structure  is  free  from  deficiencies  and 
njurious  effects.  Adequate  daily  records  of  the  process  of 
he  work  shall  be  maintained  and  submitted  weekly  to  the 
egistered  architect  or  licensed  professional  engineer  respon- 
ible  for  supervision  of  welding  work.  Such  records  shall  be 
vailable  to  the  Building  Commissioner  or  his  representative 
ar  a  period  of  at  least  2  years  after  the  completion  of  all 
/elding  work.  The  records  shall  indicate  a  definite  and  per- 
onal  responsibility  for  acceptance  of  every  weld  as  to  size, 
jeation,  type  of  filler  metal  used  and  quality  of  workman- 
hip,  and  show  evidence  that  no  weld  called  for  in  the  design 
as  been  omitted.  Each  welder  shall  place  his  identification 
ymbol  on  his  work  and  the  inspector,  after  inspecting  each 
.eld,  shall  do  likewise. 

16.2.1 —  The  inspector  shall  inspect  for  defects  and  irregu- 
lrities,  plate  cracks  adjacent  to  or  behind  welds,  crater 
racks  or  cracks  in  the  weld  metal. 

16.2.2 —  The  inspector  shall  gauge  all  welds  for  sufficiency 
f  throat  or  other  critical  cross  section  dimensions. 

16.2.3 —  The  inspector  shall  carefully  observe  and  reject 
nallowable  or  out  of  tolerance  undercutting,  overlap  or 
ick  of  fusion  at  edges  of  weld,  lack  of  penetration,  porosity, 
>cation  of  craters,  size  and  shape  of  bead  and  order  occa- 
onal  chipping  to  determine  penetration  and  correct  all  or  any 
regularities  of  workmanship  contrary  to  the  design. 

— A  staff  of  inspectors  shall  be  available  on  each  job 
te  to  provide  either 

(A)  one  (1)  inspector  for  each  six  (6)  welders  located 
t  any  four  (4)  adjacent  tiers  or 

(B)  one  (1)  inspector  for  each  twelve  (12)  welders  when 


said  welders  are  located  on  any  two  (2)  immediately  adjacent 
tiers. 

16.3 —  Daily  inspection  shall  be  made  of  preheating  equip¬ 
ment  to  see  that  it  is  functioning  properly.  Drying  cabinets 
for  low  hydrogen  electrodes  shall  be  maintained  within  easy 
access  of  all  w elding  operators.  Above  information  is  to  be 
included  in  daily  welding  inspector’s  reports. 

16.4 —  Before  equipment  used  to  supply  welding  current  is 
used  at  the  job  site,  it  shall  be  tested  at  the  job  site  by  a 
welding  inspector  to  ascertain  proper  functioning  of  the 
equipment  and  to  establish  the  arc  voltage  and  current  pro¬ 
duced  by  this  equipment.  This  certification  shall  be  filed  with 
the  welding  report. 

16.5—  The  architect  or  engineer  shall  give  consideration  to 
inspection  requirements  of  all  welded  joints  that  are  critical 
to  the  integrity  of  the  structure. 

16.5.1 —  Any  nondestructive  testing  deemed  necessary  to  as¬ 
sure  the  adequacy  of  critical  welds  shall  be  shown  on  the 
plans.  This  testing  shall  be  in  accordance  with  Rules  17.1  and 
17.2. 

16.5.2 —  In  critical  joints  where  there  is  high  restraint  to 
the  shrinkage  of  large  welds  that  apply  strains  in  the  thru¬ 
thickness  direction  of  the  material,  nondestructive  testing  for 
lamellar  tearing  of  the  base  metal  behind  the  weld  shall  be 
specified.  (See  Commentary:  on  Highly  Restrained  Welded 
Connections,  AiSC  Engineering  Journal  Third  Quarter, 
1973).  These  joints  shall  be  shown  on  the  plans  and  inspec¬ 
tion  procedures  shall  be  in  accordance  with  Rule  17.2.1. 

16.5.3 —  To  insure  general  weld  quality,  the  architect  or 
engineer  shall  specify  a  quality  control  program  of  25% 
selection  of  other  less  critical  groove  and  butt  welds  to  be 
checked  by  nondestructive  testing.  The  method  of  inspection 
shall  be  shown  on  the  plans  and  be  in  accordance  with  Rules 
17.1  and  17.2.  For  those  welds  over  24  inches  in  length 
which  are  specified  for  inspection  only  one  quarter  of  their 
length  need  be  examined.  However,  if  in  the  opinion  of  the 
architect  or  engineer,  nondestructive  testing  is  not  required, 
he  shall  so  specify  on  the  plans. 

Rule  17 — Nondestructive  Testing 

17.1 —  Nondestructive  testing  of  weld  metal  area,  as  defined 
by  AWS  A3. 0-69  may  be  specified  by  the  architect  or  engineer 
designated  for  control  inspection  to  augment  other  inspection 
requirements,  or  may  be  required  by  the  Commissioner  of 
Buildings  should  there  be  evidence  as  to  the  inadequacy  of 
any  welding.  Nondestructive  testing  specified  in  Rule  16.5 
shall  be  required. 

17.2 —  Nondestructive  testing  of  welds  shall  conform  with 
the  requirements  of  Section  6.7  Nondestructive  Testing  of 
AWS  Dl.1-72  Structural  Welding  Code,  1972  and  AWS 
Dl.  1-Rev.  1-73,  1973  Revisions  to  Structural  Welding  Code. 
Other  niethods  of  nondestructive  testing  acceptable  to  the 
Commissioner  of  Buildings  consistent  with  good  practice  may 
be  used. 

17.2.1 — Where  required  by  these  Rules  or  by  the  plans,  the 
following  ultrasonic  inspection  procedure  shall  be  followed: 

(a)  Equipment  and  personnel  shall  be  qualified  in  accord¬ 
ance  with  AWS  Dl.1-72  and  AWS  Dl. 1-Rev.  1-73,  Part  III 
of  Section  6  Inspection,  hereafter  referred  to  as  AWS  D.l. 

(b)  The  weld  itself  shall  be  tested  in  full  accordance  with 
AWS  D.l. 

(c)  The  rectangular  area  of  base  metal  directly  behind  the 
weld  (that  material  subjected  to  thru-thickness  weld  shrink¬ 
age  strains)  shall  be  inspected  for  lamellar  tearing  in  accord¬ 
ance  with  AWS  D.1.1  except  that  base  metal  shall  be  eval¬ 
uated  in  accordance  with  the  following : 

1.  All  discontinuities  detected  in  the  base  metal  be¬ 
hind  the  weld  which  have  a  decibel  rating  more  serious 
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than  that  permitted  by  Table  8.15.3,  line  1,  “Large  Re¬ 
flectors”,  AWS  Dl.l,  shall  be  recorded.  (Testing  shall  be 
done  from  Face  A  and/or  B  as  defined  by  AWS  Dl.l, 
Legend  of  Table  6.20.5.2,  with  a  70°  transducer  where 
possible). 

2.  All  recorded  discontinuities  in  the  base  metal  as 
described  above  and  in  addition  any  visual  indication  of 
lamellar  tearing  shall  be  referred  to  the  architect  or 
engineer.  The  architect  or  engineer,  after  giving  due 
consideration  to  the  character,  size,  and  location  of  any 
discontinuities  in  addition  to  the  stress  condition  shall 
determine  the  corrective  measures,  if  any,  which  are  to 
be  taken.  When  the  safety  of  the  structure  is  deemed 
questionable  by  the  Commissioner  of  Buildings,  such 


further  testing  as  required  by  Section  C26-1002.2,  shall 
be  performed  and  if  deemed  unsatisfactory,  the  defects 
shall  be  corrected. 

Weld  thickness  (in.)  in  Table  8.15.3  AWS  Dl.'l  shall  be 
taken  as  the  thickness  of  the  material  bound  by  Face  A  and 
Face  B. 

17.3 — Nondestructive  testing  equipment.  Nondestructive 
systems,  methods  and  techniques  for  testing  shop  and  field 
welds  may  be  used  on  condition  that  all  such  systems,  meth¬ 
ods,  techniques  and  apparatus  shall  be  in  accordance  with 
Section  6  of  AWS  Dl.1-72  and  AWS  Dl. 1-Rev.  1-73,  unless 
otherwise  specified  herein.  Equipment  shall  be  required  to  be 
acceptable  to  an  Inspection  Agency  or  Welding  approved  by 
the  City. 
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New  Cases  Filed  up  to  March  26,  1974 
Cal.  No.  Dept.  Premises  Affected 

167- 74-A — B.R. — 204  Olympia  Boulevard,  southwest  cor¬ 
ner  of  Pearsall  Street,  Block  3417,  Lot  105,  South  Beach, 
Borough  of  Richmond,  N.B.  1872-73,  re-  class  11E  build¬ 
ing  within  fire  district,  R3-2  district. 

168- 74-A — B.R. — 208  Olympia  Boulevard,  south  side, 
42.60  feet  west  of  Pearsall  Street,  Block  3417,  Lot  103, 
South  Beach,  Borough  of  Richmond,  N.B.  18/1-/3,  re¬ 
class  11E  building  within  fire  district,  R3-2  district. 

169- 74- A — B.R. — 212  Olympia  Boulevard,  south  side, 
77  08  feet  west  of  Pearsall  Street,  Block  3417,  Lot  101, 
South  Beach,  Borough  of  Richmond,  N.B.  1870-73,  re¬ 
class  HE  building  within  fire  district,  R3-2  district. 

170- 74-BZ — B.M. — 40  to  52  Lexington  Avenue  and  131 
East  24th  Street,  north  west  corner,  Block  880,  Lots  19, 
69,  Borough  of  Manhattan,  Community  Board.  #5,  N.B. 
9-74,  re-  parking  for  multiple  dwelling,  C5-2  district. 

171- 74-SA — S.  Blickman  Incorporated,  quest  cleanAir  D, 
LpQt  5  grease  extractor  and  fire  barrier,  manufactured 
by  S.’  Blickman  Incorporated,  Appliance. 

172- 74- A — B.R. — 10  North  Rhett  Avenue,  west  side, 
240.26  feet  north  of  Katan  Avenue,  Block  5439,  Lot  150, 
Great  Kills,  Borough  of  Richmond,  N.B.  1/39-/ 1  re-  pro¬ 
posed  elimination  of  direct  connection  to  storm  sewer, 
R3-2  district. 

173- 74- A — B.R. — 14  North  Rhett  Avenue,  ^west  side, 
206.02  feet  north  of  Katan  Avenue,  Block  5439,  Lot  151, 
Great  Kills,  Borough  of  Richmond,.  N.B.  1/40-71,  re¬ 
proposed  elimination  of  direct  connection  to  storm  sewer, 
R3-2  district. 

174_74_  A — B.R. — 18  North  Rhett  Avenue,  west  side, 
171.79  feet  north  of  Katan  Avenue,  Block  5439  Lot  153, 
Great  Kills,  Borough  of  Richmond,  N.B.  1741-71,  re¬ 
proposed  elimination  of  direct  connection  to  storm  sewer, 
R3-2  district. 

175- 74- A— B.R. — 22  North  Rhett  Avenue,  west  side, 
137.55  feet  north  of  Katan  Avenue,  Block  5439  Lot  154, 
Great  Kills,  Borough  of  Richmond,  N.B.  1742-/1,  re¬ 
proposed  elimination  of  direct  connection  to  storm  sewer, 
R3-2  district. 

176- 74- A — B.R. — 24  North  Rhett  Avenue,  west  side, 
103.29  feet  north  of  Katan  Avenue,  Block  5439,  Lot  156, 
Great  Kills,  Borough  of  Richmond,  N.B.  1/43-71,  re¬ 
proposed  elimination  of  direct  connection  to  storm  sewer, 
R3-2  district. 

177- 74- A — B.R. — 28  North  Rhett  Avenue,  west  side, 
69.08  feet  north  of  Katan  Avenue,  Block  5439,  Lot  157, 
Great  Kills,  Borough  of  Richmond,  N.B.  1744-71,  re¬ 
proposed  elimination  of  direct  connection  to  storm  sewer, 
R3-2  district. 


178-74-A _ B.R. — 32  North  Rhett  Avenue,  west  side, 

34.08  feet  north  of  Katan  Avenue,  Block  5439,  Lot  159, 
Great  Kills,  Borough  of  Richmond,  N.B.  1745-71,  re¬ 
proposed  elimination  of  direct  connection  to  storm  sewer, 
R3-2  district. 


179-74-A — B.R. — 36  North  Rhett  Avenue,  northwest  cor¬ 
ner  of  Katan  Avenue,  Block  5439,  Lot  11,  Great  Kills, 
Borough  of  Richmond,  N.B.  1746-71,  re-  proposed  elimi¬ 
nation  of  direct  connection  to  storm  sewer,  R3-2  district. 


180-74-A — B.B. — 1721  Avenue  J,  northwest  corner  of 
East  18th  Street,  Block  6710,  Lot  1,  Borough  of  Brook¬ 
lyn,  Alt.  No.  298-74,  re-  change  of  use  from  synagogue 
and  two  family  dwelling  to  synagogue,  prayer  and  meet¬ 
ing  room  with  caretaker’s  apartment,  R-2  district. 

APPLICATION  FOR  EXTENSION  OF  TIME 
TO  COMPLETE  CONSTRUCTION 
(Filed  pursuant  to  Section  11-324) 

1246-63-BZY — B.B. — 65  Court  Street,  Block  268,  Lot  20, 
N.B.  907-61  (Vol.  XI) 


DESIGNATIONS:  D— Department  of  Buildings;  B.B.— Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q.— Department  of  Buildings,  Queens;  B.R— Department  of  Build* 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


APRIL  23,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon ,  April  23,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

318-73-SA 

APPLICANT— The  De  Vilbiss  Company— paint  spray  booth. 


348-73-SM 

APPLICANT— American  Standard  Incorporated— bathtub 
drain. 

74-74-SA 

APPLICANT— T.  A.  Pelsue  Company— heating  and  venti¬ 
lation  of  manholes. 


144-74-SM 

APPLICANT— Chelten  Plumbing  Supply  Incorporated  of 
Philadelphia,  Division  of  Chelten  Manufacturing— sink  tops 
for  bathroom  vanities. 


166-74-SM 

APPLICANT — Tyler  Pipe  Industries,  Subsidiary  of  Tyler 
Corporation — joint  coupling  and  cast  iron  soil  pipe  and 
fittings. 


115-73-SM 

APPLICANT — Locknetics  Sichertron  Corporation — electric 
locking  device. 

JOSEPH  B.  KLEIN,  Chairman 


APRIL  30,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  April  30,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

636-72-BZ 

APPLICANT — Lama  and  Vassalotti  for  Rine  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  March  27,  1974 
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— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  a  Cl -2  district,  the  enlargement  in 
lot  area  and  floor  area  of  an  existing  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 122-05  Merrick  Boulevard  and 
175-02  to  175-10  Baisley  Boulevard,  northeast  corner,  Block 
12480,  Lots  1,  42,  43,  45,  St.  Albans,  Borough  of  Queens. 


16-52-BZ  !  ;  :  j-^-j 

APPLICANT — Donald  D.  Fisher  for  The  Truckmens  Rep- 
presentative,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  October  15,  1968— decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  7h  of  the.  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED — 365-369  East  8th  Street,  north 
side,  183  feet  east  of  Avenue  C,  Block  378,  Lots  56,  57  and 
58,  Borough  of  Manhattan. 


931-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Chevron  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  July  29,  1973— decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Sections  7e,  7i  and  7h  of  the  Zoning  Resolution,  per¬ 
mitting,  in  a  residence  and  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
car  washing,  minor  motor  vehicle  repairs  with  hand  tools 
only,  sale  of  accessories  and  parking  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 535  Vanderbilt  Avenue  and  1047 
Van  Duzer  Street,  northeast  corner,  Block  650,  Lot  30 
(formerly  Lot  28),  Concord,  Borough  of  Richmond. 


230-58-BZ 

APPLICANT — Arthur  D.  Greenfield  for  91  East  111th 
Street  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  September  30,  1973— deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted  on 
condition  under  Section  7e  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  local,  retail  use  district,  the  erection  of  a  one 
story  masonry  building  for  use  as  a  retail  store  and  office 
and  wholesale  bananas  and  tropical  products,  with  store 
front  and  sign  within  75  feet  of  a  residence  use  district. 

PREMISES  AFFECTED — 91  East  111th  Street,  north  side, 
22  feet  west  of  Park  Avenue,  Block  1617,  Lots  34  and  134, 
Borough  of  Manhattan. 


(28-53-BZ 

APPLICANT — Walter  T.  Gorman  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition  under  Section 
7f  of.  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  auto  washing,  lubritorium,  storage  and  sale  of 
accessories  and  office. 


PREMISES  AFFECTED— 1982-1992  Utica  Avenue  and 
4914-4924  Avenue  L,  southwest  corner,  Block  7847,  Lot  44 
(formerly  Lots  44,  46  and  47),  Borough  of  Brooklyn. 


304-69-BZ 

APPLICANT — Larry  Meltzer  for  Exxon  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
72-21  and  73-211  of  the  Zoning  Resolution,  permitting  in 
a  C2-2  and  R5  district,  the  erection  and  maintenance  of  an 
automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 26-34  21st  Street,  18-33  27th 
Avenue,  northeast  corner,  Block  885,  Lot  1,  Astoria,  Bor¬ 
ough  of  Queens. 


54-72-BZ 

APPLICANT — Charles  A.  Brown  for  Presbyterian  Home 
for  Aged  Women,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  May  15,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  erection  of  a 
12  story  non-profit  residence  for  the  elderly  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  lot  area  per  room  and  accessory  parking. 

PREMISES  AFFECTED— 49  East  73rd  Street,  north  side, 
125.0  feet  east  of  Madison  Avenue,  Block  1388,  Lot  26, 
Borough  of  Manhattan. 


37-57-BZ 

APPLICANT — Harry  G.  Savran  for  Mary  Messineo,  owner. 

SUBJECT — Application  for  consideration  to  dismiss  the  ap¬ 
plication  to  waive  the  Rules  of  Procedure  and  for  extension 
of  term  of  variance  which  expired  February  19,  1973 — de¬ 
cision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  maintenance  of  a 
parking  lot  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 431-435  Warren  Street,  north 
side,  23  feet  6  inches  east  of  Bond  Street,  Block  393,  E>ts 
66,  67  and  68,  Borough  of  Brooklyn. 

1847-61-BZ 

APPLICANT — Charles  Rizzo  for  L.  W.  I.  Realty  Company, 
owner. 

SUBJECT — Application  for  consideration — to  dismiss  the  ap¬ 
plication  to  waive  the  Rules  of  Procedure  and  for  extension 
of  term  of  variance  which  expired  November  10,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  21  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  maintenance  of 
a  parking  lot  for  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 459-463  West  46th  Street,  north 
side,  100  feet  east  of  10th  Avenue,  Block  1056,  Lots  5,  6 
and  7,  Borough  of  Manhattan. 

633-73-BZ 

APPLICANT — Harry  Soled  for  Solomon  &  Lea  Miller, 
owner. 

SUBJECT — Application  November  29,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73-63  of 
the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  furniture 
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upholstery  and  display  establishment  that  increases  the  de¬ 
gree  of  non-conformity. 

PREMISES  AFFECTED— 1870-1886  Stillwell  Avenue, 
southwest  corner  of  62nd  Street,  Block  6852,  Lot  18, 
Borough  of  Brooklyn.  Community  Board  #1L 


670-73-BZ 

APPLICANT— Guerino  Salerni  for  Rago  Holding  Corpora¬ 
tion,  owner;  Rago  Foundations,  Incorporated,  lessee. 

SUBJECT— Application  December  12,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  enlarge¬ 
ment  in  area  of  an  existing  clothing  manufacturing  estab¬ 
lishment  previously  before  the  Board. 

PREMISES  AFFECTED— 18-15  27th  Avenue  and  18-10 
26th  Road,  north  side,  77.06  feet  east  of  18th  Avenue, 
Block  885,  Lots  12  and  25,  Long  Island  City,  Borough  of 
Queens.  Community  Board  #1. 


678-73-BZ 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT— Application  December  14,  1973— decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  a  one  story  enlargement  and  the  rehabilitation 
of  an  automotive  service  station  structure  that  will  en¬ 
croach  on  the  required  side  yard. 

PREMISES  AFFECTED— 73-15  Elliot  Avenue,  northwest 
corner  of  74th  Street,  Block  2843,  Lot  41,  Maspeth,  Bor¬ 
ough  of  Queens.  Community  Board  #2. 


3-74-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Bims  Associates,  Incorporated,  owner. 

SUBJECT— Application  January  7,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  the  erection  of  a 
twenty  story  mixed  building  that  exceeds  the  permitted 
floor  area  ratio  and  tower  coverage,  encroaches  on  the 
required  tower  setback,  exceeds  the  height  of  the  front 
wall  and  the  lot  area  requirements. 

PREMISES  AFFECTED— 846-850  Second  Avenue  and 
301-303  East  45th  Street,  northeast  corner,  Block  1338,  Lots 
1  and  3,  Borough  of  Manhattan.  Community  Board  #6. 


PREMISES  AFFECTED— 40-14  19th  Avenue,  southwest 
corner  of  41st  Street,  Block  801,  Lots  35  and  41,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 

Laid  over  from  March  26,  1974,  for  continued  hearing, 
at  the  request  of  the  applicant. 

JOSEPH  B.  KLEIN,  Chairman 


APRIL  30,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  April  30,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

692-73- A 

APPLICANT— Leonard  F.  Rothkrug  for  Lincoln  Square 
Home  Associates,  owner. 

SUBJECT— Application  December  19,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Revocation  of 
Building  Permit  #5529/73. 

PREMISES  AFFECTED— 201  West  74th  Street  and  2120 
Broadway,  northeast  corner,  Block  1166,  Lot  25,  Borough 
of  Manhattan. 


695-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Liana  Properties, 
Incorporated,  owner ;  Somersey  Home  for  Adults,  lessee. 

SUBJECT — Application  December  20,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Revocation  of 
Building  Permit  #5095-73. 

PREMISES  AFFECTED— 150  West  47th  Street,  south 
side,  216  feet  east  of  Broadway,  Block  999,  Lot  54,  Bor¬ 
ough  of  Manhattan. 


698-73-A 

APPLICANT— Meyer,  Temkin,  Joy  Springer  and  Fred 
Springer,  d/b/a  Rockaway  Care  Center,  owners. 

SUBJECT— Application  December  21,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Revocation  of 
Building  Permit  #3262/73.  1 

PREMISES  AFFECTED— 353  Beach  48th  Street,  south- 
west  corner  of  Beach  Channel  Drive,  Block  15840,  Lots  6, 

8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45  and  52,  Edgemere,  . 
Borough  of  Queens. 


137-74-BZ 

APPLICANT— Jack  Brown  for  Samuel  J.  Lefrak  d/b/a 
Federal  Leasing  Company,  owner. 

SUBJECT — Application  March  7,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4’-2  district,  the  erection  of  an 
8  story  enlargement  to  an  existing  13  story  and  penthouse 
commercial  building  that  will  exceed  the  permitted  floor 
area  ratio  and  penetrate  the  sky  exposure  plane. 

PREMISES  AFFECTED— 97-57,  97-77  Queens  Boulevard 
west  side  from  64th  Road  to  65th  Avenue,  64-24  to  64-40 
98th  Street,  Block  2092,  Lot  1,  Forest  Hills,  Borough  of 
Queens.  Community  Board  #6. 


435-73-BZ 

APPLICANT — Meier-Marus  for  E.  N.  Madison,  owner. 

SUBJECT— Application  July  26,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-33  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  installation 
of  an  oxygen  storage  tank  that  exceeds  the  permitted 
size. 


14-74-A 

APPLICANT— Henry  Wolinsky  for  Calvary  Pentecostal 
Church,  Incorporated,  owner. 

SUBJECT— Application  January  11,  1974— appeal  from  a  i 
decision  of  the  Borough  Superintendent  re-  proposed 
church  and  pastor’s  residence. 

PREMISES  AFFECTED— 1627  Broadway,  north  side,  70 
feet  east  of  Eldert  Street,  Block  3414,  Lot  5,  Borough  of 
Brooklyn. 

63-74-A 

APPLICANT— Morris  L.  Levinson  for  60  East  65th  Street 
Corporation,  owner. 

SUBJECT— Application  February  8,  1974— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Reinstatement 
of  approval  of  B.N.  3820-73  and  permit  number  5465-73. 

PREMISES  AFFECTED— 60  East  65th  Street,  southwest 
corner  of  Park  Avenue,  Block  1379,  Lot  37,  Borough  of 
Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 
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MAY  7,  1974,  10  A.M. 

NO  I  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  7 ,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

675-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  B.  P.  Construction 
Corporation,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  December  14,  1973 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  Revocation  of  Building 
Permit  #188/73. 

PREMISES  AFFECTED — 3355  White  Plains  Road,  west 
side,  96.72  feet  south  of  Magenta  Street,  Block  4625,  Lot 
37,  Borough  of  The  Bronx. 


677-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Brookside  Build¬ 
ers,  Incorporated,  owner. 

SUBJECT — Application  for  consideration  to  withdraw  the 
application  of  December  14,  1973 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  Revocation  of  Building 
Permit  #406/73. 

PREMISES  AFFECTED — 685  White  Plains  Road,  south¬ 
west  corner  of  Seward  Avenue,  Block  3563,  Lots  1,  19,  20, 
56,  61,  65,  66,  67,  68,  69,  71  and  73,  Borough  of  The  Bronx. 


525-73-BZ — Vol.  II 

APPLICANT — Peter  Casini  for  William  Blake,  owner. 

SUBJECT  —  Application  for  consideration  —  reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent ;  previously  denied  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
on  a  plot  with  less  than  the  required  lot  area  and  lot  width, 
the  erection  of  a  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  has  less  than  the  required  open 
space  ratio. 

PREMISES  AFFECTED— 33-64  191st  Street,  west  side, 
200  feet  north  of  35th  Avenue,  Block  5259,  Lot  38,  Flush¬ 
ing,  Borough  of  Queens. 


526-73-BZ— Vol.  II 

APPLICANT — Peter  Casini  for  William  Blake,  owner. 

SUBJECT — Application  for  consideration — reopening  as  Vol¬ 
ume  II  subject  to  regular  procedure — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  denied  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R2  district,  the 
maintenance  of  a  two  family  dwelling  that  will  exceed  the 
permitted  floor  area  ratio  and  have  less  than  the  required 
open  space  ratio  and  lot  area  per  dwelling  unit. 

PREMISES  AFFECTED — 33-60  191st  Street,  west  side, 
238.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens. 


527-73-BZ — VoL  II 

APPLICANT — Peter  Casini  for  William  Blake,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent;  previously  denied  under  Section 
72-21  of  the  Zoning  Resolution;  to  permit  in  an  R2  district, 
on  a  plot  with  less  than  the  required  lot  area  and  lot  width, 
the  erection  of  a  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  has  less  than  the  required  open 
space  ratio. 


PREMISES  AbFECTED — 33-56  191st  Street,  west  side, 
281.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  33, 
Flushing,  Borough  of  Queens. 

229-72-BZ— Vol.  II 

APPLICANT — Edwin  Storch  for  Ernest  Steiner,  owner. 

SUBJECT  Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent;  previously  denied  under  Section 
/2-21  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
at  an  existing  beverage  store,  the  addition  to  the  uses  to 
include  accessory  ice  vending  machine. 

PREMISES  AFFECTED — 41-36  Junction  Boulevard,  west 
side,  50.88  feet  north  of  42nd  Avenue,  Block  1598,  Lot  19, 
Corona,  Borough  of  Queens. 

535-72-BZ 

APPLICANT— Sidney  B.  Barnes,  Jr.  for  Consolidated  Edi¬ 
son  Company  of  New  York,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  3,  1974 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  73-11  (e)  and  73-16  of  the  Zon¬ 
ing  Resolution,  permitting  in  an  R3-2  district,  the  en¬ 
largement  in  area  of  an  existing  electrical  distribution 
substation. 

PREMISES  AFFECTED — 2465-2479  Victory  Boulevard 
and  513-537  Steward  Avenue,  northeast  corner,  Block  485, 
Lot  6,  Willowbrook,  Borough  of  Richmond. 


APPLICANT — Larry  Meltzer  for  Joseph  Fish  and  Barnett 
D.  Asbel,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  27, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  partly  in  a  retail  and  partly  in 
a  residence  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  auto  washing,  non-automatic,  office 
and  accessory  sales,  minor  repairs  with  hand  tools  only, 
auto  safety  inspection  station  and  parking  and  storage  of 
cars  awaiting  service. 

PREMISES  AFFECTED— 117-30  to  117-48  Farmers 
Boulevard  (117-36  official)  and  187-22  to  187-34  Baisley 
Boulevard,  southwest  corner,  Block  12448,  Lot  31,  Hollis, 
Borough  of  Queens. 


APPLICANT — Lama  and  Vassalotti  for  Morgan  Guaranty 
Trust  Company  of  New  York  as  Trustee  for  B.  F.  Good¬ 
rich  Retirement  Trust,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  December  16,  1973 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Sections  7e  and  7h  of  the  Zoning  Resolution, 
permitting  on  a  plot  partly  in  a  local  retail  and  partly  in  a 
residence  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  car  washing — non¬ 
automatic,  minor  repairs  with  hand  tools  only,  office,  stor¬ 
age  and  sale  of  accessories,  parking  and  storage  of  more 
than  five  (5)  cars  with  a  ground  sign  in  a  local  retail  use 
district. 

PREMISES  AFFECTED — 172-11  Northern  Boulevard, 
north  side  from  Utopia  Parkway  to  172nd  Street,  42-34  to 
42-42  Utopia  Parkway  and  42-33  to  42-41  172nd  Street, 
Block  5363,  Lot  1  (formerly  Lots  1,  5  and  37),  Flushing, 
Borough  of  Queens. 


467-58-BZ 


523-58-BZ 


CALENDAR 


436-53-BZ — V ol.  I 

APPLICANT— Lama  and  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super- 
intendent;  previously  granted  on  condition  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  auto  wash  non-automatic,  motor  ve¬ 
hicle  repairs,  storage  and  sale  of  accessories  and  office  and 
permitting  the  parking  of  cars  waiting  to  be  serviced. 

PREMISES  AFFECTED— 141-50  Union  Turnpike,  south 
side,  44.96  feet  west  of  main  Street,  Block  6634,  Lot  34, 
Flushing,  Borough  of  Queens. 


584-73-BZ 

APPLICANT— Lauria  &  Rowe  for  Virginia  Funeral  Home, 
owner. 

SUBJECT — Application  November  2,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  and  Cl-1  district,  the  con¬ 
struction  and  maintenance  of  an  accessory  parking  lot  for 
an  existing  funeral  establishment. 

PREMISES  AFFECTED— 285  Garretson  Avenue,  north 
side  140.46  feet  west  of  Hylan  Boulevard,  Block  3341,  Lot 
74,  ’Dongan  Hills,  Borough  of  Richmond.  Community 
Board  #3. 


614-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Paramount  Fill¬ 
ing  Stations  Incorporated,  owner. 

SUBJECT'— Application  November  16,  1973— decision  of  the 
Borough  Superintendent,  under  Sections  11-413  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C6-3  district,  the 


conversion  of  an  existing  two  story  and  cellar  building 
from  a  lumber  storage  establishment  previously  before  the 
Board  to  a  commercial  vehicle  storage  garage. 

PREMISES  AFFECTED— 138-40  East  25th  Street,  south 
side,  94  feet  east  of  Lexington  Avenue,  Block  880,  Lot  61, 
Borough  of  Manhattan.  Community  Board  #6. 


630-73-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  A  &  S  Pork 
Store,  Incorporated,  owner. 

SUBJECT— Application  November  27,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  within  an  R4  district, 
in  an  existing  two  story  building  the  erection  of  a  one 
story  enlargement  to  the  retail  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED— 361  Avenue  X,  north  side,  60 
feet  west  of  East  1st  Street,  Block  7176,  Lot  41,  Borough 
of  Brooklyn.  Community  Board  #  13. 


77-74-BZ 

APPLICANT— Savignano,  Strange  &  Vella  for  Juan 
Aranalde,  M.  D.,  owner. 

SUBJECT— Application  February  19,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  mainten¬ 
ance  of  a  two  story  and  basement  Doctors’  Offices  and 
medical  laboratory. 

PREMISES  AFFECTED— 464  44th  Street,  south  side, 
160.0  feet  west  of  5th  Avenue,  Block  738,  Lot  32,  Borough 
of  Brooklyn.  Community  Board  #7. 

JOSEPH  B.  KLEIN,  Chairman 
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MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  26,  1974,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Carroll,  and 
Commissioner  Walsh. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  March  12,  1974,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  March  21,  1974,  Vol.  59, 
No.  12. 


718-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  office,  car  wash,  sales  and  minor  repairs. 

PREMISES  AFFECTED — 741  Forest  Avenue,  northwest 
corner  of  North  Burgher  Avenue,  Block  183,  Lot  52,  West 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  2,  1957,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  September  16, 
1969;  and 

Whereas,  the  term  of  variance  was  extended  on  May  30, 
1972 ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  2, 
1957,  as  amended  through  May  30,  1972,  by  adding  thereto: 
“that  the  accessory  building  and  arrangement  of  the  gaso¬ 
line  pumps  shall  substantially  conform  to  revised  drawing 
of  proposed  conditions  marked  ‘Received  February  13, 
1974’,  one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  compiled  with 
in  all  respects.”  (B.N.  85-74) 


719-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section  7f 
of  the  Zoning  Resolution,  permitting  in  a  retail  and  resi¬ 
dence  use  district,  the  construction  and  maintenance  of  a 
gasoline  service  station,  office  sales,  car  wash  (non-auto¬ 
matic),  minor  repairs  with  hand  tools  only,  lubritorium 
and  with  curb  cuts  and  business  entrance  within  75  feet  of 
a  residence  use  district. 

PREMISES  AFFECTED — 2525  Victory  Boulevard,  north¬ 
west  corner  of  Willowbrook  Road,  Block  1521,  Lot  1,  Port 
Richmond,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  Oh  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  25,  1957,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  October 
7,  1969;  and 

Whereas,  the  resolution  was  amended  on  October  7,  1969; 
and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  25, 
1957,  as  amended  through  October  7,  1969,  by  adding  thereto: 


APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpor¬ 
ation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
73-211  and  73-212  of  the  Zoning  Resolution,  permitting  in 
a  C2-1  district,  the  enlargement  in  lot  area  and  the  recon¬ 
struction  of  an  automotive  service  station  with  accessory 
uses  and  accessory  signs. 

PREMISES  AFFECTED— 1228-1242  (1230  official)  Forest 
Avenue,  441-445  Jewett  Avenue,  southeast  corner,  Block 
354,  Lot  32  (formerly  Lots  27,  31  and  32),  West  Brighton, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  21,  1967,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  21,  1967,  by  adding  thereto: 

“that  the  accessory  building  and  arrangement  of  the 
gasoline  pumps  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  Feb¬ 
ruary  7,  1974’,  two  sheets,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (B.N.  87-74) 


“that  the  accessory  building  and  arrangement  of  the  gaso¬ 
line  pumps  shall  substantially  conform  to  revised  drawing 
of  proposed  condtions  marked  ‘Received  February  13, 
1974’,  one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects.”  (B.N.  82-74) 


772-67-BZ 


Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  Q 
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141-69-BZ 

APPLICANT— Lama  and  Vassalotti  for  Mobil  Oil  Corpor¬ 
ation,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  Cl -2  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED— 1680  Richmond  Avenue,  north¬ 
west  corner  of  Victory  Boulevard,  Block  2160,  Lot  1,  Bulls 
Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  6,  1970,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  March  16,  1971 ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
6,  1970,  as  amended  through  March  16,  1971,  by  adding 
thereto : 

“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawing  of  proposed  conditions 
marked  ‘Received  February  13,  1974’,  one  sheet,  on  con¬ 
dition  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.” 
(B.N.  79-74) 


429-72-BZ 

APPLICANT— Sheldon  Lobel  for  Putter  Realty  Com¬ 
pany,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete,  which  expired  February 
13,  1974 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  72-21  .  of  the 
Zoning  Resolution,  permitting  in  a  Cl -3  district,  the 
erection  of  a  seven  story  multiple  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  accessory  parking  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED — 771  Astor  Avenue,  northwest 
corner  of  Wallace  Avenue,  Block  4348,  Lot  1,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  13,  1973,  on  certain  conditions ;  and 


Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Febru¬ 
ary  13,  1973,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  66-72) 


37-57-BZ 

APPLICANT— Harry  G.  Savran  for  Mary  Messineo,  owner. 

SUB  JECT— Application  for  consideration— to  dismiss  the  ap¬ 
plication  to  waive  the  Rules  of  Procedure  and  for  exten¬ 
sion  of  term  of  variance  which  expired  Februay  19,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  maintenance  of  a 
parking  lot  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 431-435  Warren  Street,  north 
side,  23  feet,  6  inches  east  of  Bond  Street,  Block  393,  Lots 
66,  67  and  68,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  G.  Savran. 

ACTION  OF  BOARD— Laid  over  to  April  30,  1974,  at  10 
A.M.,  Special  Order  Calendar,  at  the  request  of  the  appli¬ 
cant  to  complete  his  papers. 


1847-61-BZ 

APPLICANT— Charles  Rizzo  for  L.  W.  I.  Realty  Com¬ 
pany,  owner. 

SUBJECT— Application  for  consideration— to  dismiss  the  ap¬ 
plication  to  waive  the  Rules  of  Procedure  and  for  exten¬ 
sion  of  term  of  variance  which  expired  November  10  1973 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  21  of  the  Zoning.  Resolution, 
permitting  in  a  residence  use  district,  the  maintenance  of 
a  parking  lot  for  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 459-463  West  46th  Street,  north 
side,  100  feet  east  of  10th  Avenue,  Block  1056,  Lots  5,  6 
and  7,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  April  30,  1974,  at  10 
A.M.,  Special  Order  Calendar,  for  consideration. 


631-70-BZ 

APPLICANT— Thomas  P.  Crinnion  for  89-22  Queens 
Boulevard  Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  Cl-2  dis¬ 
trict,  in  an  existing  two  story  commercial  building  the  addi¬ 
tion  to  the  uses  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED— 89-22  to  89-24  Queens  Boule- 
vard,  southwest  corner  of  57th  Avenue,  Block  2855,  Lot  19, 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  April  2,  1974,  at  10 
A.M.,  Special  Order  Calendar,  for  applicant  to  file  copy  of 
Certificate  of  Occupancy ;  Community  Board  to  be  notified. 
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40-73-BZ 

APPLICANT — Gaspare  Rosario  Santoro  for  Anthony 
Licastri,  owner. 

SUBJECT — Application  January  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  enlargement  to  an  existing  store  and  residential 
building  that  increases  the  degree  of  non-conformity  and 
non-compliance. 

PREMISES  AFFECTED — 128  Sand  Lane,  west  side,  40.01 
feet  south  of  McClean  Avenue,  Block  3274,  Lots  32,  30, 
South  Beach,  Borough  of  Richmond.  Community  Board 
#3. 

APPEARANCES— 

For  Applicant:  Gaspare  R.  Santoro. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1974,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 


128-73-BZ 

APPLICANT — Weinberg  &  Kirshenbaum  for  Albert  Fish¬ 
man,  owner. 

SUBJECT — Application  February  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  conversion 
of  a  one  story  and  basement  building  from  store  and  two 
family  dwelling  to  an  animal  hospital  and  one  family 
dwelling. 

PREMISES  AFFECTED — 8423  Flatlands  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  8005,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #17. 

APPEARANCES— 

For  Applicant :  Harold  Weinberg,  Alex  Liberman,  B. 

Davidoff  and  Albert  Fishman. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at  10 
A.M.,  for  decision;  applicant  to  submit  additional  informa¬ 
tion  ;  previously  inspected ;  hearing  closed. 


129-73-A 

APPLICANT — Weinberg  &  Kirshenbaum  for  Albert  Fish¬ 
man,  owner. 

SUBJECT — Application  February  26,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  extension  of 
commercial  use  within  a  frame  building. 

PREMISES  AFFECTED— 8423  Flatlands  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  8005,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harold  Weinberg  and  Alex  Liberman. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at  10 
A.M.,  for  decision ;  applicant  to  submit  additional  informa¬ 
tion  ;  previously  inspected ;  hearing  closed. 


435-73-BZ 

APPLICANT — Meier-Marus  for  E.  N.  Madison,  owner. 

SUBJECT — Application  July  26,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-33  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  installation 
of  an  oxygen  storage  tank  that  exceeds  the  permitted  size. 

PREMISES  AFFECTED — 40-14  19th  Avenue,  southwest 
corner  of  41st  Street,  Block  801,  Lots  35  and  41,  Astoria. 
Borough  of  Queens.  Community  Board  #1. 


APPEARANCES— 

For  Applicant:  Frank  G.  Meier. 

For  Opposition:  None. 

ACTION  Oh  BOARD — Laid  over  to  April  30,  1974,  at  10 
A  M.,  for  continued  hearing,  at  the  request  of  the  applicant. 

541-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Ben  Dyk  Asso¬ 
ciates,  Incorporated,  owner. 

SUBJECT — Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a.  six  story  multiple  dwelling  that  encroaches  on  the 
required  side  setback. 

PREMISES  AFFECTED — 490  Clove  Road,  west  side, 
233.24  feet  south  of  Delafield  Avenue,  Block  230,  Lot  54, 
Port  Richmond,  Borough  of  Richmond.  Community  Board 
#L 

APPEARANCES— 

For  Applicant:  Leonard  Rothkrug. 

For  Opposition:  Charles  H.  Burger,  Michael  and  Chris¬ 
tine  King,  Robert  Hammerton,  Kathryn  and  Rocco 
Conti,  Mark  Farrell,  Emily  C.  Pierce,  Dominic  De  Lica, 
Leon  L.  Karteron  and  many  others. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  additional 
information. 

606-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Yoimg  for  Rose  Associates,  owner. 

SUBJECT — Application  November  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  16  story  mixed 
building  for  an  accessory  swimming  pool  and  related 
facilities  that,  increases  the  degree  of  non-compliance  in 
floor  area  ratio. 

PREMISES  AFFECTED — 240  East  76th  Street  and  1441 
to  1455  Second  Avenue,  southwest  corner,  Block  1430,  Lot 
21,  Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum  and  Vincent 
Grasso. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1974,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 


473-73-BZ 

APPLICANT — Upham,  Meeker  &  Weithorn  for  Jaybor 
Realty  Corporation,  owner ;  Melpal  Restaurant,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  August  17,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  in  an  existing 
one  story  building  occupied  with  retail  stores  the  addition 
to  the  uses  of  one  store  occupied  as  a  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 1784  Jerome  Avenue,  east  side, 
52.6  feet  south  of  176th  Street,  Block  2850,  Lot  9,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #5. 

APPEARANCES— 

For  Applicant :  Arthur  Levine. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 
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ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . . \ - *  *  ® 

Negative:  Chainnan  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh .  5 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  18,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  8,  19/4;  then  to  February  19, 
1974;  then  to  March  5,  1974;  then  to  March  26,  1974,  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  18,  1973,  acting  on  Alt.  Applic.  220/1973,  reads: 

“1.  Proposed  use — Eating  &  Drinking  Establish¬ 
ment  without  restriction  U.G.  12  is  contrary  to  Sec. 
32-21  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  on  the. basis  of  the  record 
in  this  case  it  is  unable  to  make  the  findings  required  under 
Section  73-241  of  the  Zoning  Resolution;  and 
Whereas,  the  Board  finds  that  the  disadvantages  out- 
weight  the  advantages  to  the  surrounding  neighborhood. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  18,  1973,  acting  on  Alt.  Applic.  220/1973,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


507-73-BZ 

APPLICANT — Joseph  Nirenberg  for  Jacob  Schachter, 
owner. 

SUBJECT— Application  September  12,  1973— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  con¬ 
version  of  an  existing  three  story  building  from  a  tw0 
family  dwelling  to  a  three  family  dwelling  that  will  create 
non-compliance  in  floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED— 217  Bay  Ridge  Parkway,  north 
side,  140  feet  east  of  Ridge  Boulevard,  Block  5928,  Lot 
72,  Borough  of  Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  Joseph  Nirenberg. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Carroll  and  Commissioner  Walsh . 4 

Not  Voting:  Commissioner  Hornstein .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  5,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  12,  1974;  then  to  March  26, 
1974 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  10,  1973,  acting  on  Alt.  Applic.  759/1973, 
reads : 

“1.  Proposed  conversion  of  building  from  2  to  3 
families  is  contrary  to  Sect.  23-142  Z.R.  since  it  will  not 
comply  with  FAR  and  OSR.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 


Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding (s)  b  and  e,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  10,  1973,  acting  on  Alt.  Applic.  759/1973, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


696-73-BZ 


APPLICANT— Mok  &  Sonber  for  Leah  Kaplan,  lessee. 

SUBJECT— Application  December  21,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  in  an  existing 
three  story  theatre  building,  the  use  of  a  portion  of  the 
basement  and  first  floor  as  a  penny  arcade. 

PREMISES  AFFECTED— 8  Mott  Street,  east  side,  103 
feet  north  of  Chatham  Square,  Block  162,  Lot  42,  Borough 
of  Manhattan.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Paul  Mok. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  12,  1974,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  March  26,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  14,  1973,  acting  on  Alt.  Applic.  1195/1973, 
reads : 

“C3.  Proposed  change  of  use  from  motion  picture 
.theatre,  use  group  8,  on  the  rear  of  1st  floor  of  5 
Chatham  Sq.,  and  change  of  use  of  theatre  passage  exit 
on  basement  of  8  Mott  Street  to  Penny  arcade,  use  group 
15  by  combining  part  of  bldg,  at  the  rear  of  5  Chatham 
Sq.  and  bldg,  on  8  Mott  Street  (both  bldgs  on  block  462 
and  lot  42)  is  not  permitted  as  of  right  in  C6-1  zoning 
district  as  per  Sec.  32-24  Z.R.” 

and  #  . 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C6-1 
district,  in  an  existing  three-story  theatre  building,  the  use 
of  a  portion  of  the  basement  and  first  floor  as.  a  penny 
arcade,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  December  21,  1973”,  9  sheets;  and  that  all  laws,  rules 
and  regulations  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year. 


Adjourned:  11:35  A.M. 

John  B.  Cincotta,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  26,  1974,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 

477-46-SA 

APPLICANT — Westinghouse  Electric  Corporation,  Major 
Appliance  Division,  owner. 

SUBJECT — Additional  models  of  washing  machines. 
APPEARANCES — 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

477-46-SA — Amendment  to  resolution  to  include  additional 
models  of  washing  machines. 

Westinghouse  Electric  Corporation,  Major  Appliance  Di¬ 
vision,  Mansfield,  Ohio,  requested  that  the  resolution  adopted 
December  10,  1946  and  amended  through  April  10,  1973  under 
Calendar  Number  477-46-SA  be  reopened  and  amended  so 
as  to  include  additional  models  of  washing  machines. 

PROPOSED  USE:  Automatic  clothes  washing  machine. 
DESCRIPTION:  The  requested  models:  TLB15A1, 
rLB15Bl  and  TLB15C1  are  basically  identical  to  models 
TLA15A1,  TLA15B1  and  TLA15C1,  the  only  changes  are 
that  the  cabinet  size  (front  to  back)  was  increased  and  the 
front  panel  is  of  1  piece  construction  instead  of  two  piece. 

Model  FLB14A1  is  identical  to  Model  FLA14A1  except 
for  the  circuit  to  the  door  “unlock”  switch.  On  new  Model 
FLB14A1  the  door  “unlock”  circuited  has  been  changed  to 
allow  access  to  the  tub  during  the  wash  cycle.  The  door  is 
locked,  however,  during  all  the  spin  cycle  and  for  1  minute 
after  the  spin  is  completed. 

The  Models  TLC15A1,  TLC15B1  and  the  TLC15C1  are 
new  and  are  identical  to  corresponding  Models  TLB15A1, 
TLB15B1  and  TLB5C1  except  the  Model  TLC15  employ  a 
new  design  transmission  that  allows  a  faster  stroke  of  the 
agitator. 

INSPECTION  AND  TEST:  The  TLC15  Models  have 
been  approved  by  Underwriters’  Laboratories,  Incorporated 
(File  E19073). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  10,  1946  and 
amended  through  April  10,  1973  under  Calendar  Number 
477-46-SA  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  models,  of  washing  machines  listed  above  on  condition 
that  the  requirements  of  the  original  resolution  and  previous 
amendments  adopted  under  Calendar  Number  477-46-SA  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board.,  certifying  that  such  materials,  processes  and  controls 
?re  being  maintained  as  were  in  effect  at  the  time  of  this 
annroval  or  previous  approvals  under  this  Calendar  Number. 
Fadure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

724-49- S  A 

APPLICANT — The  Carlin  Company,  owner. 

SUBJECT — Additional  oil-fired  burners. 
APPEARANCES— 

For  Applicant :  William  D.  Baldwin. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

724-49-SA — Amendment  to  resolution  to  include  additional 
oil  burners. 

The  Carlin  Company,  Wetherfield,  Connecticut,  requested 
that  the  resolution  adopted  December  20,  1949  and  amended 
through  October  26,  1971  under  Calendar  Number  724-49-SA 
be  reopened  and  amended  to  include  additional  oil  burners. 
PROPOSED  USE:  Oil  burners. 

DESCRIPTION :  The  additional  burners,  Models  200CRD 
and  201  CRD,  differ  from  previously  approved  burners  in  that 
the  design  of  the  combustion  heads  allow  the  air  pattern  to 
be  adjusted  for  different  firing  rates  for  optimum  combustion 
conditions.  Model  200CRD  has  a  firing  range  of  2.0  to  5.0 
GPH.  Model  201  CRD  has  a  firing  range  of  4.0  to  5.5  GPH. 
Model  201  CRD  has  a  larger  diameter  fan  blower  wheel  for 
its  higher  firing  range. 

INSPECTION  AND  TEST:  The  burners  have  been 
tested  and  approved  by  Underwriters’  Laboratories  (File 
MP1968). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  20,  1949  and 
amended  through  October  26,  1971  under  Calendar  Number 
724-49-SA  be  reopened  and  amended  to  include  additional 
oil  burners,  Models  200CRD  and  201  CRD,  on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendments  adopted  under  this  Calendar  Number  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 
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172-50-SM 

APPLICANT — Hi-Way  Concrete  Products  Corporation, 
owner. 

SUBJECT— Change  of  corporate  name. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
172-50-SM— Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Hi- Way  Concrete  Products  Corporation,  Saddle  Brook, 
New  Jersey,  requested  that  the  resolution  adopted  July  18, 
1950  under  Calendar  Number  172-50-SM  be  reopened  and 
amended  so  as  to  show  a  change  of  corporate  name. 
PROPOSED  USE:  Hi-Way  cinder  blocks,  Hi-Way  sand 
concrete  blocks  and  Hi-Way  waylite  concrete  blocks,  for  use 
in  masonry  construction. 

DESCRIPTION  :  The  applicant  requests  that  the  corporate 
name  be  changed  from  Hi-Way  Cinder  Block  and  Material 
Corporation  to  Hi-Way  Concrete  Products  Corporation. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  18,  1950  under  Calen¬ 
dar  Number  172-50-SM  be  reopened  and  amended  to  show  a 
change  of  corporate  name  from  Hi-Way  Cinder  Block  and 
Material  Corporation  to  Hi-Way  Concrete  Products  Cor¬ 
poration  on  condition  that  the  requirements  of  the  original 
resolution  adopted  under  Calendar  Number  172-50-SM  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


93-65-SA 

APPLICANT — Steward- Warner  Corporation,  Heating  and 
Air  Conditioning  Division,  owner. 

SUBJECT — Additional  oil  burners. 

APPEARANCES— 

For  Applicant :  Robert  J.  Shue. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
93-65-SA — Amendment  to  resolution  to  include  additional  oil 
burners. 

Stewart-Warner  Corporation,  Heating  and  Air  Condition¬ 
ing  Division,  Lebanon,  Indiana,  requested  that  the  resolution 
adopted  October  13,  1965  and  amended  through  July  7,  1972 
under  Calendar  Number  93-65-SA  be  reopened  and  amended 
to  include  additional  oil  burners. 

PROPOSED  USE:  Oil  burners. 

DESCRIPTION :  The  additional  burners,  Models  MOR-17 
and  MOR-34,  are  also  marketed  by  the  Mobil  Oil  Corpora¬ 
tion  as  Models  MOR-135  and  MOR-250,  respectively.  The 
additional  burners  are  similar  to  the  previously  approved 
Model  M03A  and  HPR  Series  burners.  The  end  of  the 
air  nose  cone  that  attaches  to  the  blast  tube  is  for  a  3)4" 
blast  tube  for  the  additional  burners  instead  of  for  a  4"  blast 
tube.  The  Model  MOR-17  burner  uses  a  1725  RPM  motor 
and  the  Model  MOR-34  burner  uses  a  3450  RPM  motor. 
Appropriate  RPM  fuel  pumps  are  used  on  the  respective 
burners.  Model  MOR-17  has  a  firing  rate  of  from  .65  to 

1.50  GPH.  Model  MOR-34  has  a  firing  rate  of  from  1.35  to 

2.50  GPH. 

INSPECTION  AND  TEST:  The  additional  burners  have 
been  tested  and  appproved  by  Underwriters’  Laboratories 
(Files  MP1644,  MP1688). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  13,  1965  and 
amended  through  July  7,  1972  under  Calendar  Number  93- 
65-SA  be  reopened  and  amended  to  include  additional  oil 
burners,  Model  MOR-17  (Mobil  Model  MOR-135)  and 
Model  MOR-34  (Mobil  Model  MOR-250)  . on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendments  adopted  under  this  Calendar  Number  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of  f 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta,  _ 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Assistant  Engr., 

Thomas  W.  Farricker,  Jr., 
Assistant  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with  > 
the  above  report. 


277-73-SA 

APPLICANT — Cook  Machinery  Company,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
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THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
277-73- SA — Cook  Machinery  Company,  Incorporated,  Dallas, 
Texas  filed  for  approval  of  Washette  washer-extractors, 
Models  130,  145,  HMN-130,  and  HMN-145,  under  the  pro¬ 
visions  of  C26-107.2  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Laundry  washer-extractors. 
DESCRIPTION :  The  machines  provide  variable  length 
wash,  rinse,  and  extraction  cycles  for  the  laundry.  The 
machines  are  powered  by  200  to  250  volt  motors.  The  cylin¬ 
der  is  stainless  steel  and  reverses  automatically  nine  times 
each  minute  during  operation.  The  machines  have  seven  cup 
automatic  supply  injectors  with  indicator  lights  to  show  prog¬ 
ression  of  the  cycles.  The  cycles,  water  temperature,  and 
water  level  are  programmed  with  color  coded  plastic  cards. 
Specifications  are  as  follows : 


Models  130 
and  HMN-130 


Capacity  . . .  25  pounds 

Wash  and  rinse  speed  .  34  RPM 

Extraction  speed .  370  RPM 

Cylinder  size  .  28"  x  15" 

Water  consumption  . .  78  gallons 

Mixing  valve  size  ....  y2" 


Models  145 
and  HMN-145 
45  pounds 
33  RPM 
360  RPM 
28"  x  20^6" 

118  gallons 


INSPECTION  AND  TEST :  The  machines  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (File  E29356). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Washette  washer-extractors,  Models 
130,  145,  HMN-130,  and  HMN-145,  under  the  provisions  of 
C26- 107.2  of  the  Building  Code  of  the  City  of  New  York. 
The  washer-extractors  shall  be  permanently  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  277-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
oi  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


289-73-SA 

APPLICANT — Eljer  Plumbingware  Division,  Wallace- 
Murray  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  Oh  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  5 

Negative:  . .  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
289-73-SA  Eljer  Plumbingware  Division,  Wallace-Murray 
Co  1  poration,  Pittsburgh,  Pennsylvania,  filed  for  approval  of 
tub  and  shower  units,  Models  E-1300,  E-1305,  E-1320,  E-1325, 
E-1341,  E-1346,  and  E-1343,  under  the  provisions  of  Article  5 
and  RS  16  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Tub/shower  and  shower  stall  units. 
DESCRIPTION :  The  units  are  constructed  of  fiberglass 
reinforced  polyester  with  a  gel  coat  surface.  The  units  are 
backed  with  wooden  reinforcement  covered  with  a  layer  of 
fiberglass  reniforced  resin. 

Models  E-1300  and  E-1305,  both  known  as  Granada,  are 
46  x  60  tub/shower  units  with  left  and  right  outlets, 
respectively. 

Models  E-1320  and  E-1325,  both  known  as  Concept  III, 
are  33)4  x  60  tub/shower  units  with  left  and  right  out- 
lets  respectively,  and  are  capped  with  Model  E-1321  cap  and 
Model  E-1326  cap,  respectively. 

, E'1341  and  E-1346,  both  known  as  Aurora,  are 
3/  x  48  shower  stalls  with  seats  on  the  left  and  right 
respectively. 

Model  E-1343,  known  as  Brighton,  is  a  36"  x  36"  shower 
stall. 

INSPECTION  AND  TEST :  The  tubs  and  showers  have 
been  tested  and  approved  by  the  National  Association  Home 
Builders  (No.  LJ13273-10/B/1300).  The  tubs  and  showers 
have  been  tested  for  flamespread  and  smoke  developed  ratings 
by  Richard  W.  Bletzacker,  Consulting  Engineer,  Columbus, 
Ohio  (Test  No.  41161).  The  results  showed  a  flamespread 
rating  of  92  and  a  smoke  developed  rating  of  653. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  tub  and  shower  units,  Models  E-1300, 
E-1305,  E-1320,  E-1325,  E-1341,  E-1346,  and  E-1343,  under 
the  provisions  of  Article  5  and  RS  16  of  the  Building  Code 
of  the  City  of  New  \ork  on  condition  that  the  drainage  for 
all  installations  shall  comply  with  P104.8,  P104.9,  and  Pl09.13 
of  RS  16  of  the  Building  Code  of  the  City  of  New  York  and 
that  the  tubs  and  showers  shall  not  be  used  in  Occupancy 
Group  El  buildings  (institutions,  such  as  jails,  prisons,  re¬ 
formatories,  mental  institutions,  hospitals,  sanitariums,  clin¬ 
ics,  nursing  homes,  orphanages,  homes  for  the  aged,  and  day 
nurseries).  The  tubs  and  showers  shall  be  permanently  la¬ 
beled  :  “Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Calendar  Number  289-73-SA." 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number, 
hailure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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297-73-SA 

APPLICANT— Blackstone  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  .  ” 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
297-73-SA— Blackstone  Corporation,  Jamestown,  New  York, 
filed  for  approval  of  Blackstone  Coin-Operated  Washing 
Machines,  Models  BC-215,  BC-225,  BC-315,  and  BC-325, 
under  the  provisions  of  C26-107.2  and  RS  16  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Commercial  coin-operated  washing 
machines. 

DESCRIPTION  :  The  machines  are  coin-operated  and  are 
used  for  commercial  applications.  The  machines  offer  vari¬ 
ous  washing  cycles  to  meet  flexible  laundering  requirements. 
The  washing  tub  is  3.77  cubic  feet,  22VY'  in  diameter.  The 
safety  lid  switch  prevents  the  washer  from  spinning  while 
the  lid  is  open.  Controls  include  an  emergency  on-off  switch 
and  a  fast  acting  brake.  The  hose  connection  has  an  auto¬ 
matic  overflow  safeguard.  The  machines  are  powered  by  two 
speed,  1140/1725  RPM,  HP,  115  volt  motors. 
INSPECTION  AND  TEST:  The  washing  machines  ha.ve 
been  tested  and  approved  by  Underwriters’  Laboratories 
(File  E12073). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Blackstone  Coin-Operated  Washing 
Machines,  Models  BC-215,  BC-225,  BC-315,  and  BC-325, 
under  the  provisions  of  C26-107.2  of  the  Building  Code  of  the 
City  of  New  York  on  condition  that  all  installations  of  the 
washing  machines  shall  comply  with  the  requirements  of 
RS16  of  the  Building  Code  of  the  City  of  New  York  for  the 
protection  of  the  potable  water  supply  where  inlet  connec¬ 
tions  are  made.  The  washing  machines  shall  be  permanently 
labeled:  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
297-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  amiual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
'  report. 


308-73-SM 

APPLICANT — Twentieth  Century  Products  Corporation, 
Dan  Kamphausen,  President,  owner. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
308-73-SM— Twentieth  Century  Products  Corporation,  En¬ 
glewood,  Colorado,  filed  for  approval  of  Twentieth  Century 
Model  No.  105  Anti-Syphon  Ball  Cock  under  the  provisions 
of  RS  16  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Anti-syphon  ball  cock. 
DESCRIPTION :  The  anti-syphon  ball  cock  is  designed  for 
use  in  a  water  closet  flush  tank.  It  consists  of  a  sheathed 
user  tube  terminating  in  a  housing  which  contains  the  shut¬ 
off  valve  and  the  vacuum  breaker.  The  shut-off  is  a  dia¬ 
phragm  type  valve.  The  vacuum  breaker  is  a  rubber  disc 
with  V2]/a"  diameter  openings.  Water  level  is  controlled  by 
a  cylindrical  float. 

INSPECTION  AND  TEST:  The  ball  cock  has  been 
tested  and  approved  by  the  International  Association  of 
Plumbing  and  Mechanical  Officials  (File  No.  1217). 
RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Twentieth  Century  Model  No.  105 
Anti-Syphon  Ball  Cock  under  the  provisions  of  RS  16  of 
the  Building  Code  of  the  City  of  New  York  on  condition 
that  the  bottom  of  the  vacuum  breaker  of  the  ball  cock  is 
installed  at  least  4"  above  the  tank  overflow.  The  ball  cock 
shall  be  permanently  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  308-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

663-73-SA 

APPLICANT — Solomon  Sheer  for  Park-Master  Products, 
owner. 

APPEARANCES— 

For  Applicant :  Solomon  Sheer  and  Wayne  Harding. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  . 0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
663-73-SA — Solomon  Sheer,  P.  E.,  New  York,  for  Park- 
Master  Products,  Anaheim,  California,  filed  for  approval  of 
Park-Master  Car  Lilts  under  the  provisions  of  C26-107.2  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Car  lift  to  increase  parking  area. 
DESCRIPTION :  The  lift  is  a  device  to  raise  cars  to  a 
height  of  08",  which  permits  other  cars  to  park  underneath. 
A  hydraulic  system  is  contained  within  each  of  two  stan¬ 
chions  for  each  lift.  The  platform  and  car  are  raised  on 
the  stanchions.  The  electric  drive  motor  is  220  volt,  5  or 
7.5  H.P.  The  loading  capacity  is  7000  pounds.  The  lift  is 
stick  operated.  Safety  features  include  a  synchronization 
bar  to  assure  simultaneous  rise  and  descent  of  both  sides,  a 
hand  pump  which  allows  manual  operation  in  case  of  power 
failure,  a  dead-man  control  to  lock  the  car  in  any  position 
as  it  is  being  raised  or  lowered  with  the  stick  control,  and 
a  swing-sensor  to  prevent  the  top  car  from  being  lowered 
onto  the  bottom  car.  The  lift  is  used  in  attended  outdoor 
parking  lots  and  in  attended  sprinklered  indoor  garages. 
INSPECTION  AND  TEST :  The  lift  has  been  tested  and 
approved  with  a  7000  pound  capacity  by  the  State  of  Cali¬ 
fornia  Department  of  Industrial  Relations,  Division  of  In¬ 
dustrial  Safety  (No.  3458).  The  design  of  the  lift  has  been 
certified  by  Scherrer-Baumann  and  Associates,  Consulting 
Structural  Engineers,  Santa  Ana,  California. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Park-Master  Car  Lifts  under  the 
provisions  of  C26-107.2  of  the  Building  Code  of  the  City  of 
New  York  on  the  following  conditions: 

L  The  parking  lots  and  garages  in  which  the  lift  is 
used  shall  be  attended. 

2.  The  requirements  for  parking  lots  of  09-72.1  of 
the  Administrative  Code  shall  be  complied  with. 

3.  Each  proposed  use  of  the  lift  shall  be  submitted 
to  the  Department  of  Buildings  to  determine  whether  it 
complies  with  the  Zoning  Resolution  and  whether  soil 
conditions  are  adequate. 

4.  All  regulations  of  the  Department  of  Licenses 
shall  be  complied  with. 

5.  Indoor  installations  of  the  lift  shall  be  in 
sprinklered  garages  which  also  have  side  wall  sprinklers 
to  protect  the  lower  vehicle  parked  on  the  lift.  The 
side  wall  sprinklers  shall  be  protected  from  mechanical 
injury.  The  sprinkler  pipe  sizes  shall  be  adequate  to 
supply  the  additional  side  wall  sprinklers. 

j6'  ?°r  indoor  installations  of  the  lift,  plans  shall  be 
filed  and  approved  by  the  Department  of  Buildings  for 
the  alteration  of  the  existing  sprinkler  system  and  tie-in 
of  the  additional  sprinklers.  Hydrostatic  tests  of  the 
sprinkler  system  components  shall  be  witnessed  and 
approved  by  the  Fire  Department  and  Department  of 
Buildings. 

7.  The  lifts  shall  be  permanently  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  663-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  owmership,  change 
of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


56-36-SA 

APPLICANT — York-Shipley,  Incorporated,  owner. 
SUBJECT — Revocation — York  horizontal  rotary  oil  burner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  May  5,  1936;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


435-51-SA 

APPLICANT — York-Shipley,  Incorporated,  owner. 
SUBJECT — Revocation — York-Heat  (oil  fired),  Models  Sl- 
115,  Sl-150  and  Sl-205  (warm  air  heating). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  October  30,  1951 ;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

668-53-SA 

APPLICANT— York-Shipley,  Incorporated,  owner. 
SUBJECT — Revocation — York-Heat  Levittowner  oil  fired 
hot  water  heating  boiler,  Model  T-2-250. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  December  22,  1953 ;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

669-53-SA 

APPLICANT— York-Shipley,  Incorporated,  owner. 
SUBJECT— Revocation.— York-Heat  Levittowner  gas-fired 
hot  water  heating  boiler. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  January  12,  1954;  and 
Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


580-54-SA 

APPLICANT — York-Shipley,  Incorporated,  owner. 
SUBJECT — Revocation. — Jackson  and  Church  gas-fired  sus¬ 
pended  units,  Models  GA-350  and  GA-450  also  GS  Series 
and  GU  Series. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  April  29,  1958 ;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1003-54-SA 

APPLICANT — Linde  Air  Products  Company,  Division  of 
Union  Carbide  and  Carbon  Corporation,  owner. 
SUBJECT — Revocation. — Linde  Liquid  Transport  Semi- 
Trailer  for  liquid  oxygen,  nitrogen  and  argon,  Models  250 
and  300. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chainnan  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  October  30,  1956;  and 
Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

1004-54-SA 

APPLICANT — Linde  Air  Products  Company,  Division  of 
Union  Carbide  and  Carbon  Corporation,  owner. 
SUBJECT — Revocation. — Linde  liquid  servicing  container 
for  nitrogen  and  argon,  Model  12. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  October  10,  1961 ;  and 
Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

875-55-SA 

APPLICANT — York-Shipley,  Incorporated,  owner. 
SUBJECT — Revocation1 — York-Power  Econol  oil  burners, 
Models  TH-21,  TH-33,  TH-36,  TH-60,  TH-75  and  TH-84. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION—  1 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  November  13,  1957 ;  and 
Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 
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387-56-SA 

APPLICANT — Lennox  Industries,  Incorporated,  owner. 
SUBJECT — Revocation — Lennox  Industrial  Furnaces,  gas  or 
oil-fired,  Models  OG2-500,  OG2-750  up  to  OG2-150. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  May  21,  1957;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


666-57-SA 

APPLICANT — York-Shipley,  Incorporated,  owner. 
SUBJECT — Revocation — York-Shipley  Combination  gas-oil 
rotary  burner,  Models  AG,  AGM,  AHGM,  AP,  APM, 
AHP  and  AHPM. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  November  19,  1957 ;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


932-60-SA 

APPLICANT — York-Shipley,  Incorporated,  owner. 
SUBJECT — Revocation — Jackson  and  Church  Heaters — 
Models  JC-40,  50  75,  100,  125,  150,  175  and  200  for  heavy 
oil  (space  heating  by  warm  air). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  November  14,  1961 ;  and 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

115-73-SM 

APPLICANT — Locknetics,  Sichertron  Corporation,  owner. 
SUBJECT — Application  February  22,  1973 — powerbolt  elec¬ 
tric  locking  devices,  Models  H333R,  H334R,  S334R,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  Robert  Wolfskews. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974  at  2 
P.M. 

502-73-SM 

APPLICANT — Raymond  C.  Frobosilo  and  Samuel  W. 
Levine,  owners. 

SUBJECT — Retractable  barrier  for  fire  escape  windows. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at  2  P.M. 

529-73-SM 

APPLICANT — Automatic  Filter  Systems,  Incorporated, 
owner. 

SUBJECT — Water/oil  separator. 

APPEARANCES— 

For  Applicant:  Francis  Skelley. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at  2 
P.M. 


25-73-BZY — B.Q. — 353  Beach  48th  Street,  Block  14850, 
Lots  6,  8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45,  52,  N.B. 
775-72. 

APPEARANCES— 

For  Applicant :  Richard  Brenner. 

For  Opposition :  William  Hoppen. 

For  Administration :  W.  J.  Kerwicky,  P.E.  Dept,  of  Build¬ 
ings. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at  2 
P.M. 


11-74-BZY — B.B. — 55-59  Pierrepont  Street,  Block  236, 
Lot  15,  Alt.  No.  1659-73. 

APPEARANCES— 

For  Applicant :  Howard  Zipper. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1974,  at  2 
P.M.,  at  the  request  of  the  applicant. 


1-74-BZY — B.Bx. — 685  White  Plains  Road— Block  3563, 
Lots  1,  19,  20,  56,  61,  65-69,  71  and  73— N.B.  406-73. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at  2 
P.M.,  at  the  request  of  the  applicant. 


2-74-BZY— B.B.— 1702-50  Avenue  R— Block  6821,  Lots 
201-212— N.B.  91-73. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 
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ACTION  OF  BOARD— Laid  over  to  May  7,  1974,  at  2 
P.M.,  at  the  request  of  the  applicant. 


4-74-BZY — B.Bx. — 3355  White  Plains  Road— Block  4624, 
Lot  37— N.B.  188-73. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  May  7,  1974,  at  2 
P.M.,  at  the  request  of  the  applicant. 


12-74-BZY — B.Q. — 140  Beach  25th  Street,  Block  15815, 
Lot  20,  N.B.  984-72. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition:  William  Hoppen. 

ACTION  OF  BOARD— Laid  over  to  April  9,  1974,  at 
2  P.M.,  at  the  request  of  the  applicant. 


13-74-BZY— B.B.— 650  East  104th  Street,  Block  8172, 
Lot  13,  N.B.  508-73. 

APPEARANCES— 

For  Applicant:  David  Farber. 

ACTION  OF  BOARD— Laid  over  to  April  2,  1974,  at  2 
P.M. 

621-73-A 

APPLICANT — P.  E.  Truesdale  for  44th  Avenue  Realty, 
Incorporated,  owner. 

SUBJECT — Application  November  20,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  storage  of  glycerine. 
PREMISES  AFFECTED — 10-05  44th  Avenue,  northeast 
corner  of  10th  Street,  Block  453,  Lot  1,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri, 
Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  2,  1972  and  October  26,  1973,  on  Order  No.  72-2763- 
MY-2,  reads: 

“2.  Discontinue  filling  55  gal.  drums  with  glycerine 
direct  from  tank  trucks.  C19-11  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  May  2,  1972  and  October  26,  1973,  acting  on  Order 
No.  72-2763-MY-2,  Objection  No.  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  substantially  conform  to 
drawings  marked  “Received  March  25,  1974”,  one  sheet: 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


683-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 


SUBJECT — Application  December  17,  1973 — filed  pursuant 
to  Section  36,  Article  2  of  the  General  City  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 3  Waterside  Parkway,  east  side, 
24.77  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  155, 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Patricia  Rodriguez. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1973,  on  N.B.  Applic.  1893/73,  reads: 
“The  street  giving  access  to  the  proposed  building  is  not 
duly  placed  on  the  official  map  therefore 

a)  No  Certificate  of  Occupancy  can  be  issued,  as 
per  Article  2,  Sec.  36  of  the  General  City  Law. 

b)  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  fronting  directly 
upon  a  legally  mapped  street  or  frontage  space — contrary 
to  Sec.  C26-401.1  (Building  Code).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1973,  acting  on  N.B.  Applic.  1893/73, 
Objection  Nos.  a  and  b,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways ;  that  the  building  shall 
substantially  comply  with  drawings  marked  “Received  De¬ 
cember  17,  1973”,  4  sheets;  and  that  all  laws,  rules  and  regu¬ 
lations  shall  be  complied  with. 


684-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  December  17,  1973 — filed  pursuant 
to  Section  36,  Article  3  if  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 6  Waterside  Parkway,  west 
side,  51.76  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot 
72,  Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Patricia  Rodriguez. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  November  27,  1973,  on  N.B.  Applic.  1886/73,  reads: 
“The  street  giving  access  to  the  proposed  building  is  not 
duly  placed  on  the  official  map  therefore 

a)  No  Certificate  of  occupancy  can  be  issued,  as  per 
Article  2,  Sec.  36  of  the  General  City  Law. 

b)  Proposed  construction  does  not  have  at  least  8 % 
of  the  total  perimeter  of  the  building  fronting  directly 
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upon  a  legally  mapped  street  or  frontage  space — contrary 
to  Sec.  C26-401.1  (Building  Code).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1973,  acting  on  N.B.  Applic.  1886/73, 
Objection  Nos.  a  and  b,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways;  that  the  building  shall 
substantially  comply  with  drawings  marked  “Received  De¬ 
cember  17,  1973”,  4  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


685-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  December  17,  1973 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 5  Waterside  Parkway,  east  side, 
48.27  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  154, 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Patricia  Rodriquez. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1973,  on  N.B.  Applic.  1892/73,  reads: 

“The  street  giving  access  to  the  proposed  building  is  not 
duly  placed  on  the  official  map  therefore 

a)  no  Certificate  of  Occupancy  can  be  issued,  as  per 
Article  2,  Sec.  36  of  the  General  City  Law. 

b)  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  fronting  directly 
upon  a  legally  mapped  street  or  frontage  space — contrary 
to  Sec.  C26-401.1  (Building  Code).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1973,  acting  on  N.B.  Applic.  1892/73 
Objection  Nos.  a  and  b,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways;  that  the  building  shall 
substantially  comply  with  drawings  marked  “Received  De¬ 
cember  17,  1973”,  4  sheets;  and  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 

686-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  December  17,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 


PREMISES  AFFECTED — 8  Waterside  Parkway,  west 
side,  75.90  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot 
73,  Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Patricia  Rodriguez. 

AC  I  ION  Ob  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative  :  . ’  *  o 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1973,  on  N.B.  Applic.  1885/73,  reads : 
“The  street  giving  access  to  the  proposed  building  is  not 
duly  placed  on  the  official  map  therefore 

a)  No  Certificate  of  Occupancy  can  be  issued,  as  per 
Article  2,  Sec.  36  of  the  General  City  Law. 

b)  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  fronting  directly 
upon  a  legally  mapped  street  or  frontage  space — contrary 
to  Sec.  C26-401.1  (Building  Code).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1973,  acting  on  N.B.  Applic.  1885/73, 
Objection  Nos.  a  and  b,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways ;  that  the  building  shall 
substantially  comply  with  drawings  marked  “Received  De¬ 
cember  17,  1973”,  4  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


687-73-A 

APPLICANT — -Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  December  17,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 11  Waterside  Parkway,  east 
side,  118.77  feet  south  of  Hylan  Boulevard,  Block  5195, 
Lot  151,  Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Patricia  Rodriguez. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1973,  on  N.B.  Applic.  1889/73,  reads: 
“The  street  giving  access  to  the  proposed  building  is  not 
duly  placed  on  the  official  map  therefore 

a)  No  Certificate  of  Occupancy  can  be  issued,  as 
per  Article  2,  Sec.  36  of  the  General  City  Law. 

b)  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  fronting  directly 
upon  a  legally  mapped  street  or  frontage  space — con¬ 
trary  to  Sec.  C26-401.1  (Building  Code).” 

and 
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Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1973,  acting  on  N.B.  Applic  1889/73, 
Objection  Nos.  a  and  b,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with,  the  stand- 
ards  of  the  Department  of  Highway;  that  the  building  shall 
substantially  comply  with  drawings  marked  Received  Decem¬ 
ber  17,  1973”,  4  sheets;  and  that  all  laws,  rules  and  regula- 
tions  shall  be  complied  with. 


688-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  December  17,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 4  Waterside  Parkway,  west 
side,  27.62  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot 
71,  Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Patricia  Rodriquez. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  .  ^ 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1973,  on  N.B.  Applic.  1887/73,  reads: 
“The  street  giving  access  to  the  proposed  building  is  not 
duly  placed  on  the  official  map  therefore 

a)  No  Certificate  of  Occupancy  can  be  issued,  as  per 
Article  2,  Sec.  36  of  the  General  City  Law. 

b)  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  fronting  directly 
upon  a  legally  mapped  street  or  frontage  space — contrary 
to  Sec.  C26-401.1  (Building  Code).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1973,  acting  on  N.B.  Applic.  1887/73, 
Objection  Nos.  a  and  b,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways ;  that  the  building  shall 
substantially  comply  with  drawings  marked  “Received  De¬ 
cember  17,  1973”,  4  sheets ;  and  that  all  laws,  rules  and  regu¬ 
lations  shall  be  complied  with. 


689-73-A 

APPLICANT — Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT — Application  December  17,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 9  Waterside  Parkway,  east 
side,  95.27  feet  south  of  Hylan  Boulevard,  Block  5195, 
Lot  152,  Great  Kills,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  Patricia  Rodriquez. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1973,  on  N.B.  Applic.  1890/73,  reads : 

“The  street  giving  access  to  the  proposed  building  is  not 
duly  placed  on  the  official  map  therefore 

a)  No  Certificate  of  Occupancy  can  be  issued,  as  per 

Article  2,  Sec.  36  of  the  General  City  Law.  j 

b)  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  fronting  directly 
upon  a  legally  mapped  street  or  frontage  space— contrary 
to  Sec.  C26-401.1  (Building  Code).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions.  f 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1973,  acting  on  N.B.  Applic.  1890/73, 
Objection  Nos.  a  and  b,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways;  that  the  building  shall 
substantially  comply  with  drawings  marked  “Received  De¬ 
cember  17,  1973”,  4  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


690-73-A 

APPLICANT— Jerome  L.  Grushkin  for  Cotra  Construction 
Corporation,  owner. 

SUBJECT— Application  December  17,  1973— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 7  Waterside  Parkway,  east  side, 
71.77  feet  south  of  Hylan  Boulevard,  Block  5195,  Lot  153, 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES—  ! 

For  Applicant :  Patricia  Rodriquez. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta,  ( 

Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh .  5 

Negative: .  0 

THE  RESOLUTION—  j 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  November  27,  1973,  on  N.B.  Applic.  1891/73,  reads: 

“The  street  giving  access  to  the  proposed  building  is  not 
duly  placed  on  the  official  map  therefore 

a)  no  Certificate  of  Occupancy  can  be  issued,  as  per 
Article  2,  Sec.  36  of  the  General  City  Law. 

b)  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  fronting  directly 
upon  a  legally  mapped  street  or  frontage  space — contrary 
to  Sec.  C26-401.1  (Building  Code).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 

the  Board  which  recommended  that  the  appeal  be  granted 

under  certain  conditions. 
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Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1973,  acting  on  N.B.  Applic.  1891/73, 
Objection  Nos.  a  and  b,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  I-aw,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways;  that  the  building  shall 
substantially  comply  with  drawings  marked  “Received  De¬ 
cember  17,  1973”,  4  sheets;  and  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 


693-73-A 

APPLICANT — Frank  A.  Vaccaro  for  Richard  Standing, 
owner. 

SUBJECT — Application  December  20,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame  building 
within  the  fire  district. 

PREMISES  AFFECTED — 531  Forest  Avenue,  northeast 
corner  of  Davis  Avenue,  Block  148,  Lot  36,  West  Brighton, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  28,  1973,  on  Alt.  Applic.  1/72,  reads: 

“1.  Conversion  of  a  frame  building  from  residence 
to  business  use  within  the  fire  limits  is  contrary  to 
C26-405.0  of  the  Building  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  cinditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  28,  1973,  acting  on  Alt.  Applic.  1/72,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  substantially  conform  to  drawings  marked 
“Received  January  22,  1974”,  2  sheets,  and  “March  21,  1974”, 
4  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


705-73-A 

APPLICANT — Charles  Spindler  for  First  Republic  Cor¬ 
poration  of  America,  c/o  Williams  &  Company,  owner. 
SUBJECT — Application  December  28,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readi¬ 
ness. 

PREMISES  AFFECTED — 248-56  West  39th  Street,  south 
side,  202.6  feet  east  of  8th  Avenue,  Block  788,  Lot  73, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amoto. 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri, 
Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 

Negative : 


THE  RESOLUTION— 

W  hereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  13,  1973,  on  Folder  No.  126323..01  reads: 

“In  reply  to  your  request  of  December  3,  1973  for  a 
Quick  Response  Elevator  Service  at  the  above  premises 
is  hereby  denied.  However,  this  denial  may  be  used 
in  filing  your  appeal  with  the  Board  of  Standards  and 
Appeals  for  a  variance.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  December  13,  1973,  acting  on  Folder  No.  126323.01, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  Quick  Response 
Service,  in  accordance  with  Calendar  Number  630-56-GR,  be 
installed;  that  this  grant  be  for  a  term  of  ten  years;  that 
the  sprinkler  system  have  a  central  office  connections;  on 
further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings  marked  “Received  December  28,  1973”, 
one  sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


29-74-A 

APPLICANT — Donald  B.  Pennell  for  Consolidated  Edison 
Company  of  New  York,  Incorporated,  owner. 

SUBJECT  Application  January  18,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  request  for  waiver 
of  qualified  operator  requirement. 

PREMISES  AFFECTED — 43  Gold  Street,  northeast  corner 
of  Plymouth  Street,  Block  22,  Lots  1  and  4,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Donald  B.  Pennell  and  William  R.  Miller. 
For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri, 
Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
January  9,  1974,  reads: 

“In  response  to  your  letter  of  January  8,  1974,  please  be 
advised  that  the  refrigeration  equipment  as  outlined 
comes  within  the  scope  of  F.  P.  Directive  1-61  revised, 
dated  May  8,  1968. 

Your  request  for  a  waiver  of  the  qualified  machine 
operator  requirement  must  therefore  be  denied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  ithe  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  letter  of  the  Fire  Commissioner,  dated 
January  9,  1974,  acting  on  F. P/Directive  1-61,  revised  May 
8,  1968,  be  and  it  hereby  is  modified  and  thaft  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  a  person  holding 
a  Fire  Department  Certificate  of  Qualification  for  refrigerat¬ 
ing  systems  is  available  at  all  times  to  respond  to  any 
emergency;  on  further  condition  that  the  refrigeration 
equipment  shall  substantially  conform  to  drawings  marked 
“Received  January  18,  1974”,  6  sheets;  and  that  all  laws, 
0  rules  and  regulations  shall  be  complied  with. 
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674-73-A 

APPLICANT— Leonard  F.  Rothkrug  for  Leda  Organiza¬ 
tion  Incorporated,  owner,  (Williamsbridge  Manor  Home 
for  Adults). 

SUBJECT — Application  December  14,  1973 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  revocation 
of  Building  Permit  #  130/73. 

PREMISES  AFFECTED— 799  Gun  Hill  Road,  northwest 
corner  of  Barnes  Avenue,  Block  4658,  Lot  21,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request  of 
the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  .  ^ 

699-73-A 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  St.  Andrew’s  Associates,  lessee. 

SUBJECT— Application  December  26,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED— 50-54  West  58th  Street,  south 
side,  195  feet  east  of  the  Avenue  of  the  Americas,  Block 
1273,  Lots  64  and  65,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  A.  Zipper. 

ACTION  OF  BOARD — Appeal  withdraivn  at  the  request  of 
the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  .  0 

441-70-A 

APPLICANT— Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT— Application  August  17,  1970— appeal  from  Fire 
Department  regulations  re-  Pressured  Products. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri, 
Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  24,  1974, 
at  2  P.M.,  at  the  request  of  the  applicant. 


617-73-A 

APPLICANT — Harvey  P.  Clarkson,  President  of  Shreve, 
Lamb  &  Harmon  Associates  for  Prudential  Life  Insurance 
Company,  owner,  Empire  State  Building  Company,  lessee, 
Helmsley  Spear,  Incorporated,  agent. 

SUBJECT — Application  November  16,  1973 — appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  exemption 
from  required  re-entry  and  re-entry  signs. 

PREMISES  AFFECTED— 350  Fifth  Avenue  and  2  to  20 
West  34th  Street,  southwest  corner  and  1  to  29  West  33rd 
Street,  Block  835,  Lot  41,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 


For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri, 
F.  D. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1974,  at  2 
P.M.,  at  the  request  of  the  applicant. 

_ 

645- 73-A 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Thomas  Ripley,  owner. 

SUBJECT— Application  November  30,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  modification  of 
Certificate  of  Occupancy  #123555. 

PREMISES  AFFECTED— 66-41  Grand  Avenue,  north  side, 
127.94  feet  west  of  Queens  Midtown  Expressway,  Block 
2724,  Lot  61,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Thomas  Ripley. 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri, 
Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  May  28,  1974,  at  2 
P.M.,  at  the  request  of  the  owner. 

646- 73-A 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Thomas  Ripley,  owner. 

SUBJECT— Application  December  3,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #139045. 

PREMISES  AFFECTED— 66-43  and  66-45  Grand  Avenue, 
north  side,  83  feet  west  of  Queens  Midtown  Expressway, 
Block  2724,  Lot  58,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Thomas  Ripley. 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri, 
F.  D. 

ACTION  OF  BOARD — Laid  over  to  May  28,  1974,  at  2 
P.M.,  at  the  request  of  the  owner. 

647- 73-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner  for 
Corner  Distributors,  owner. 

SUBJECT— Application  December  3,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #32402. 

PREMISES  AFFECTED— 2901  White  Plains  Road,  north¬ 
west  corner  of  Arnow  Avenue,  Block  4542,  Lot  1,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  John  P.  Walpole. 

For  Administration :  Lt.  T.  W.  Milne  and  C.  Palmieri, 
Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1974,  at  2 
P.M.,  at  the  request  of  the  applicant. 


648- 7 3- A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner  for 
Corner  Distributors,  owner. 

SUBJECT — Application  December  3,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #47184. 

PREMISES  AFFECTED— 2927  White  Plains  Road,  west 
side,  125  feet  north  of  Arnow  Avenue,  Block  4542,  Lot  20, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 
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For  Opposition :  John  P.  Walpole. 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri, 
F.  D. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at  2 
P.M.,  at  the  request  of  the  applicant. 


676-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Willow  Grove 
Realty  Corporation,  owner,  (Willow  Grove  Health  Related 
Facility). 

SUBJECT — Application  December  14,  4973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #91-73. 

PREMISES  AFFECTED— 1702/50  Avenue  R,  southeast 
corner  of  East  17th  Street,  Block  6921,  Lots  201  and  212, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at  2 
P.M.,  at  the  request  of  the  applicant. 


704-73-A 

APPLICANT — Charles  Spindler  for  Empire  Assoc,  c/o 
Abrams  Brothers,  owner. 

SUBJECT — Application  December  28,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readiness. 
PREMISES  AFFECTED — 35-39  West  47th  Street,  north 
side  324  feet  11^2  inches  north  of  the  Avenue  of  the  Ameri¬ 
cas,  Block  1263,  Lot  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  B.  J.  Amoto. 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri, 
Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at  2 
P.M.,  for  continued  hearing. 


25-74-A 

APPLICANT — Alphonse  J.  Calvanico  for  Robert  McNee, 
owner. 

SUBJECT— Application  January  16,  1974 — fded  pursuant  to 
Section  35  of  the  General  City  Law  re-  building  in  bed  of 
a  mapped  street. 

PREMISES  AFFECTED — 780  Richmond  Terrace,  south 
side,  25  feet  east  of  Clinton  Avenue,  Block  69,  Lot  104, 
Livingston,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Alphonse  J.  Calvanico  and  David  C. 
Winters. 

ACTION  OF  BOARD — Laid  over  to  April  2,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


26-74-A 

APPLICANT — Alphonse  J.  Calvanico  for  Robert  McNee, 
owner. 

SUBJECT — Application  January  16,  1974 — filed  pursuant  to 
Section  35  of  the  General  City  Law  re-  building  in  bed  of 
a  mapped  street. 

PREMISES  AFFECTED — 782  Richmond  Terrace,  south¬ 
east  corner  of  Clinton  Avenue,  Block  69,  Lot  103,  Living¬ 
ston,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Alphonse  J.  Calvanico  and  David  C. 
Winters. 

ACTION  OF  BOARD — Laid  over  to  April  2,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


Adjourned :  3  :00  P.M. 

John  B.  Cincotta,  Executive  Director 
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CORRECTIONS 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  February  26,  1974,  as  they 
appeared  in  Bulletin  10,  Vol.  59,  are  corrected  to  read  as 
follows : 

7-74-BZY—B.B.—5811  Ditmas  Avenue,  Block  7916,  Lots  1, 
2,  5,  8,  9,  N.B.  63-73,  re-  Revocation  of  Building  Permit. 

APPEARANCES— 

For  Applicant:  Julius  J.  Rosen. 

ACTION  OF  BOARD— Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
N  egative .  0 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-331  of  the  Zoning  Resolution  for 
time  to  complete  foundations. 

Resolved,  that  the  Board  does  hereby  authorize  under 
Section  11-331  of  the  Zoning  Resolution  the  time  to  complete 
foundations  to  August  26,  1974. 

*  Correction :  The  address  has  been  corrected  to  read  as 
shown  above  in  italics. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board  of 

Standards  and  Appeals  held  on  February  26,  1974,  as  they  ap¬ 
peared  in  Bulletin  10,  Vol.  59,  are  corrected  to  read  as  follows  : 

189-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Flushing  Federal 
Savings  &  Loan  Association. 

SUBJECT — Application  March  29,  1973' — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  a  six  story  and  cellar  enlargement  to  an  existing  bank 
and  office  building  that  will  exceed  the  permitted  floor 
area  ratio,  penetrate  the  sky  exposure  plane  and  have  less 
than  the  required  accessory  parking. 

PREMISES  AFFECTED — 136-21  Roosevelt  Avenue,  north 
side,  175  feet  east  of  Main  Street,  Block  4980,  Lot  11, 
Flushing,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Emanuel  Weintraub. 


RECOMMENDATION  OF  THE  COMMUNITY 

BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
September  18,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  23,  1973;  then  to  November 
20,  1973;  then  to  December  18,  1973;  then  to  January  29, 
1974;  then  to  February  13,  1974;  then  to  February  26,  1,974 ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1973,  acting  on  Alt.  Applic.  98/1973,  reads: 

“1.  Proposed  F.A.R.  is  contrary  to  Sec.  33-123  Z.R. 

2.  Proposed  building  penetrates  the  sky  exposure 
plane  and  is  contrary  to  Sec.  33-432  Z.R. 

3.  Proposed  parking  is  contrary  to  Sec.  36-21  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C4-2  district,  the  erection  of  a  6-story  and  cellar  enlarge¬ 
ment  to  an  existing  bank  and  office  building  that  will  exceed 
the  permitted  floor  area  ratio,  penetrate  the  sky  exposure 
plane  and  have  less  than  the  required  accessory  parking,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  March  29, 
1973”,  one  sheet,  “January  25,  1974”,  10  sheets,  “February 
8,  1974”,  3  sheets,  and  “February  20,  1974”,  one  sheet;  on 
further  condition  that  a  total  of  46  accessory  parking  spaces 
be  provided,  and  that  those  spaces  be  provided  offsite  at 
Block  4973,  Lot  37  be  by  attendant  parking;  on  further  con¬ 
dition  that  no  permit  for  construction  of  the  premises  shall 
be  issued  until  the  applicant  files  a  deed  with  the  Board 
showing  ownership  of  Block  4973,  Lot  37,  in  the  Flushing 
Federal  Savings  and  Loan  Association;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

*  Correction :  In  the  Resolved  Section  the  lot  has  been 
changed  to  read  “Lot  37”. 
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DOCKET 

New  Cases  Filed  up  to  April  2, 197 4 

Cal.  No.  Dept.  Premises  Affected 

181-74-BZ — B.Q.— 109-39  Ditmars  Boulevard,  northeast 
corner  of  31st  Road,  Block  1657,  Lot  142,  East  Elmhurst, 
Borough  of  Queens,  Community  Board  #3,  N.B.  514-73, 
re-  fourteen  family  garden  type  multiple  dwelling,  R3-2 
district. 


182- 74-BZ — B.Q. — 84-20  164th  Avenue,  southwest  corner 
of  85th  Street,  Block  14078,  Lot  89,  Howard  Beach, 
Borough  of  Queens,  Community  Board  #10,  N.B.  865-73, 
re-  one  family  dwelling,  R2  district. 

183- 74-BZ — B.Bx. — 2224  Throop  Avenue,  east  side,  125 
feet  south  of  Astor  Avenue,  Block  4373,  Lot  14,  Borough 
of  The  Bronx,  Community  Board  #12,  Alt.  No.  75-74  re¬ 
proposed  enlargement  to  a  two  family  dwelling,  R3-2 
district. 


184-74- A — B.R. — 3636  Richmond  Terrace,  east  side,  1200 
feet  south  of  Western  Avenue,  Block  1338,  Lot  1,  Bor¬ 
ough  of  Richmond,  Fire  Department  letter  of  3/20/74, 
re-  smoking  facility  in  warehousing  operation,  M3-1  dis¬ 
trict. 


185-74-A — B.R. — 48  Church  Avenue,  south  side,  431.07 
feet  east  of  Victory  Boulevard,  Block  2625,  Lot  41,  Travis, 
Borough  of  Richmond,  N.B.  169-74,  re-  building  not 
fronting  legal  street,  General  City  Law. 


186-74-BZ — B.M.Q. — 200  to  206  East  44th  Street,  681  to 
701  Third  Avenue,  southeast  corner,  and  201  to  207  East 
43rd  Street,  Block  1317,  Lots  1,  6,  45,  46,  Borough  of 
Manhattan,  N.B.  65-73,  re-  thirty  one  story  office  building, 
C5-3  disrtict. 


187- 74-A — B.M. — 628  to  638  Third  Avenue,  and  150  to  155 
East  41  Street,  northwest  corner,  Block  1295,  Lot  40, 
Borough  of  Manhattan,  Alt.  No.  254-74,  re-  fire  alarm 
system,  C5-3  disrtict. 

188- 74-SA — Robertshaw  Controls  Company,  class  E  fire 
alarm  systems,  manufactured  by  Robertshaw  Controls 
Company,  Appliance. 

189- 74-SM — Teledyne  Thermatics,  teflon  insulated  wire 
and  cable,  manufactured  by  Teledyne  Thermatics, 
Material. 


190-74-SM — Familian  Corporation,  MG  coupling  various 
models,  manufactured  by  Familian  Corporation,  Material. 


191-74-BZ — B.Bx. — Lafayette  and  Newman  Avenue, 
southwest  corner,  between  Newman  Avenue  and  White 
Plains  Road,  Blocks  3605,  3606,  Lot  1,  Borough  of  The 
Bronx,  Community  Board  #8,  N.B.  57-74,  re-  proposed 
post  office,  R6  district. 


APPLICATION  FOR  EXTENSION  OF  TIME 
TO  COMPLETE  CONSTRUCTION 
(Filed  pursuant  to  Section  11-324) 

16-74-BZY — B.R. — 82  Poplar  Avenue,  Block  7066,  Lot 
90,  Alt.  No.  32-68. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MAY  7,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  7 ,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

675-73-A 

APPLICANT— Leonard  F.  Rothkrug  for  B.  P.  Construction 
Corporation,  owner. 

SUBJECT— Application  for  consideration— to  withdraw  the 
application  of  December  14,  1973 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  Revocation  of  Building 
Permit  #188/73. 

PREMISES  AFFECTED— 3355  White  Plains  Road,  west 
side,  96.72  feet  south  of  Magenta  Street,  Block  4625,  Lot 
37,  Borough  of  The  Bronx. 


677-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Brookside  Build¬ 
ers,  Incorporated,  owner. 

SUBJECT — Application  for  consideration  to  withdraw  the 
application  of  December  14,  1973— appeal  from  a  decision 
of  the  Borough  Superintendent  re-  Revocation  of  Building 
Permit  #406/73. 

PREMISES  AFFECTED— 685  White  Plains  Road,  south¬ 
west  corner  of  Seward  Avenue,  Block  3563,  Lots  1,  19,  20, 
56,  61,  65,  66,  67,  68,  69,  71  and  73,  Borough  of  The  Bronx. 

525- 73-BZ— Vol.  II 

APPLICANT — Peter  Casini  for  William  Blake,  owner. 

SUBJECT  —  Application  for  consideration  —  reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent;  previously  denied  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
on  a  plot  with  less  than  the  required  lot  area  and  lot  width, 
the  erection  of  a  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  Iras  less  than  the  required  open 
space  ratio. 

PREMISES  AFFECTED— 33-64  191st  Street,  west  side, 
200  feet  north  of  35th  Avenue,  Block  5259,  Lot  38,  Flush¬ 
ing,  Borough  of  Queens. 

526- 73-BZ— Vol.  II 

APPLICANT — Peter  Casini  for  William  Blake,  owner. 

SUBJECT — Application  for  consideration — reopening  as  Vol¬ 
ume  II  subject  to  regular  procedure — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  denied  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R2  district,  the 
maintenance  of  a  two  family  dwelling  that  will  exceed  the 
permitted  floor  area  ratio  and  have  less  than  the  required 
open  space  ratio  and  lot  area  per  dwelling  unit. 

PREMISES  AFFECTED— 33-60  191st  Street,  west  side, 
238.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens. 

527- 73-BZ— Vol.  II 

APPLICANT — Peter  Casini  for  William  Blake,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent;  previously  denied  under  Section 
72-21  of  the  Zoning  Resolution;  to  permit  in  an  R2  district, 
on  a  plot  with  less  than  the  required  lot  area  and  lot  width, 
the  erection  of  a  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  has  less  than  the  required  open 
space  ratio. 
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PREMISES  AFFECTED — 33-56  191st  Street,  west  side, 
281.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  33, 
Flushing,  Borough  of  Queens. 


229-72-BZ — Vol.  II 

APPLICANT — Edwin  Storch  for  Ernest  Steiner,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent;  previously  denied  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
at  an  existing  beverage  store,  the  addition  to  the  uses  to 
include  accessory  ice  vending  machine. 

PREMISES  AFFECTED — 41-36  Junction  Boulevard,  west 
side,  50.88  feet  north  of  42nd  Avenue,  Block  1598,  Lot  19, 
Corona,  Borough  of  Queens. 


535-72-BZ 

APPLICANT — Sidney  B.  Barnes,  Jr.  for  Consolidated  Edi¬ 
son  Company  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  3,  1974 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  73-11  (e)  and  73-16  of  the  Zon¬ 
ing  Resolution,  permitting  in  an  R3-2  district,  the  en¬ 
largement  in  area  of  an  existing  electrical  distribution 
substation. 

PREMISES  AFFECTED — 2465-2479  Victory  Boulevard 
and  513-537  Steward  Avenue,  northeast  corner,  Block  485, 
Lot  6,  Willowbrook,  Borough  of  Richmond. 


523-58-BZ 

APPLICANT — Larry  Meltzer  for  Joseph  Fish  and  Barnett 
D.  Asbel,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  27, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  partly  in  a  retail  and  partly  in 
a  residence  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  auto  washing,  non-automatic,  office 
and  accessory  sales,  minor  repairs  with  hand  tools  only, 
auto  safety  inspection  station  and  parking  and  storage  of 
cars  awaiting  service. 

PREMISES  AFFECTED— 117-30  to  117-48  Farmers 
Boulevard  (117-36  official)  and  187-22  to  187-34  Baisley 
Boulevard,  southwest  corner,  Block  12448,  Lot  31,  Hollis, 
Borough  of  Queens. 


467-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Morgan  Guaranty 
Trust  Company  of  New  York  as  Trustee  for  B.  F.  Good¬ 
rich  Retirement  Trust,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  December  16,  1973 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Sections  7e  and  7 h  of  the  Zoning  Resolution, 
permitting  on  a  plot  partly  in  a  local  retail  and  partly  in  a 
residence  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  car  washing — non¬ 
automatic,  minor  repairs  with  hand  tools  only,  office,  stor¬ 
age  and  sale  of  accessories,  parking  and  storage  of  more 
than  five  (5)  cars  with  a  ground  sign  in  a  local  retail  use 
district. 

PREMISES  AFFECTED — 172-11  Northern  Boulevard, 
north  side  from  Utopia  Parkway  to  172nd  Street,  42-34  to 
42-42  Utopia  Parkway  and  42-33  to  42-41  172nd  Street, 
Block  5363,  Lot  1  (formerly  Lots  1,  5  and  37),  Flushing, 
Borough  of  Queens. 


436-53-BZ— Vol.  I 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  auto  wash  non-automatic,  motor  ve¬ 
hicle  repairs,  storage  and  sale  of  accessories  and  office  and 
permitting  the  parking  of  cars  waiting  to  be  serviced. 

PREMISES  AFFECTED — 141-50  Union  Turnpike,  south 
side,  44.96  feet  west  of  main  Street,  Block  6634,  Lot  34, 
Flushing,  Borough  of  Queens. 


283-52-BZ 

APPLICANT — William  R.  H.  Mackay  for  Hillside  Queens 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section  7h 
of  the  Zoning  Resolution,  permitting  in  a  local  retail  and 
residence  use  district  on  a  plot  presently  occupied  with  a 
gasoline  service  station,  stores  and  parking,  the  extension 
of  the  present  parking  area  by  the  addition  of  an  adjoining 
lot  located  in  the  residence  portion  of  the  premises  and 
to  provide  an  additional  curb  cut. 

PREMISES  AFFECTED— 272-06  to  272-10  Union  Turn¬ 
pike,  southeast  corner  of  Langdale  Street,  Block  8675, 
Lots  55,  57,  59  and  61,  Bellerose,  Borough  of  Queens. 


584-73-BZ 

APPLICANT — Lauria  &  Rowe  for  Virginia  Funeral  Home, 
owner. 

SUBJECT — Application  November  2,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  and  Cl-1  district,  the  con¬ 
struction  and  maintenance  of  an  accessory  parking  lot  for 
an  existing  funeral  establishment. 

PREMISES  AFFECTED — 285  Garretson  Avenue,  north 
side,  140.46  feet  west  of  Hylan  Boulevard,  Block  3341,  Lot 
74,  Dongan  Hills,  Borough  of  Richmond.  Community 
Board  #3. 


614-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Paramount  Fill¬ 
ing  Stations  Incorporated,  owner. 

SUBJECT — Application  November  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  11-413  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C6-3  district,  the 
conversion  of  an  existing  two  story  and  cellar  building 
from  a  lumber  storage  establishment  previously  before  the 
Board  to  a  commercial  vehicle  storage  garage. 

PREMISES  AFFECTED — 138-40  East  25th  Street,  south 
side,  94  feet  east  of  Lexington  Avenue,  Block  880,  Lot  61, 
Borough  of  Manhattan.  Community  Board  #6. 

630-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  A  &  S  Pork 
Store,  Incorporated,  owner. 

SUBJECT — Application  November  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  within  an  R4  district, 
in  an  existing  two  story  building  the  erection  of  a  one 
story  enlargement  to  the  retail  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 361  Avenue  X,  north  side,  60 
feet  west  of  East  1st  Street,  Block  7176,  Lot  41,  Borough 
of  Brooklyn.  Community  Board  #13. 
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77-74-BZ 

APPLICANT— Savignano,  Strange  &  Vella  for  Juan 
Aranalde,  M.  D.,  owner. 

SUBJECT— Application  February  19,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  mainten¬ 
ance  of  a  two  story  and  basement  Doctors’  Offices  and 
medical  laboratory. 

PREMISES  AFFECTED— 464  44th  Street,  south  side, 
160.0  feet  west  of  5th  Avenue,  Block  738,  Lot  32,  Borough 
of  Brooklyn.  Community  Board  #7. 


585-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  William  Schia- 
vone,  owner. 

SUBJECT— Application  November  5,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  enlargement  in 
area  of  an  existing  automobile  service  station  and  automo¬ 
bile  repair  shop. 

PREMISES  AFFECTED — 135-36  Centerville  Street,  north¬ 
west  corner  of  Hawtree  Street,  Block  11518,  Lot  192,  South 
Ozone  Park,  Borough  of  Queens.  Community  Board  #10. 
Laid  over  from  April  2,  1974,  for  continued  hearing; 

applicant  to  submit  additional  information. 


625-73-BZ 

APPLICANT — Albert  Melniker  for  Herbert  Smith,  Sr., 
owner. 

SUBJECT — Application  November  20,  1973 — decision  of 
the  Borough  Superintendent,  under  Sections  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C4-2  district, 
the  change  in  use  of  an  existing  one  story  building  pre¬ 
viously  before  the  Board  from  a  public  garage  to  a  furniture 
warehouse. 

PREMISES  AFFECTED— 95  Montgomery  Avenue,  east 
side,  470  feet  north  of  Victory  Boulevard,  Block  16.  Lot 
25,  Tomkinsville,  Borough  of  Richmond.  Community  Board 
#2. 

Hearing  closed. 


626-73-BZ 

APPLICANT — Albert  Melniker  for  Allied  St.  George 
Corporation,  owner. 

SUBJECT — Application  November  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district  on  a  plot  previously 
before  the  Board,  the  elimination  of  the  accessory  roof 
parking  and  the  erection  of  a  fifth  floor  for  use  as  offices. 

PREMISES  AFFECTED — 60  Bay  Street  and  55  Central 
Avenue,  northwest  corner,  Block  5,  Lot  51,  St.  George, 
Borough  of  Richmond.  Community  Board  #2. 

Hearing  closed. 

JOSEPH  B.  KLEIN,  Chairman 


MAY  7,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  May  7 ,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

25-73-BZY — B.Q. — 353  Beach  48th  Street,  Block  14850, 
Lots  6,  8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45,  52,  N.B. 
775-72. 


1-74-BZY — B.Bx. — 685  White  Plains  Road,  Block  3563, 
Lots  1,  19,  20,  56,  61,  65,  66,  67,  68,  69,  71,  73,  N.B.  406-73. 


2-74-BZY — B.B. — 1702  to  1750  Avenue  R,  Block  6821, 
Lots  201,  212,  N.B.  91-73. 


4-74-BZY— B.Bx.— 3355  White  Plains  Road,  Block  4624, 
Lot  37,  N.B.  188-73. 


1246-63-BZY — Vol.  XI— B.B.— 65  Court  Street,  Block 
268,  Lot  20,  N.B.  907-61. 


16-74-BZY — B.R. — 82  Poplar  Avenue,  Block  7066,  Lot  90, 

Alt.  32-68. 

676-73-A 

APPLICANT— Leonard  F.  Rothkrug  for  Willow  Grove 
Realty  Corporation,  owner  (Willow  Grove  Health  Related 
Facility). 

SUBJECT— Application  December  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #91-73. 

PREMISES  AFFECTED— 1702/50  Avenue  R,  southeast 
corner  of  East  17th  Street,  Block  6921,  Lots  201  and  212, 
Borough  of  Brooklyn. 

4-74-A 

APPLICANT — Leonard  F.  Rothkrug  for  Beaton  Associates, 
owner  (Waters  Edge  Manor  Adult  Residence).  j 

SUBJECT — Application  January  8,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #4173/73.  (N.B.  735/73) 

PREMISES  AFFECTED — 420  Beach  49th  Street,  south¬ 
east  corner  of  Norton  Avenue,  Block  15973,  Lots  1  (1,  6, 
15  and  20),  Edgemere,  Borough  of  Queens. 


6-74-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Oceannaire  Building  Corporation,  owner ;  Palm 
Beach  Home  for  Adults,  lessee. 

SUBJECT — Application  January  8,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #4415/73.  (N.B.  96-73) 

PREMISES  AFFECTED— 2900  Bragg  Street,  Southwest 
corner  of  Emmons  Avenue,  Block  8815,  Lot  112,  Borough 
of  Brooklyn. 


32-74-A 

APPLICANT — Leonard  F.  Rothkrug  for  Esther  Cohen, 
owner. 

SUBJECT — Application  January  17,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  change  of  occu¬ 
pancy  from  dwelling  on  second  floor  to  photographic  studio 
and  office. 

PREMISES  AFFECTED— 1450  Flatbush  Avenue,  west 
side,  295  feet  south  of  Farragut  Road,  Block  5249,  Lot  54, 
Borough  of  Brooklyn. 

JOSEPH  B.  KLEIN,  Chairman 


MAY  9,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Thursday  morning,  May  9, 1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

2-74-BZ 

APPLICANT — Peirez,  Ackerman  &  Levine  for  St.  Anas¬ 
tasia’s  Roman  Catholic  Church,  owner;  4105  Church  Ave¬ 
nue  Realty  Corporation,  contract  vendee. 
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SUBJECT — Application  January  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2,  R3-2  and  Rl-2  district, 
the  erection  of  a  two  level  shopping  mall  with  retail  stores 
and  supermarket  that  will  create  non-compliance  within 
the  residential  front  and  side  yards,  has  less  than  the  re¬ 
quired  accessory  parking  and  with  off-site  parking. 
PREMISES  AFFECTED— 245-01  to  245-41  Northern 
Boulevard,  north  side,  140  feet  east  of  244th  Street,  Block 
8112,  Lots  106,  11  and  17,  Douglaston,  Borough  of  Queens. 
Community  Board  #11. 

Laid  over  from  April  2,  1974,  for  continued  hearing. 

JOSEPH  B.  KLEIN,  Chairman 


MAY  14,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  14, 1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

620-71-A 

APPLICANT — Charles  M.  Spindler  for  Cong.  Agudath 
Sholom  of  Flatbush,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  September  2,  1971 — appeal  from  a  decision  of 
the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 890  Coney  Island  Avenue,  west 
side,  118.9J6  feet  north  of  18th  Avenue,  Block  5403,  Lots 
26  and  40,  Borough  of  Brooklyn. 


250-55-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
long  term  lessee;  Francis  Pietracatella,  owner. 

SUBJECT — Application  for  consideration  to  withdraw  the 
application  to  reopen  for  extension  of  term  of  variance 
which  expired  May  6,  1973 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7c,  7f,  7i  and  7 A  of  the  Zoning  Resolution,  to 
permit  in  a  business  use  district  portion  of  a  plot  located 
in  a  business  and  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  car 
washing,  motor  vehicle  repairs,  storage  and  sale  of  acces¬ 
sories. 

PREMISES  AFFECTED — 1605  Hylan  Boulevard  and  320 
Raritan  Avenue,  southwest  corner,  Block  3336,  Lot  26, 
Dongan  Hills,  Borough  of  Richmond. 


58-24-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section  21 
of  the  Zoning  Resolution,  permitting  partly  in  business  and 
partly  in  residence  use  districts,  the  alteration  of  a  garage 
(previously  granted  by  the  Board),  which  now  has  permit 
for  sale  of  gasoline,  to  include  a  gasoline  service  station  in 
conjunction  with  adjoining  premises. 

PREMISES  AFFECTED — 32-62  77th  Street,  west  side,  100 
feet  north  of  Northern  Boulevard,  Block  1172,  Lot  40 
(formerly  76-13  to  76-19  Northern  Boulevard,  northwest 
corner  of  77th  Street,  Block  1172,  Lots  40  and  45)  Jackson 
Heights,  Borough  of  Queens. 


616-72-BZ 

APPLICANT — Niego  Associates  for  Congregation  Beth 
Hillel  of  Washington  Heights,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  9, 
1974  and  for  amendment— decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R7-2 
district  the  erection  of  a  seven  story  and  cellar  health 
related  facility  that  exceeds  the  permitted  lot  coverage  and 
height  of  the  front  wall  and  encroaches  of  the  required 
rear  yard. 

PREMISES  AFFECTED — 10  Wadsworth  Terrace,  south 
side,  30  feet  east  of  West  188th  Street,  Block  2170,  Lot 
383,  Borough  of  Manhattan. 


381-27-BZ — Vol.  IV 

APPLICANT — Joseph  G.  Shields  for  Cord  Meyer  Company, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  July  5,  1972— ^decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Sections  7h  and  21  of  the  Zoning  Resolution, 
permitting  in  a  business  and  residence  use  district,  the  use 
of  premises  as  a  public  garage  for  more  than  5  motor 
vehicles  in  the  cellar  and  for  public  garage  for  more  than 
five  motor  vehicles  and  a  store  on  the  2nd  story  and  park¬ 
ing  and  storage  for  more  than  five  motor  vehicles  on  an 
adjacent  land. 

PREMISES  AFFECTED — 88-09  Roosevelt  Avenue,  north 
side,  from  88th  to  89th  Street,  Block  1476,  Lot  34,  Elm¬ 
hurst,  Borough  of  Queens. 


543-58-BZ 

APPLICANT — Heller  and  Heller  for  Bow-Wow  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  17,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  business  use  district, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  for  patrons  and  employees  of  an  adjoining  res¬ 
taurant. 

PREMISES  AFFECTED — 92-05  163rd  Avenue,  northeast 
corner  of  92nd  Street,  Block  14066,  Lots  32  and  41,  Howard 
Beach,  Borough  of  Queens. 


944-64-BZ 

APPLICANT — Herbert  Gallin  for  Maria  Petrera,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  6, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  enlargement 
in  area  of  a  parking  lot  previously  granted  by  the  Board. 

PREMISES  AFFECTED — 3544  Eastchester  Road,  east 
side,  100  feet  south  of  Needham  Avenue,  1211  Mickle 
Avenue,  Block  4726,  Lots  9  and  37,  Borough  of  The  Bronx. 


744-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  New  York  Uni¬ 
versity,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  27, 
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1974 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  72-21  and  73-641  of  the 
Zoning  Resolution,  permitting  in  an  R7-2  district,  the  erec¬ 
tion  of  an  11  story  enlargement  to  a  university  structure 
that  exceeds  the  permitted  floor  area  ratio  and  lot  cover¬ 
age  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 80  Washington  Square  East, 
northeast  corner  of  West  4th  Street,  Block  546,  Lots  1,  3, 
5,  8,  10,  11,  Borough  of  Manhattan. 


631-73-BZ 

APPLICANT— Alphonse  J.  Calvanico  for  Henry  Street 
Corporation,  owner. 

SUBJECT— Application  November  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  with 
less  than  the  required  lot  area,  the  maintenance  of  a  one 
family  dwelling. 

PREMISES  AFFECTED— 801  Sheldon  Avenue,  north  side, 
200.02  feet  west  of  Marcy  Avenue,  Block  6884,  Lot  135, 
Huguenot,  Borough  of  Richmond.  Community  Board  #4. 


88-74-BZ 

APPLICANT— Harry  Soled  for  1205  43rd  Street  Realty 
Corporation,  owner. 

SUBJECT— Application  February  21,  1974— decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  within 
an  existing  four  story  multiple  dwelling,  the  erection  of  a 
public  stair  and  elevator  enlargement  that  increases  the 
degree  of  non-compliance  in  floor  area  ratio,  open  space 
ratio  and  innercourt  encroachment. 

PREMISES  AFFECTED— 4219  12th  Avenue  and  1205  43rd 
Street,  northeast  corner,  Block  5598,  Lot  1,  Borough  of 
Brooklyn.  Community  Board  #12. 


89-74-A 

APPLICANT— Harry  Soled  for  1205  43rd  Street  Realty 
Corporation,  owner. 

SUBJECT — Application  February  21,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  ventilation  of 
public  hall  and  recesses. 

PREMISES  AFFECTED— 4219  12th  Avenue  and  1205  43rd 
Street,  northeast  corner,  Block  5598,  Lot  1,  Borough  of 
Brooklyn. 


124-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  James  Stout, 
owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story  enlargement  to  an  existing  funeral  establishment 
with  an  apartment  on  the  second  floor. 

PREMISES  AFFECTED— 13-39  College  Point  Boulevard, 
east  side,  50  feet  north  of  14th  Avenue,  Block  3997,  Lot  7, 
College  Point,  Borough  of  Queens.  Community  Board  #7. 


125-74-A 

APPLICANT — Leonard  F.  Rothkrug  for  James  Stout, 
owner. 

SUBJECT — Application  March  1,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  enlargement  of 
a  Class  4  structure  with  no  fire  division  separation. 


PREMISES  AFFECTED— 13-39  College  Point  Boulevard, 
east  side,  50  feet  north  of  14th  Avenue,  Block  3997,  Lot  7, 
College  Point,  Borough  of  Queens. 

JOSEPH  B.  KLEIN,  Chairman 


MAY  14,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon ,  May  14,  1974,  at  2  o’clock  at  80  Lafayette 

Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 

matters : 

: 

22-74-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Pierrepont  Hotel  Affiliates,  owners;  S.  L.  Asso¬ 
ciates,  contract  vendee. 

SUBJECT — Application  January  15,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED — 55-59  Pierrepont  Street,  north¬ 
east  corner  of  Hicks  Street,  Block  236,  Lot  15,  Borough  of 
Brooklyn. 

46-74- A 

APPLICANT — E.  J.  Schuyten  for  Egbert  J.  &  Dolly  L. 
Schuyten,  owner. 

SUBJECT — Application  January  30,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fence  in  rear 
yard. 

PREMISES  AFFECTED— 171  West  88th  Street,  north 
side,  199.6  feet  east  of  Amsterdam  Avenue,  Block  1219,  Lot 
9,  Borough  of  Manhattan. 


6 1-74- A 

APPLICANT — Harry  Soled  for  Congregation  Chasidei 
Belz,  owner. 

SUBJECT — Application  February  7,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
three  story  building  as  church. 

PREMISES  AFFECTED — 1169  48th  Street,  north  side,  100 
feet  west  of  12th  Avenue,  Block  5627,  Lot  71,  Borough  of 
Brooklyn. 


64-74-A 

APPLICANT — Leonard  F.  Rothkrug  for  328  Keap  Street 
Enterprises,  Incorporated,  owner. 

SUBJECT — Application  February  11,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #5279-73. 

PREMISES  AFFECTED — 3110  Farragut  Place  and  560 
East  32nd  Street,  southwest  corner,  Block  4995,  Lot  20, 
Borough  of  Brooklyn. 


66-74-A 

APPLICANT — Aaron  Halpern  for  Harry  Partridge,  owner. 

SUBJECT — Application  February  13,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  cellar  apart¬ 
ments  without  required  open  space. 

PREMISES  AFFECTED— 31-15  and  31-17  21st  Avenue, 
northwest  corner  of  32nd  Street,  Block  829,  Lot  35,  Astoria, 
Borough  of  Queens. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  2,  1974,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll,  and 
Commissioner  Walsh. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  March  19,  1974,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  March  28,  1974,  Vol.  59, 
No.  13. 


683-29-BZ— Vol.  II 

APPLICANT — Lauria  and  Rowe  for  Vincent  and  Hazel 
Piampiano,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  July  24,  1971 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Sections  7f  and  7i  of  the  Zoning  Resolution, 
permitting  in  a  retail  use  district,  the  reconstruction  and 
extension  in  area  of  existing  gasoline  service  station,  lubri- 
torium  and  auto  laundry,  also  the  additional  uses  of  minor 
auto  repairing  (hand  tools  only)  used  car  lot  and  parking 
of  motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 50-56  Sand  Lane,  southwest 
corner  of  Hylan  Boulevard,  Block  3266,  Lot  29,  Arrachar, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Ed  Laurie. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  July  24,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  2,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  24,  1956,  as  amended  through 
July  22,  1958,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  233-54) 


585-42-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7c  and  7i  of  the  Zoning  Resolution,  permitting  in  a  business 
and  residence  district  and  in  a  Class  D  area  the  extension 
and  maintenance  of  gasoline  service  station,  lubritorium, 
office,  car  washing,  minor  auto  repairs,  parking  and  storage 
of  motor  vehicles. 

PREMISES  AFFECTED— 3975-3985  (official  3981)  Hylan 
Boulevard  and  289-299  Nelson  Avenue,  northeast  corner, 
Block  5158,  Lot  37,  Great  Kills,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

AC1  ION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  o 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  November  15,  1955,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  November  20,  1956;  and 

Whereas,  the  resolution  was  last  amended  on  September 
16,  1969;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  15,  1955,  as  amended  through  September  16,  1969,  by 
adding  thereto : 

“that  the  accessory  building  and  the  pump  islands  may  be 
altered  substantially  as  shown  on  revised  drawing  of 
proposed  conditions  marked  ‘Received  February  13,  1974’, 
one  sheet,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (N.B.  80-74) 


569-43-BZ 

APPLICANT — Lama  and  Vassalotti  for  Louise  Prisco, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  21, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  partly  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 520-522  Lefferts  Avenue  South 
side,  254  feet  6  inches  west  of  Kingston  Avenue  and  571 
East  New  York  Avenue,  Block  1332,  Lot  27,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  18,  1944,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
April  2,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
18,  1944,  as  amended  through  February  18,  1969,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  April  21,  1974,  to 
permit  ...  ;  on  co>idition  that  the  surface  of  the  lot  be 
treated  with  a  binder ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (B.N.  1528-43) 
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951-55-BZ 

APPLICANT— Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7c  and  7i  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district,  the  reconstruction  of  legally  existing  non-con¬ 
forming  gasoline  service  station,  to  include  a  new  one 
story  service  station  building,  sales  office,  lubritonum, 
minor  motor  vehicle  repairs  and  new  gasoline  pump 
island. 

PREMISES  AFFECTED— 1098  Richmond  Road,  southwest 
corner  of  Targee  Street,  Block  3181,  Lot  1,  Concord, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  24,  1956,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  July  16,  1957 ;  and 
Whereas,  the  resolution  was  amended  on  September  16, 
1969;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  24, 
1956,  as  amended  through  September  16,  1969,  by  adding 
thereto : 

“that  the  accessory  building  and  the  pump  islands  may 
be  altered  substantially  as  shown  on  revised  drawing 
of  proposed  conditions  marked  ‘Received  February  13, 
1974’,  one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (B.N.  78-74) 

822-59-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section  7a 
of  the  Zoning  Resolution,  permitting  in  a  retail  use  district, 
the  reconstruction  of  the  existing  gasoline  service  station. 
PREMISES  AFFECTED— 1774  Victory  Boulevard  and  590 
to  598  Manor  Road,  southwest  corner,  Block  709,  Lot  28, 
Castleton  Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein;  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  7,  1960,  on  certain  conditions;  and 


Whereas,  the  resolution  was  last  amended  on  March  22, 
1966;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  February  7,  1967 ;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  7, 
1960,  as  amended  through  February  7,  1967,  by  adding 
thereto : 

“that  the  gasoline  pumps  facing  Manor  Road  may  be 
removed  and  the  accessory  building  may  be  altered  sub¬ 
stantially  as  shown  on  revised  drawing  of  proposed 
conditions  marked  ‘Received  February  13,  1974’,  one 
sheet,  on  condition  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (B.N.  86-74) 


631-70-BZ 

APPLICANT — Thomas  P.  Crinnion  for  89-22  Queens 
Boulevard  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  Cl-2 
district,  in  an  existing  two  story  commercial  building  the 
addition  to  the  uses  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED— 89-22  to  89-24  Queens  Boule-  , 
vard,  southwest  corner  of  57th  Avenue,  Block  2855,  Lot  19, 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion. 

ACTION  OF  THE  BOARD — Application  reopened  and 
resolution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: . 0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  2,  1971,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
2,  1971,  by  adding  thereto: 

“that  this  eating  and  drinking  establishment  (Use  Group  ; 
12)  shall  substantially  conform  to  revised  drawing  of 
proposed  conditions  marked  ‘Received  March  22,  1974’, 
one  sheet,  on  condition  that  work  shall  be  substantially 
completed  within  one  year  from  the  date  of  this  amended 
resolution ;  that  a  new  Certificate  of  Occupancy  shall  be 
obtained;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  1246-73) 


385-73-BZ 

APPLICANT — Harry  A.  Kotcher  for  Sid-Mar  Realty, 
owner;  Twinny  Products,  lessee. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  June  21,  1973 — decision  of  the  Borough 
Superintendent,  under  Sections  11-412  and  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  warehouse  with 
accessory  uses  previously  before  the  Board. 
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PREMISES  AFFECTED — 111-31  44th  Avenue,  north  side, 
225  feet  east  of  111th  Street,  Block  2016,  Lot  74,  Corona, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  0 


283-52-BZ 

APPLICANT — William  R.  H.  Mackay  for  Hillside  Queens 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  local  retail 
and  residence  use  district  on  a  plot  presently  occupied  with 
a  gasoline  service  station,  stores  and  parking,  the  extension 
of  the  present  parking  area  by  the  addition  of  an  adjoining 
lot  located  in  the  residence  portion  of  the  premises  and  to 
provide  an  additional  curb  cut. 

PREMISES  AFFECTED — 272-06  to  272-10  Union  Turn¬ 
pike,  southeast  corner  of  Langdale  Street,  Block  8675,  Lots 
55,  57,  59  and  61,  Bellerose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  R.  H.  Mackay. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at 
10  A.M.,  for  consideration. 


512-73-BZ 

APPLICANT — Diffendale  &  Kubec  for  Silver  Height 
Homes,  owner. 

SUBJECT — Application  September  19,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  one  family  dwelling. 

PREMISES  AFFECTED — 90  Bowles  Avenue,  south  side, 
106.58  feet  east  of  Morningstar  Road,  Block  1148,  Lot  53, 
Graniteville,  Borough  of  Richmond.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Peter  W.  Diffendale,  George  P.  Leanza 
and  William  R.  Trozzi. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1974,  at 
10  A.M.,  for  decision;  hearing  closed. 

585-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  William  Schia- 
vone,  owner. 

SUBJECT — Application  November  5,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  enlargement  in 
area  of  an  existing  automobile  service  station  and  auto¬ 
mobile  repair  shop. 

PREMISES  AFFECTED— 135-36  Centerville  Street, 
northwest  corner  of  Hawtree  Street,  Block  11518,  Lot  192, 
South  Ozone  Park,  Borough  of  Queens.  Community 
Board  #10. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  William  Schia- 
vone. 

For  Opposition:  Wm.  Fells,  Chairman  Bd.  #10. 


ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at  10 
A  M.,  for  continued  hearing;  applicant  to  submit  additional 
information. 

610-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Cleto  Jordan  and 
Jeannette  Jordan,  his  wife,  owner. 

SUBJECT — Application  November  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  mainte¬ 
nance  of  a  one  story  enlargement  to  a  one  family  dwelling 
that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 1938  65th  Street,  south  side,  300 
feet  west  of  19th  Avenue,  Block  5555,  Lot  18,  Borough  of 
Brooklyn.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974  at  10 
A.M.,  for  decision,  hearing  closed;  appliciant  to  submit 
additional  information. 


611-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Cleto  Jordan  and 
Jeanette  Jordan,  his  wife,  owners. 

SUBJECT— Application  November  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  extension  to 
frame  building  within  the  fire  limits. 

PREMISES  AFFECTED — 1938  65th  Street,  south  side, 
300  feet  west  of  19th  Avenue,  Block  5555,  Lot  18,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at  10 
A.M.,  for  decision,  hearing  closed;  applicant  to  submit 
additional  information. 


625-73-BZ 

APPLICANT — Albert  Melniker  for  Herbert  Smith,  Sr., 
owner. 

SUBJECT — Application  on  November  20,  1973 — decision  of 
the  Borough  Superintendent,  under  Sections  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C4-2  district, 
the  change  in  use  of  an  existing  one  story  building  previ¬ 
ously  before  the  Board  from  a  public  garage  to  a  furniture 
warehouse. 

PREMISES  AFFECTED — 95  Montgomery  Avenue,  east 
side,  470  feet  north  of  Victory  Boulevard,  Block  16,  Lot 
25,  Tomkinsville,  Borough  of  Richmond.  Community  Board 
#2. 

APPEARANCES— 

For  Applicant :  Albert  Melniker,  Robert  F.  O’Donnell  and 
Christian  Beetschen. 

For  Opposition :  Alfred  C.  Lenza. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at  10 
A.M.,  for  decision;  applicant  to  submit  additional  informa¬ 
tion;  hearing  closed. 


626-73-BZ 

APPLICANT — Albert  Melniker  for  Allied  St.  George  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district  on  a  plot  pre¬ 
viously  before  the  Board,  the  elimination  of  the  accessory 
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roof  parking  and  the  erection  of  a  fifth  floor  for  use  as 
offices. 

PREMISES  AFFECTED— 60  Bay  Street  and  55  Central 
Avenue,  northwest  corner,  Block  5,  Lot  51,  St.  George, 
Borough  of  Richmond.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Albert  Melniker  and  H.  Muss. 

For  Opposition:  None. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  .  0 

ACTION  OF  BOARD— Hearing  reopened  and  laid  over 
to  May  7,  1974,  at  10  A.M.,  for  decision;  hearing  closed. 


2-74-BZ 

APPLICANT — Peirez,  Ackerman  &  Levine  for  St.  Anas¬ 
tasia’s  Roman  Catholic  Church,  owner ;  4105  Church  Ave¬ 
nue  Realty  Corporation,  contract  vendee. 

SUBJECT — Application  January  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2,  R3-2  and  R1  -2  district, 
the  erection  of  a  two  level  shopping  mall  with  retail  stores 
and  supermarket  that  will  create  non-compliance  within 
the  residential  front  and  side  yards,  has  less  than  the  re¬ 
quired  accessory  parking  and  with  off-site  parking. 

PREMISES  AFFECTED— 245-01  to  245-41  Northern 
Boulevard,  north  side,  140  feet  east  of  244th  Street,  Block 
8112,  Lots  106,  11  and  17,  Douglaston,  Borough  of  Queens. 
Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel,  Benjamin  Perrotto,  Michael 
Cash,  Ida  Wiener,  Peg  O’Beirne,  Francis  and  Kathleen 
Mellon,  John  and  Mary  Reilly,  Frank  J.  Davidson, 
Rev.  William  T.  Smith,  Paul  F.  Gilvary  and  many  others. 
For  Opposition :  Michael  D.  O’Keeffe,  John  F.  Robinson, 
Elizabeth  and  Leonard  Decker,  Ted  Diamond,  Mildred 
McCormick,  N.  Anne  Recupero,  M.  Docekal,  Alma  W. 
Bristol,  Michael  McKean,  John  DeLuca,  William  Bedell, 
Ruben  Brown,  Edward  L.  Sadowsky,  Bernard  Haber, 
Frank  Padavan,  Assemblyman  Nicolosi,  John  F.  Blair, 
Ralph  Kamhi,  Barbara  Vilbig,  Marie  Schreineo,  Emanu- 
ele  A.  Giudice,  Virginia  Dent,  J.  Stanley  Shaw,  Lucille 
Hafat,  James  Tripp,  Maire  Wren,  Donald  K.  McLain, 
Israel  Turner,  George  Pozderec,  John  H.  Oshendorf  and 
many  others. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1974,  at  10 
A.M.,  for  continued  hearing. 


21-74-BZ 

APPLICANT — McGee  &  Morsellino  for  Ciampa  Properties, 
Incorporated,  owner. 

SUBJECT — Application  January  15,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  reduction 
in  the  required  accessory  parking  spaces  for  a  proposed 
seven  story  office  building. 

PREMISES  AFFECTED— 136-26  37th  Avenue,  south  side, 
60.35  feet  west  of  138th  Street,  Block  4978,  Lot  13,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Herbory  H. 
Warman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  infor¬ 
mation;  hearing  closed. 


27-74-BZ 

APPLICANT — Charles  A.  Magrino  for  Cangiano  Pork 
Stores,  Incorporated,  owner. 

SUBJECT — Application  January  16,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  food  store  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED— 6502  to  6508  14th  Avenue, 
southwest  corner  of  65th  Street,  Block  5754,  Lots  38  and 
41,  Borough  of  Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  Charles  A.  Magrino. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1974,  at  10 
A.M.,  for  decision;  applicant  to  submit  additional  infor¬ 
mation;  hearing  closed. 

537-73-BZ 

APPLICANT— Harry  Soled  for  Abraham  and  Sheba 
Kramer,  owners. 

SUBJECT— Application  October  4,  1973^-decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  2  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  en¬ 
croaches  on  the  required  front  yard  and  with  a  porch 
within  the  side  yard. 

PREMISES  AFFECTED— 5110  51st  Street,  southwest  cor¬ 
ner  of  Old  New  Utrecht  Road,  Block  5467,  Lot  25,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Harry  Soled  and  Sheba  Kramer. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  . 0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  19,  1974,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  2,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  28,  1973,  acting  on  N.B.  Applic.  438/1973, 

i*Ccids  * 

“1.  Provide  unobstructed  lO'-O"  front  yard  as  per 
sec.  23.45  Z.R. 

2.  Proposed  building  exceeding  maximum  F.A.R.  is 
contrary  to  Sec.  23-142  Z.R. 

3.  Proposed  building  is  deficient  in  O.S.  and  is 
contrary  to  Sec.  23-142  Z.R. 

4.  Proposed  porch  in  required  side  yard  contrary 
to  Sec.  23.44  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
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grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  tliat^  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5 
district,  the  erection  of  a  two-family  dwelling  that  has  less 
than  the  required  open  space  ratio  and  encroaches  on  the 
required  front  yard,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application, 
marked  ‘‘Received  October  4,  1973”,  one  sheet,  and  “March 
26,  1974”,  9  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


620-73-BZ 

APPLICANT — Lama  &  Vassalotti  for  Castleton  Park 
Housing  Company,  Incorporated,  owner. 

SUBJECT — Application  November  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  on  a  plot  with 
a  housing  development,  the  installation  of  an  accessory 
swimming  pool  that  encroaches  on  the  minimum  distance  to 
a  lot  line. 

PREMISES  AFFECTED — 165  and  185  St.  Marks  Avenue, 
northeast  corner  of  Nicholas  Street,  Block  13,  Lot  8,  Saint 
George,  Borough  of  Richmond.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on. 
March  19,  1974,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  April  2,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  26,  1973,  acting  on  N.B.  Applic.  888  and 
889/1970,  reads : 

“1.  Proposed  installation  of  a  35'-0"  x  75'-0"  swim¬ 
ming  pool  as  an  accessory  use  to  multiple  dwellings  (Use 
Group  9)  within  100  feet  of  a  lot  line  is  contrary  to 
section  12-10  of  the  Zoning  Resolution.  (Definitions.)” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district,  on  a  plot  with  a  housing  development,  the  installa¬ 
tion  of  an  accessory  swimming  pool  that  encroaches  on  the 
minimum  distance  to  a  lot  line,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  applica¬ 
tion,  marked  “Received  November  20,  1973”,  2  sheets,  and 
March  29,  1974”,  one  sheet;  on  further  condition  that  the 
hours  of  operation  be  limited  to  from  10  A.M.  to  8  P.M. ; 
that  all  lighting  be  directed  away  from  the  adjoining  proper¬ 
ties  ;  that  the  use  of  the  pool  be  limited  to  the  occupants  of 


the  development  and  no  fee  to  be  charged;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


Adjourned :  3  :55  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  2,  1974,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta,  Com¬ 
missioner  Hornstein,  Commissioner  Carroll,  and  Commis¬ 
sioner  Walsh. 


13-74-BZY — B.B. — 650  East  104th  Street,  Block  8172, 
Lot  13,  N.  B.  508-73. 

APPEARANCES— 

For  Applicant:  David  Farber. 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  . ”  j  o 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-331  of  the  Zoning  Resolution  for 
time  to  complete  foundations. 

Resolved,  that  the  Board  does  hereby  authorize  under 
Section  11-331  of  the  Zoning  Resolution  as  a  major  develop¬ 
ment,  the  time  to  complete  foundations  to  October  2,  1974. 


662-73-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 
OWNER  OF  PREMISES — Universal  Lumber. 

SUBJECT — Application  December  7,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  modification  of  Cer¬ 
tificate  of  Occupancy. 

PREMISES  AFFECTED — 1350  60th  Street,  south  side 
129  feet  west  of  New  Utrecht  Avenue,  Block  5719,  Lot  126, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lt.  T.  W.  Milne,  C.  Palmiere,  F.D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  30,  1973,  to  Modify  C.O.  #207629,  reads: 

“Application  is  hereby  made  to  the  Board  of  Standards 
and  Appeals  in  accordance  with  the  provisions  of  Sec¬ 
tion  1804.4.C.6  of  the  City  Charter  to  Modify  the  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following 
building : 
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1350  60th  Street,  Brooklyn,  N.Y.  11219— Certificate  No. 
207629.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  an  aproved  automatic  dry  sprinkler  sys¬ 
tem  throughout  the  building;  and  that  all  other  laws,  rules 
and  regulations  applicable  be  complied  with. 

25- 74-A 

APPLICANT— Alphonse  J.  Calvanico  for  Robert  McNee, 
owner. 

SUBJECT — Application  January  16,  1974 — filed  pursuant 
to  Section  35  of  the  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 780  Richmond  Terrace,  south 
side,  25  feet  east  of  Clinton  Avenue,  Block  69,  Lot  104, 
Livingston,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1974,  on  Alt.  Applic..  70/73,  reads : 

“1.  Issuance  of  a  new  certificate  of  occupancy 
(which  is  required  for  a  change  in  use  of  the  premises) 
is  contrary  to  Section  35  of  the  General  City  Law  in 
that  the  Building  is  in  the  bed  of  a  mapped  street 
(Richmond  T'err).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1974,  acting  on  Alt.  Applic.  70/73,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  35  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  construction  shall  substantially  conform  to  drawings, 
marked  “Received  January  16,  1974”,  4  sheets;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 

26- 74-A 

APPLICANT — Alphonse  J.  Calvanico  for  Robert  McNee, 
owner. 


SUBJECT— Application  January  16,  1974— filed  pursuant  to 
Section  35  of  the  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED— 782  Richmond  Terrace,  south¬ 
east  corner  of  Clinton  Avenue,  Block  69,  Lot  103,  Liv¬ 
ingston,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1974,  Alt.  Applic.  69/73,  reads: 

“1.  Issuance  of  a  new  certificate  of  occupancy 
(which  is  required  for  a  change  in  use  of  the  premises) 
is  contrary  to  Section  35  of  the  General  City  Law  in 
that  the  Building  is  in  the  Bed  of  a  Mapped  Street 
(Richmond  Terr.)” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1974,  acting  on  Alt.  Applic.  69/73,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  35  of  the  General  City  Law, 
and  the  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  construction  shall  substantially  conform  to  drawings, 
marked  “Received  January  16,  1974”,  6  sheets;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


673-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  South  Bronx 
Park  Corporation,  owner;  Osborne  Association,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  December  13,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  use  of  a  non¬ 
fire  proof  building  as  dormitory  for  men. 

PREMISES  AFFECTED— 31%  Third  Avenue,  east  side, 
38  feet  north  of  East  161st  Street,  Block  2620,  Lot  2, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

ACTION— Laid  over  to  April  23,  1974,  at  2  P.M.,  for 
continued  hearing,  at  the  request  of  the  applicant. 


Adjoured:  4:10  P.M. 

John  B.  Cincotta,  Executive  Director 
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CORRECTION 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  March  12,  1974,  as  they 
appeared  in  Bulletin  12,  Vol.  59,  are  corrected  to  read  as 
follows : 

406-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Shaare  Zion  Con¬ 
gregation,  owner. 

SUBJECT — Application  July  6.  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  and  R5  district,  the 
erection  of  a  four  story  enlargement  to  a  Synagogue  for 
use  as  a  youth  center  with  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED — 2003  East  5th  Street  and  2030 
Ocean  Parkway,  west  side,  182.2  feet  south  of  Avenue  T, 
Block  7108,  Lots  17,  18,  69,  78  and  79,  Borough  of  Brook¬ 
lyn.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Rabbi  Hecht,  Abe 
Cohen  and  others. 

For  Opposition :  Hy  Schwartz,  Bernard  Lisi,  Joseph  Plu- 
chino,  Salvatore  Minegero,  Anthony  Tancreto,  Thomas 
Tedeco  and  others. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 


Negative :  .  0 

Not  Voting:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  20,  1973,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  15,  1974;  then  to  February  5, 


1974;  then  to  February  19,  1974;  then  to  March  12,  1974  * 
and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  June  14,  1973,  acting  on  Alt.  Applic.  448/1973,  reads: 

“L  For  the  enlargement  to  an  existing  synagogue 
consisting  of  a  community  center  for  youth  oriented 
activities  U.G.  4  located  in  an  R3-1  district,  provide  off- 
street  parking  facilities  at  the  rate  of  1  accessory  space 
per  10  persons  as  required  by  Sec.  25-31  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  71-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-1 
and  R5  district,  the  erection  of  a  four-story  enlargement  to 
a  synagogue  for  use  as  a  youth  center  with  less  than  the  re¬ 
quired  accessory  parking,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
marked  “Received  July  6,  1973”,  9  sheets;  on  further  con¬ 
dition  that  before  a  permit  is  issued  that  a  lease  for  accessory 
valet  parking  of  40  cars  be  provided  at  2478  Coney  Island 
Avenue  ;  that  in  the  event  the  lease  is  terminated,  an  alternate 
site  must  be  submitted  to  the  Board  within  30  days  of  the 
termination  of  the  lease;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  2  years  from  the  date  of  this 
resolution. 

*  Correction :  In  the  decision  of  the  Borough  Superintend¬ 
ent  the  wrord  consisting  has  been  inserted  as  shown  above  in 
italics. 
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Docket. 

Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  April  9, 
1974,  Affecting  Calendar  Numbers — 


488-58-BZ 

152-73-A 

668-73-BZ 

690-58-BZ 

224-73-BZ 

701-73-BZ 

1061-63-BZ 

300-73-BZ 

5-74-BZ 

917-68-BZ 

555-73-BZ 

19-74-BZ 

547-71-BZ 

556-73-BZ 

30-74-BZ 

593-72-B  Z 

557-73-BZ 

31-74-A 

105-73-BZ 

561-73-BZ 

700-73-BZ 

205-72-BZ 

564-73-BZ 

40-73-BZ 

391-72-BZ 

151-73-BZ 

606-73-BZ 

512-73-BZ 

Minutes  of  Regular  Meeting,  Tuesday 

Afternoon, 

1974,  Affecting  Calendar  Numbers- 

23-73-BZY 

596-58-SM 

254-72-SM 

26-73-BZY 

445-59-SA 

960-54-SA 

9-74-BZY 

358-61-SA 

21-67-SA 

11-74-BZY 

947-66-SM 

679-73-A 

12-74-BZY 

2-72-SM 

680-73-A 

132-34-SA 

714-72-SM 

12-74-A 

192-34-SA 

317-73-SA 

15-74-A 

1151-40-SM 

514-73-SA 

37-74-A 

68-48- SM 

39-74-SM 

38-74-A 

363-48-SM 

47-74-SA 

Correction 

Affecting  Calendar  Number — 

310-73-BZ 
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DOCKET 

New  Cases  Filed  up  to  April  9,  1974 

Cal.  No.  Dept.  Premises  Affected 

192-74-A — F.D. — 447  West  36th  Street,  north  side,  150 
feet  east  of  10th  Avenue,  Block  734,  Lot  8,  Borough  of 
Manhattan,  Modification  of  Certificate  of  Occupancy,  re¬ 
sprinkler  system. 


193-74-SM — American-Standard  Incorporated,  Contura 
Oval  Lavatory  Plumbing  Fixture  various  models,  manu- 
facutred  by  American-Standard  Incorporated,  Material. 


194-74-A — F.D. — Packaging  of  combustible  known  as 
“Mobil  Permazone”  in  one  gallon  polyethylene  bottle 
with  child  resistance  plastic  screw  cap  not  in  compliance 
with  regulations  of  Administrative  Code. 


195-74-SA — Little  Giant  Corporation,  big  John  and  tall 
John  sump  pumps  various  models,  manufactured  by  Little 
Giant  Corporation,  Appliance. 


196-74-BZ — B.Bx. — 1970  to  1974  White  Plains  Road,  east 
side,  110.93  feet  north  of  Sagamore  Street,  Block  4267, 
Lots  8,  12,  14,  Borough  of  The  Bronx,  Community  Board 
#11,  N.B.  64-74,  re-  erection  of  an  office  building,  park¬ 
ing,  R5,  Cl-8  district. 


197-74-A — B.B. — 260  to  272  65th  Street  and  350  to  362 
65th  Street,  south  side,  from  2nd  Avenue  to  4th  Avenue, 
Blocks  5825,  and  5826,  Lots  1,  7,  40,  8,  10,  Borough  of 
Brooklyn,  N.B.  115-67,  re-  premises  being  unlawfully 
occupied  without  a  permanent  certificate  of  occupancy, 
R6  district. 


198-74-SM — Brand-Rex  Company,  fire  alarm  service 
cable,  manufactured  by  Brand-Rex  Company,  Material. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R.— Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D.— 
Health  Department;  F.D. — Fire  Department. 


MAY  7,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  May  7 ,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

349-73-SM 

APPLICANT — American  Metal  Products  Corporation — 
factory  built  chimneys  for  residential  buildings. 


361-73-SM 

APPLICANT — X-Air  Company — filters. 


380-73-SM 

APPLICANT — Owens-Corning  Fiberglass  Corporation — 
bonding  agent. 


388-73-SM 

APPLICANT — Ralph  Wilson  Plastics  Company — interior 
wall  panels. 


488-73-SM 

APPLICANT — W.  R.  Grace  and  Company,  Construction 
Products  Division — admixture  for  Portland  cement  con¬ 
crete  and  mortar. 


502-73-SM 

APPLICANT — Raymond  C.  Frobosilo  and  Samuel  W. 
Levine,  owners. 

SUBJECT — Retractable  barrier  for  fire  escape  windows.  I 


297-73-SA 

APPLICANT — Blackstone  Corporation — commercial  wash¬ 
ing  machines. 

JOSEPH  B.  KLEIN,  Chairman 


MAY  9,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Thursday  morning,  May  9,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

2-74-BZ 

APPLICANT — Peirez,  Ackerman  &  Levine  for  St.  Anas¬ 
tasia’s  Roman  Catholic  Church,  owner;  4105  Church  Ave-  , 
nue  Realty  Corporation,  contract  vendee. 

SUBJECT — Application  January  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2,  R3-2  and  Rl-2  district, 
the  erection  of  a  two  level  shopping  mall  with  retail  stores 
and  supermarket  that  will  create  non-compliance  within  ' 
the  residential  front  and  side  yards,  has  less  than  the  re¬ 
quired  accessory  parking  and  with  off-site  parking. 
PREMISES  AFFECTED— 245-01  to  245-41  Northern 
Boulevard,  north  side,  140  feet  east  of  244th  Street,  Block 
8112,  Lots  106,  11  and  17,  Douglaston,  Borough  of  Queens. 
Community  Board  #11. 

Laid  over  from  April  2,  1974,  for  continued  hearing. 

JOSEPH  B.  KLEIN,  Chairman  . 


MAY  14,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  14,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters :  ; 

620-71-A 

APPLICANT — Charles  M.  Spindler  for  Cong.  Agudath 
Sholom  of  Flatbush,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  September  2,  1971 — appeal  from  a  decision  of 
the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 890  Coney  Island  Avenue,  west  t 
side,  118.9jfj  feet  north  of  18th  Avenue,  Block  5403,  Lots 
26  and  40,  Borough  of  Brooklyn. 


250-55-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
long  term  lessee;  Francis  Pietracatella,  owner. 

SUBJECT — Application  for  consideration  to  withdraw  the 
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application  to  reopen  for  extension  of  term  of  variance 
which  expired  May  6,  1973— decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7c,  7f,  7i  and  7 A  of  the  Zoning  Resolution,  to 
permit  in  a  business  use  district  portion  of  a  plot  located 
in  a  business  and  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  car 
washing,  motor  vehicle  repairs,  storage  and  sale  of  acces¬ 
sories. 

PREMISES  AFPECTED — 1605  Hylan  Boulevard  and  320 
Raritan  Avenue,  southwest  corner,  Block  3336,  Lot  26, 
Dongan  Hills,  Borough  of  Richmond. 


58-24-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section  21 
of  the  Zoning  Resolution,  permitting  partly  in  business  and 
partly  in  residence  use  districts,  the  alteration  of  a  garage 
(previously  granted  by  the  Board),  which  now  has  permit 
for  sale  of  gasoline,  to  include  a  gasoline  service  station  in 
conjunction  with  adjoining  premises. 

PREMISES  AFFECTED — 32-62  77th  Street,  west  side,  100 
feet  north  of  Northern  Boulevard,  Block  1172,  Lot  40 
(formerly  76-13  to  76-19  Northern  Boulevard,  northwest 
corner  of  77th  Street,  Block  1172,  Lots  40  and  45)  Jackson 
Heights,  Borough  of  Queens. 


616-72-BZ 

APPLICANT — Niego  Associates  for  Congregation  Beth 
Hillel  of  Washington  Heights,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  9, 
1974  and  for  amendment — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R7-2 
district  the  erection  of  a  seven  story  and  cellar  health 
related  facility  that  exceeds  the  permitted  lot  coverage  and 
height  of  the  front  wall  and  encroaches  of  the  required 
rear  yard. 

PREMISES  AFFECTED — 10  Wadsworth  Terrace,  south 
side,  30  feet  east  of  West  188th  Street,  Block  2170,  Lot 
383,  Borough  of  Manhattan. 


381-27-BZ — Vol.  IV 

APPLICANT — Joseph  G.  Shields  for  Cord  Meyer  Company, 
owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  °f  variance  which  expired  July  5,  1972— decision  of 
uie  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Sections  7h  and  21  of  the  Zoning  Resolution, 
permitting  in  a  business  and  residence  use  district,  the  use 
of  premises  as  a  public  garage  for  more  than  5  motor 
vehicles  in  the  cellar  and  for  public  garage  for  more  than 
five  motor  vehicles  and  a  store  on  the  2nd  story  and  park¬ 
ing  and  storage  for  more  than  five  motor  vehicles  on  an 
adjacent  land. 

^•5^ fSES  AFFECTED — 88-09  Roosevelt  Avenue,  north 
side,  from  88th  to  89th  Street,  Block  1476,  Lot  34,  Elm¬ 
hurst,  Borough  of  Queens. 

>43-58-BZ  ~ 

APPLICANT — Heller  and  Heller  for  Bow-Wow  Realty 
Corporation,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  17,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  business  use  district, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  for  patrons  and  employees  of  an  adjoining  res¬ 
taurant. 

PREMISES  AFFECTED — 92-05  163rd  Avenue,  northeast 
corner  of  92nd  Street,  Block  14066,  Lot  32,  (formerly 
Lots  32  and  41),  Howard  Beach,  Borough  of  Queens. 


944-64-BZ 

APPLICANT — Herbert  Gallin  for  Maria  Petrera,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  6, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  enlargement 
in  area  of  a  parking  lot  previously  granted  by  the  Board. 

PREMISES  AFFECTED — 3544  Eastchester  Road,  east 
side,  100  feet  south  of  Needham  Avenue,  1211  Mickle 
Avenue,  Block  4726,  Lots  9  and  37,  Borough  of  The  Bronx. 

744-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  New  York  Uni¬ 
versity,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  27, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  72-21  and  73-641  of  the 
Zoning  Resolution,  permitting  in  an  R7-2  district,  the  erec¬ 
tion  of  an  11  story  enlargement  to  a  university  structure 
that  exceeds  the  permitted  floor  area  ratio  and  lot  cover¬ 
age  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 80  Washington  Square  East, 
northeast  corner  of  West  4th  Street,  Block  546,  Lots  1,  3, 
5,  8,  10,  11,  Borough  of  Manhattan. 

555-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED — 75-11  164th  Street,  east  side, 
80.24  feet  north  of  75th  Road,  Block  6966,  Lot  31,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #8. 

Laid  over  from  April  9,  1974,  for  hearing,  at  the  request 

of  Community  Board#8. 


556-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 
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PREMISES  AFFECTED— 75-13  164th  Street,  east  side, 

60.24  feet  north  of  75th  Road,  Block  6966,  Lot  29,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #8. 

Laid  over  from  April  9,  1974,  for  hearing,  at  the  request 
of  Community  Board  #8. 

557-73-BZ 

APPLICANT— McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT— Application  October  16,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3:2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 75-15  164th  Street,  east  side, 

40.24  feet  north  of  75th  Road,  Block  6966,  Lot  27,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #8. 

Laid  over  from  April  9,  1974,  for  hearing,  at  the  request 
of  Community  Board  #8. 


561-73-BZ 

APPLICANT — Adrianne  Ilventa,  owner. 

SUBJECT— Application  October  23,  1973— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
the  erection  of  a  one  story  enlargement  to  an  existing 
dwelling  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio  and  lot  area  per  room. 
PREMISES  AFFECTED— 336  East  16th  Street,  west  side, 
208  feet  north  of  Cortelyou  Road,  Block  5146,  Lot  62,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #8. 

Laid  over  from  April  9,  1974,  for  hearing;  applicant  to 
send  proper  notices. 


631-73-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Street 
Corporation,  owner. 

SUBJECT — Application  November  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  with 
less  than  the  required  lot  area,  the  maintenance  of  a  one 
family  dwelling. 

PREMISES  AFFECTED — 801  Sheldon  Avenue,  north  side, 
200.02  feet  west  of  Marcy  Avenue,  Block  6884,  Lot  135, 
Huguenot,  Borough  of  Richmond.  Community  Board  #4. 


88-74-BZ 

APPLICANT — Harry  Soled  for  1205  43rd  Street  Realty 
Corporation,  owner. 

SUBJECT — Application  February  21,  1974 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  within 
an  existing  four  story  multiple  dwelling,  the  erection  of  a 
public  stair  and  elevator  enlargement  that  increases  the 
degree  of  non-compliance  in  floor  area  ratio,  open  space 
ratio  and  innercourt  encroachment. 

PREMISES  AFFECTED— 4219  12th  Avenue  and  1205  43rd 
Street,  northeast  corner,  Block  5598,  Lot  1,  Borough  of 
Brooklyn.  Community  Board  #12. 


89-74-A 

APPLICANT — Harry  Soled  for  1205  43rd  Street  Realty 
Corporation,  owner. 


SUBJECT— Application  February  21,  1974— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  ventilation  of 
public  hall  and  recesses. 

PREMISES  AFFECTED— 4219  12th  Avenue  and  1205  43rd 
Street,  northeast  corner,  Block  5598,  Lot  1,  Borough  of 
Brooklyn. 

124-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  James  Stout, 
owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the.  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story  enlargement  to  an  existing  funeral  establishment 
with  an  apartment  on  the  second  floor. 

PREMISES  AFFECTED— 13-39  College  Point  Boulevard, 
east  side,  50  feet  north  of  14th  Avenue,  Block  3997,  Lot  7, 
College  Point,  Borough  of  Queens.  Community  Board  #7. 


125-74-A 

APPLICANT — Leonard  F.  Rothkrug  for  James  Stout, 
owner. 

SUBJECT — Application  March  1,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  enlargement  of 
a  Class  4  structure  with  no  fire  division  separation. 

PREMISES  AFFECTED — 13-39  College  Point  Boulevard,  j 
east  side,  50  feet  north  of  14th  Avenue,  Block  3997,  Lot  7, 
College  Point,  Borough  of  Queens. 


146-74-BZ 

APPLICANT — Hausman  &  Rosenberg  for  Kheel  Tower, 
Incorporated,  owner. 

SUBJECT — Application  March  11,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml -6  district,  in  an  existing 
21  story  and  penthouse  building,  the  conversion  of  the  sixth 
floor  through  the  penthouse  from  commercial  and  manu¬ 
facturing  use  into  apartments. 

PREMISES  AFFECTED — 315  7th  Avenue,  southeast  corner 
of  West  28th  Street,  Block  803,  Lot  73,  Borough  of  Man¬ 
hattan.  Community  Board  #5. 


224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT — Application  April  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  for  an  existing  steam  plant. 

PREMISES  AFFECTED — 1100  York  Avenue,  northeast 
corner  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8  and  6. 

Laid  over  from  April  9,  1974,  for  continued  hearing. 

JOSEPH  B.  KLEIN,  Chairman 


I 

MAY  14,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  May  14,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

11-74-BZY — B.B. — 55-59  Pierrepont  Street,  Block  236, 
Lot  15,  Alt.  1659-73. 
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22-74-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Pierrepont  Hotel  Affiliates,  owners;  S.  L.  Asso¬ 
ciates,  contract  vendee. 

SUBJECT — Application  January  15,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED — 55-59  Pierrepont  Street,  north¬ 
east  corner  of  Hicks  Street,  Block  236,  Lot  15,  Borough  of 
Brooklyn. 


46-74-A 

APPLICANT — E.  J.  Schuyten  for  Egbert  J.  &  Dolly  L. 
Schuyten,  owner. 

SUBJECT — Application  January  30,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fence  in  rear 
yard. 

PREMISES  AFFECTED— 171  West  88th  Street,  north 
side,  199.6  feet  east  of  Amsterdam  Avenue,  Block  1219,  Lot 
9,  Borough  of  Manhattan. 

61-74-A 

APPLICANT — Harry  Soled  for  Congregation  Chasidei 
Belz,  owner. 

SUBJECT — Application  February  7,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
three  story  building  as  church. 

PREMISES  AFFECTED — 1169  48th  Street,  north  side,  100 
feet  west  of  12th  Avenue,  Block  5627,  Lot  71,  Borough  of 
Brooklyn. 


54-74- A 

APPLICANT — Leonard  F.  Rothkrug  for  328  Reap  Street 
Enterprises,  Incorporated,  owner. 

SUBJECT — Application  February  11,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #5279-73. 

PREMISES  AFFECTED — 3110  Farragut  Place  and  560 
East  32nd  Street,  southwest  corner,  Block  4995,  Lot  20 
Borough  of  Brooklyn. 


56-74-A 

APPLICANT — Aaron  Halpern  for  Harry  Partridge,  owner. 

SUBJECT — Application  February  13,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  cellar  apart¬ 
ments  without  required  open  space. 

PREMISES  AFFECTED— 31-15  and  31-17  21st  Avenue, 
northwest  corner  of  32nd  Street,  Block  829,  Lot  35,  Astoria, 
Borough  of  Queens. 

JOSEPH  B.  KLEIN,  Chairman 


MAY  21,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
ruesday  morning.  May  21,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
natters : 

S91-72-BZ 

\PPLICANT — Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodosh  Talmud,  owner. 

SUBJECT — Application  for  consideration — to  withdraw 
the  application  to  reopen  for  extension  of  time  to  complete 
which  expired  September  12,  1973 — decision  of  the  Borough 


Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  an  R8 
district,  the  erection  of  an  11  story  Synagogue  and  multi¬ 
ple  dwelling  that  exceeds  the  permitted  floor  area  ratio 
and  lot  coverage,  has  less  than  the  required  lot  area,  open 
space  ratio,  and  lot  area  per  room,  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 223  to  227  East  51st  Street, 
north  side,  260  feet  east  of  Third  Avenue  and  224  to  226 
East  52nd  Street,  Block  1325,  Lot  40,  Borough  of  Man¬ 
hattan. 


1 326-66- BZ—Vol.  II 

APPLICANT — Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamadrash  Hachodosh  Talmud,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  time 
to  complete  which  expired  January  6,  1973 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution,  permitted 
in  an  R8  district,  the  relocation  of  a  proposed  synagogue 
and  school  building  previously  before  the  Board,  that  ex¬ 
ceeds  the  permitted  lot  coverage  and  encroaches  on  the 
required  rear  yard. 

PREMISES  AFFECTED — 223-227  East  51st  Street  north 
side,  260  feet  east  of  Third  Avenue,  Block  1325,  Lot  Part  of 
Lot  40  (formerly  Lots  12  and  14),  Borough  of  Manhattan. 


630-70-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  St.  Andrews  Associ¬ 
ates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-01  (b)  of  the  Zoning 
Resolution,  permitting  in  a  C6-6  district,  on  an  office 
building  the  installation  of  illuminated  signs  that  exceeds 
the  permitted  surface  area,  exceeds  the  permitted  height 
above  curb  level  and  an  advertising  sign  that  encroaches  on 
the  adjoining  lot. 

PREMISES  AFFECTED — 1368  to  1374  Avenue  of  the 
Americas,  64  to  68  West  56th  Street,  southeast  corner,  71 
West  55th  Street,  Block  1271,  Lot  73,  Borough  of  Man¬ 
hattan. 


678-72-BZ 

APPLICANT — Meier-Marus  Associates  for  Flushing  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  March  20,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  73-44  of  the  Zoning  Resolution, 
permitting  in  a  Cl-2  district,  in  conjunction  with  the  erec¬ 
tion  of  a  two  story  enlargement  to  a  bank,  the  reduction 
in  the  number  of  accessory  parking  spaces. 

PREMISES  AFFECTED— 144-45  Northern  Boulevard, 
north  side,  160  feet  west  of  146th  Street,  Block  5003,  Lot 
48,  Flushing,  Borough  of  Queens. 


25-34-BZ — Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Christine  Scandore, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  April  3,  1972 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
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under  Sections  7e  and  21  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  change  in  occupancy 
from  restaurant  and  recreation  center  to  restaurant,  bar, 
grill  and  cabaret  (extension  of  building  previously  granted 
by  the  Board  and  denied  as  to  restaurant,  sale  of  liquors 
and  cabaret). 

PREMISES  AFFECTED— 1190-1196  (1188  displayed) 

Ocean  Parkway  and  517-529  Avenue  L,  northwest  corner, 
Block  5495,  Lot  1000,  Borough  of  Brooklyn. 


117-63-BZ 

APPLICANT— Lama  and  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  long  term  lessee;  Roy  and  Mary  Wallace,  owners. 

SUBJECT — Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  a  Cl-2  dis¬ 
trict,  the  erection  of  a  one  story  enlargement  and  the  ex¬ 
tension  of  the  use  and  area  of  an  automobile  service  station 
previously  granted  by  the  Board  to  include  minor  auto 
repairs  with  hand  tools,  non-automatic  car  wash,  office, 
utility  room,  sale  of  accessories  and.  the  parking  of  cars 
awaiting  service  with  a  projecting  sign. 

PREMISES  AFFECTED— 164-01  to  164-13  (164-05  offi¬ 
cial)  Union  Turnpike,  78-31  to  78-41  164th  Street,  north¬ 
east  corner,  Block  6972,  Lot  27,  Flushing,  Borough  of 
Queens. 


19-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Beth  Jacob-Beth 
Miriam  School  for  Girls,  owner. 

SUBJECT — Application  January  15,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2,  in  an  R4  and  R3-2  dis¬ 
trict,  the  erection  of  a  seven  story  non-profit  residence  for 
the  elderly  and  school  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  and  accessory 
parking,  encroaches  on  the  required  front,  side  and  rear 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 5714-16  Mosholu  Avenue,  south 
side,  161  feet  east  of  Feldston  Road  and  5711-19  Faraday 
Avenue,  Block  5855,  Lots  2234  and  2237,  Borough  of  The 
Bronx.  Community  Board  #14. 

Laid  over  from  April  9,  1974,  for  hearing,  at  the  request 
of  the  Community  Planning  Board. 


292-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Florence 
Pancer,  owner. 

SUBJECT — Application  May  15,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
erection  of  a  second  story  on  an  existing  one  story  furniture 
showroom  with  sales  and  storage  previously  before  the 
Board. 

PREMISES  AFFECTED — 241-47  Bay  Ridge  Avenue, 
north  side,  292.3  feet  West  of  3rd  Avenue,  Block  5862, 
Lot  66,  Borough  of  Brooklyn.  Community  Board  #10. 


13-74-BZ 

APPLICANT — Atkin  &  Bassolino  for  Anthony  L.  Schia- 
vetti,  owner. 

SUBJECT — Application  January  11,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
three  story  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  lot  area  per  room,  and  has  less  than 
the  required  open  space  ratio. 


PREMISES  AFFECTED — 1630  Castle  Hill  Avenue,  east 
side,  1.99  feet  south  of  Glover  Street,  Block  3989,  Lots  10 
and  11,  Borough  of  The  Bronx.  Community  Board  #9. 


60-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  34th  Street  South  Company,  owner. 

SUBJECT — Application  February  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  and  Cl-9  district,  the 
erection  of  a  20  story  and  penthouse  multiple  dwelling  that 
exceeds  the  permitted  tower  coverage. 

PREMISES  AFFECTED— 115-125  East  34th  Street,  north 
side,  183.6  feet  east  of  Park  Avenue,  Block  890,  Lots  11, 
12,  14,  13,  15,  16,  Borough  of  Manhattan.  Community 
Board  #6. 


104-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Larry  Lawrence 
and  Veronica  Holdings,  Incorporated,  owner. 

SUBJECT — Application  February  28,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  an 
eating  and  drinking  establishment  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED— 3401-3421  Fort  Hamilton  Park¬ 
way,  south  side,  100  feet  east  of  Chester  Avenue,  Block 
5303,  Lots  12,  13,  15,  18,  20,  Borough  of  Brooklyn.  Com¬ 
munity  Board  #12. 

JOSEPH  B.  KLEIN,  Chairman 


MAY  21,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  May  21,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

7-74-A 

APPLICANT — Hebrew  Hospital  for  Chronic  Sick,  owner. 
SUBJECT — Application  January  9,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED — 5601  Palisade  Avenue,  north 
side,  999.77  feet  north  of  West  254th  Street,  Block  5933, 
Lot  46,  Borough  of  The  Bronx. 


11-74-A 

APPLICANT — Rathkopf  &  Rathkopf  for  Forestam  As¬ 
sociates,  owner.  (Parkland  Manor  Home  for  Adults). 

SUBJECT — Application  January  10,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  revocation  of 
building  permit  #1653/73. 

PREMISES  AFFECTED— 6375  Broadway,  west  side, 
230.80  feet  north  of  West  254th  Street,  Block  5841,  Lot 
1994,  Borough  of  The  Bronx. 


73-74-A 

APPLICANT — Larry  Meltzer  for  Bulova  Watch  Company, 
owner. 

SUBJECT — Application  February  14,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  use  of  buried 
concrete  tank  for  storage  of  fuel  oil. 
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PREMISES  A  I-  FECTED — 75-20  Astoria  Boulevard  South, 
southwest  corner  of  77th  Street,  Block  1027,  Lot  4,  Flush¬ 
ing,  Borough  of  Queens. 


82-74-A 

APPLICANT — Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  February  20,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  In¬ 
flammable  mixture  known  as  “Gulf  Flooring  &  General 
Construction  Adhesive”,  in  11  oz.  Corking  Cartridge  .0035 
Foil  to  Kraft  Liner,  without  replaceable  cap,  not  in  com¬ 
pliance  with  Administrative  Code  of  New  York  City. 


83-74-A 

APPLICANT — Gulf  Corporation,  owner. 

SUBJECT — Application  February  20,  1974 — appeal  from  a 


decision  of  the  Fire  Commissioner  re-  packaging  of  In¬ 
flammable  mixture  known  as  “Gulf  Panel  and  General 
Construction  Adhesive”  in  11  oz.  Corking  Cartridge  .0035 
boil  to  Kraft  Liner,  without  replaceable  cap,  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 


103-74-A  ~ 

APPLICANT— Flack  &  Kurtz  for  Parks,  Recreation  and 
Cultural  Affairs  Administration,  owner. 

SUBJECT— Application  February  28,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  storage  and  use  of 
Chlorine  Gas  (liquefied)  in  occupied  location. 

PREMISES  AFFECTED — Soundview  Swimming  Pool 
Complex,  Intersection  of  Metcalf  and  Seward  Avenues 
Block  3543,  Lot  1,  Borough  of  The  Bronx. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  9,  1974,  10  A.M. 

Present :  Chairman  Klein,  Vice  _  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  March  26,  1974,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  April  4,  1974,  Vol.  59, 
No.  14. 


488-58-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Merm,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  14, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  local,  retail  and  residence  use 
district,  the  maintenance  of  a  parking  lot  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 1314-1330  Merriam  Avenue, 
east  side,  100  feet  north  of  West  169th  Street,  Block  2531, 
Lot  5,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  3,  1959,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
April  9,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
3,  1959,  as  amended  through  May  6,  1969,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  April  14,  1974, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  646-58) 


690-58-BZ 

APPLICANT— Lama  and  Vassalotti  for  Charles  Bensley, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  April  7,  1974 
—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
lubrication,  car  wash,  office,  minor  auto  repairs,  sales  room 
and  the  parking  and  storage  of  more  than  five  (5)  cars. 

PREMISES  AFFECTED— 666-670  Castle  Hill  Avenue 
and  2201-2207  Cincinnatus  Avenue,  Block  3575,  Lot  28 
(formerly  Lots  28,  30  and  31),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  . •••  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  7,  1959,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  9,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  7, 
1959,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  on  condition  that 
screening  be  provided  along  the  easterly  lot  line  and 
along  the  retaining  wall  on  Cincinnatus  Avenue :  that 
broken  parts  of  the  sidewalks  be  repaired ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  new  Cer¬ 
tificate  of  Occupancy  shall  be  obtained.”  (N.B.  986-58) 


1061-63-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Gladys  Fayne, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  10, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  enlargement 
in  area  of  an  existing  parking  lot ;  previously  before  the 
Board  under  Cal.  No.  228-60-BZ. 

PREMISES  AFFECTED — 1888  Billingsley  Terrace,  east 
side,  130.5  feet  west  of  Phelan  Place,  Block  2879,  Lots  257, 
258  and  259,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  10,  1964,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
April  9,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
10,  1964,  as  amended  through  May  6,  1969,  only  as  to  the 
term  of  variance,  previously  under  Cal.  No.  228-60-BZ,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  797-63) 


917-68-BZ 

APPLICANT — McGee  and  Morsellino  for  Caldo  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September  26, 
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1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  and  R6  district,  at  an  ex¬ 
isting  two  story  office  and  store  building,  the  erection  of  a 
six  tloor  enlargement  that  exceeds  the  permitted  floor  area 
ratio,  penetrates  the  sky  exposure  plane  and  extends  into 
the  residence  district. 

PREMISES  AFFECTED — 41-60  to  41-80  Main  Street, 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  22,  1969,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  September  21,  1971 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  22, 
1969,  as  amended  through  September  21,  1971,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution,  on 
condition  that  no  application  for  a  further  extension  of 
time  will  be  accepted  by  the  Board.”  (Alt.  945-68) 


547-71-BZ 

APPLICANT — Frank  G.  Meier  for  Benjamin  Nedbor, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  January  11,  1973 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition  under  Section  73-50  of  the  Zoning  Resolution 
permitting  in  a  C8-1  district,  the  erection  of  a  one  story 
warehouse  that  encroaches  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED — 61-10  to  61-26  Maurice  Avenue, 
east  side,  49.08  feet  north  of  61st  Street,  Block  2371,  Lots 
112  and  120,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  G.  Meier. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  11,  1972,  on  certain  conditions;  and 

Whereas, .  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 


the  resolution  adopted  on  January  11,  1972,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  346-71) 


593-72-BZ 

APPLICANT — Diffendale  and  Kubec  for  Richmond  Mem¬ 
orial  Hospital,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  16, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  installation 
of  an  accessory  sewage  treatment  plant  for  an  existing 
hospital. 

PREMISES  AFFECTED — 360  Seguine  Avenue,  northwest 
corner  of  Kingsland  Street,  Block  6699,  Lot  82,  Princes 
Bay,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Peter  W.  Diffendale. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  16,  1973,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
16,  1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  223-70) 


105-73-BZ 

APPLICANT — Sheldon  Loebel  for  Frandian  Associates, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  C6-6  CRT 
the  erection  of  a  35  story  mixed  building  that  exceeds  the 
permitted  lot  area  requirements  and  lot  area  per  room  and 
penetraites  the  sky  exposure  plane. 

PREMISES  AFFECTED— 1752-1756  Broadway,  211  West 
56th  Street,  northeast  corner,  Block  1028,  Lot  17,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1974,  at  10 
A.M.,  Special  Order  Calendar,  at  the  request  of  the  Com¬ 
munity  Planning  Board. 


205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
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extension  of  time  to  complete  which  expired  July  5,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R5  district,  the  erection  of  a  five  story 
health  related  facility  that  exceeds  the  permitted  floor  area 
ratio  and  lot  coverage,  encroaches  on  the  required  front 
and  side  yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Dot  25,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Laid  over  to  June  4,  1974,  at  10 
A.M.,  Special  Order  Calendar,  at  the  request  of  the  ap¬ 
plicant. 


391-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodesh  Talmud,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  to  reopen  for  extension  of  time  to  complete 
which  expired  September  12,  1973 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R8  district,  the  erection  of  an  11  story  Synagogue  and  mul¬ 
tiple  dwelling  that  exceeds  the  permitted  floor  area  ratio 
and  lot  coverage,  has  less  than  the  required  lot  area,  open 
space  ratio,  and  lot  area  per  room,  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 223  to  227  East  51st  Street, 
north  side,  260  feet  east  of  Third  Avenue  and  224  to  226 
East  52nd  Street,  Block  1325,  Lot  40,  Borough  of  Man¬ 
hattan. 

ACTION  OF  BOARD — Laid  over  to  May  21,  1974,  at  10 
A.M.,  Special  Order  Calendar,  to  be  heard  in  conjunction 
with  Cal.  No.  1326,  66-BZ,  Vol.  II. 


151-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Lawrence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973' — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  encroaches 
on  the  required  rear  yard  equivalent  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 
Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Howard  A.  Zipser  and  Thomas  Breen. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at  10 
A.M.,  for  continued  hearing,  at  the  request  of  the  applicant. 


152-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — filed  pursuant  to 
multiple  dwelling  law  re-  rear  yard. 


PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  A.  Zipser  and  Thomas  Breen. 
ACTION  OF  BOARD— Laid  over  to  June  18,  1974,  at  10 
A.M.,  for  continued  hearing,  at  the  request  of  the  applicant. 


224-73-BZ 

APPLICANT — Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT — Application  April  13,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  for  an  existing  steam  plant. 

PREMISES  AFFECTED — 1100  York  Avenue,  northeast 
corner  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8  and  6. 

APPEARANCES— 

For  Applicant:  S.  Barnes. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1974,  at  10 
A.M.,  for  continued  hearing. 


300-73-BZ 

APPLICANT — Dominick  T.  Farruggio  for  Vito  Santoro, 
owner. 

SUBJECT — Application  May  17,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  commercial  ve¬ 
hicle  storage  establishment  that  encroaches  on  the  required 
open  space. 

PREMISES  AFFECTED— 101-08  to  101-10  97th  Street, 
south  side,  50  feet  West  of  102nd  Street,  Block  9403,  Lots 
3  and  5,  Woodhaven,  Borough  of  Queens.  Community 
Board  #9. 

APPEARANCES— 

For  Applicant:  Dominick  T.  Farruggio. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  April  30,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  applicant. 


555-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 75-11  164th  Street,  east  side, 
80.24  feet  north  of  75th  Road,  Block  6966,  Lot  31,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Miles  Baum,  Wilbur  Kropf  and  others. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  Community  Board  #8. 
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556-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED — 75-13  164th  Street,  east  side, 
60.24  feet  north  of  75th  Road,  Block  6966,  Lot  29,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #8. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Board 
#8. 


557-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 75-15  164th  Street,  east  side, 
40.24  feet  north  of  75th  Road,  Block  6966,  Lot  27,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #8. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  Community  Board  #8. 

561-73-BZ 

APPLICANT — Adrianne  Uventa,  owner. 

SUBJECT — Application  October  23,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
the  erection  of  a  one  story  enlargement  to  an  existing 
dwelling  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 336  East  16th  Street,  west  side, 
208  feet  north  of  Cortelyou  Road,  Block  5146,  Lot  62, 
Borough  of  Brooklyn.  Community  Board  #14. 

APPEARANCES— 

For  Applicant :  Adrianne  Ilventa. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1974,  at  10 
A.M.,  for  hearing;  applicant  to  send  proper  notices. 

564-73-BZ 

APPLICANT — Sheldon  Lobel  for  Celebrity  Checks,  Incor¬ 
porated,  owner. 

SUBJECT — Application  October  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5 
district  the  erection  of  a  four  story  bank  and  office  building 
that  exceeds  the  permitted  floor  area  ratio,  penetrates  the 
sky  exposure  plane  and  has  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED — 34-45  Junction  Boulevard, 
northeast  corner  of  35th  Avenue,  Block  1730,  Lot  31,  Flush- 
mg,  Borough  of  Queens.  Community  Board  #3. 
APPEARANCES— 

For  Applicant:  Sheldon  Lobel. 

For  Opposition :  None. 


ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  additional 
information. 

606-73-BZ 

APPLICANT — Samuel  H.  Lindenbuam  of  Lindenbaum  & 
Young  for  Rose  Associates,  owner. 

SUBJECT — Application  November  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  16  story  mixed 
building  for  an  accessory  swimming  pool  and  related 
facilities  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio. 

PREMISES  AFFECTED — 240  East  76th  Street  and  1441 
to  1455  Second  Avenue,  southwest  corner,  Block  1430,  Lot 
21,  Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Frederick  P. 

Rose,  Howard  Zipser  and  Sidney  Goldman. 

For  Opposition:  Gene  Fein,  John  A.  K.  Bradley  and 
Benjamin  J.  Nathan. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


668-73-BZ 

APPLICANT — Norman  Delman  for  Congregation  Aishel 
Avraham,  owner. 

SUBJECT — Application  December  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-2  district,  the  erection 
of  an  eight  story  nursing  home  that  exceeds  the  permitted 
floor  area  ratio  and  height  of  the  front  wall,  encroaches 
on  the  required  front  yard  and  has  non-complying  parking 
and  loading. 

PREMISES  AFFECTED — 40  Heyward  Street,  southwest 
corner  of  Bedford  Avenue,  Block  2230,  Lot  13,  Borough 
of  Brooklyn.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Norman  Delman. 

For  Opposition:  Saul  Goldsmith,  Amadeo  Fernandes  and 
Martin  A.  Schwartz. 

ACTION  OF  BOARD — Laid  over  to  May  28,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  applicant. 


701-73-BZ 

APPLICANT — Sheldon  Lobel  for  Banner  County  Realty 
Corporation,  owner ;  Concord  Beauty  School,  lessee. 

SUBJECT — Application  December  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
two  story  building  the  maintenance  of  a  trade  school  on 
the  second  floor. 

PREMISES  AFFECTED — 5606  5th  Avenue,  west  side,  25.2 
feet  south  of  56th  Street,  Block  839,  Lots  39  and  40,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #7. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel  and  Martin  Shulman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  30,  1974,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 


5-74-BZ 

APPLICANT — Joseph  B.  Raia  for  Ivan  Marshall,  owner. 
SUBJECT — Application  January  3,  1973 — decision  of  the 
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Borough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  erection  of 
a  two  story  and  basement  enlargement  to  an  existing  school 
with  an  accessory  caretakers  apartment. 

PREMISES  AFFECTED— 250  Parkinson  Avenue,  west 
side,  303.40  feet  south  of  Ledyard  Place,  Block  3223,  Lot  17, 
Grasmere,  Borough  of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Raia. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1974,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 


19-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Beth  Jacob-Beth 
Miriam  School  for  Girls,  owner. 

SUBJECT — Application  January  15,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  in  an  R4  and  R3-2 
district,  the  erection  of  a  seven  story  non-profit  residence 
for  the  elderly,  and  school  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  and  accessory 
parking,  encroaches  on  the  required  front,  side  and  rear 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 5714-16  Moshulu  Avenue,  south 
side,  161  feet  each  of  Fieldston  Road  and  5711-19  Faraday 
Avenue,  Block  5855,  Lots  2234  and  2237,  Borough  of  The 
Bronx.  Community  Board  #14. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Timothy  Sugruelot. 

ACTION  OF  BOARD — Laid  over  to  May  21,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Planning  Board. 

30- 74-BZ 

APPLICANT — Raymond  McKaba  for  Robert  Sabbagh, 
owner. 

SUBJECT — Application  January  16,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  district,  the  enlargement 
in  area  of  a  two  story  commercial  building  that  will  exceed 
the  permitted  floor  area  ratio,  and  has  less  than  the  required 
accessory  parking. 

PREMISES  AFFECTED — 8714  Fifth  Avenue,  northwest 
corner  of  88th  Street,  Block  6050,  Lot  40,  Borough  of 
Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  Raymond  McKaba  and  James  M.  Vella. 
For  Opposition :  Mary  McKeon. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at  10 
A.M.,  for  continued  hearing ;  applicant  to  submit  additional 
information. 

31- 74-A 

APPLICANT — Raymond  McKaba  for  Robert  Sabbagh, 
owner. 

SUBJECT — Application  January  16,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  exits,  ventila¬ 
tion,  etc. 

PREMISES  AFFECTED — 8714  Fifth  Avenue,  northwest 
corner  of  88th  Street,  Block  6050,  Lot  40,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Raymond  McKaba  and  James  M.  Vella. 


ACTION  OF  BOARD— Laid  over  to  April  23,  1974,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  additional 
information. 


700-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Gimpel  Farms, 
Incorporated,  owner. 

SUBJECT — Application  December  27,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  construc¬ 
tion  of  an  open  scrap  metal  junk,  paper,  rag  storage  and 
balingyard  with  accessory  commercial  vehicle  storage. 

PREMISES  AFFECTED— 58-97  57th  Street,  east  side, 
200.20  feet  north  of  Flushing  Avenue,  Block  2622,  Lots  13 
and  101,  Maspeth,  Borough  of  Queens.  Community  Board 
#2. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  . 0 


40-73-BZ 

APPLICANT — Gaspare  Rosario  Santoro  for  Anthony 
Licastri,  owner. 

SUBJECT — Application  January  22,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  enlargement  to  an  existing  store  and  residential 
building  that  increases  the  degree  of  non-conformity  and 
non-compliance. 

PREMISES  AFFECTED — 128  Sand  Lane,  west  side,  40.01 
feet  south  of  McClean  Avenue,  Block  3274,  Lots  32,  30, 
South  Beach,  Borough  of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Gaspare  R.  Santoro. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Hornstein,  Commissioner  Carroll  and  Commissioner 


Walsh  . . . . 4 

Negative:  Chairman  Klein  . 1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  8,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  19,  1974;  then  to  March  5, 
1974;  then  to  March  26,  1974;  then  to  April  9,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  18,  1973,  acting  on  Alt  Applic.  220/1972, 
reads : 

“3.  Proposed  extension  of  a  non-conforming  use 
(Candy  Store  &  Luncheonette — Use  Group  6)  in  an  R3-2 
district  is  contrary  to  Section  22-00  of  the  Zoning  Reso¬ 
lution. 

4.  Since  there  are  no  applicable  bulk  regulations 
for  a  mixed  occupancy  bldg.,  residential  &  commercial 
uses  in  a  residential  zone  this  application  is  referred  to 


320 


MINUTES 


the  Board  of  Standards  and  Appeals  for  their  considera¬ 
tion.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

\\  iiereas,  the  Board  lias  determined  that  the  evidence  in 
the  recoi  d  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  Jhe  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  two-story  enlargement  to 
an  existing  store  and  residential  building  that  increases  the 
degree  of  non-conformity  and  non-compliance,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  January  22,  1973”,  13 
sheets,  and  “April  8,  1974”,  one  sheet;  on  further  condition 
that  screening  be  provided  in  accordance  with  Section  25-66 
of  the  Zoning  Resolution;  that  accessory  parking  be  limited 
to  the  rear  yard  only ;  and  that  all  laws,  rules  and  regula¬ 
tions  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


512-73-BZ 

APPLICANT — Diffendale  &  Kubec  for  Silver  Height 
Homes,  owner. 

SUBJECT — Application  September  19,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
•  of  a  one  family  dwelling. 

PREMISES  AFFECTED — 90  Bowles  Avenue,  south  side, 
106.58  feet  east  of  Morningstar  Road,  Block  1148,  Lot  53, 
Graniteville,  Borough  of  Richmond.  Community  Board 
#1. 

APPEARANCES— 

For  Applicant:  Peter  W.  Diffendale  and  George  P. 
Leanza. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  19,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  2,  1974;  then  to  April  9,  1974 - 

and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  30,  1973,  acting  on  N.B.  Applic.  169/1973 
reads : 

6.  Lot  area  and  lot  width  are  less  than  minimums 
permitted  in  an  R-4  Zone  by  Sect.  23-32  Zoning  Resolu¬ 
tion.  Submit  evidence  from  Title  Guarantee  Co.  for  com¬ 
pliance  with  Sect.  23-33  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 


the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district,  on  a  plot  with  less  than  the  required  lot  area  and  lot 
\\  filth,  the  erection  of  a  one-family  dwelling,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  September  19,  1973”, 
5  sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  shall  be 
completed  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  11:45  A.M. 

John  B.  Cincotta,  Executive  Director. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  9,  1974,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta,  Com¬ 
missioner  Hornstein,  Commissioner  Carroll,  and  Commis¬ 
sioner  Walsh. 


23-73-BZY — B.Q. — 112-12  Ocean  Promenade,  Block 
16185,  Lot  41,  N.B.  61-73. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Ada  Zakin  and  Julie  Rapport. 

For  Administration:  W.  J.  Kernicky,  Dept,  of  Buildings. 

ACTION  OF  THE  BOARD — Laid  over  to  May  7,  1974,  at 
2  P.M.,  for  continued  hearing. 


26-73-BZY — B.Q. — 2929  Far  Rockaway  Boulevard,  Block 
15688,  Lots  25,  29,  33,  N.B.  368-73. 


APPEARANCES— 

For  Applicant :  Howard  Zipser. 

For  Administration :  W.  J.  Kernicky,  Dept,  of  Buildings. 
ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at  2 
P.M.,  at  the  request  of  the  applicant,  for  continued  hearing. 


9-74-BZY— B.B. — 2316  Surf  Avenue,  Block  7070,  Lots 
120  and  126,  N.B.  89-73. 

APPEARANCES— 

For  Applicant:  Julius  J.  Rosen. 

ACTION  OF  BOARD — Laid  over  to  April  30,  1974,  at  2 
P.M.,  for  continued  hearing,  at  the  request  of  the  applicant. 


11-74-BZY — B.B. — 55-59  Pierrepont  Street,  Block  236, 
Lot  15,  Alt.  No.  1659-73. 

APPEARANCES— 

For  Applicant :  Howard  Zipser. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1974,  at  2 
P.M.,  for  continued  hearing,  at  the  request  of  the  applicant. 


12-74-BZY — B.Q. — 140  Beach  25th  Street,  Block  15815, 
Lot  20 — N.B.  984-72. 
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APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Administration :  W.  J.  Kernicky,  Dept,  of  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  7,  1974,  at  2 
P.M.,  for  continued  hearing. 


132-34-SA 

APPLICANT— Acme  Heat  and  Power  Incorporated,  owner. 
SUBJECT — To  rescind  revocation  and  change  of  corporate 
name  and  revised  model  numbers. 


APPEARANCES— 


For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  test. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
132-34-SA— Amendment  to  resolution  to  rescind  revocation 
and  to  show  a  change  of  corporate  name  and  revised  model 
numbers. 

Acme  Heat  and  Power,  Incorporated,  Copiague,  New  York 
requested  that  the  resolution  adopted  July  3,  1934  and  amended 
through  January  25,  1949  under  Calendar  Number  132-34-SA 
be  reopened  and  amended  to  rescind  the  revocation  and  to 
show  a  change  of  corporate  name  and  revised  model  numbers. 

PROPOSED  USE — Acme  fuel  oil  burners. 
DESCRIPTION :  The  revocation  of  the  resolution  adopted 
under  this  Calendar  Number  was  based  upon  the  inability  of 
the  Board  to  contact  the  owner-manufacturer.  The  revoca¬ 
tion  is  hereby  rescinded. 

The  request  is  to  show  a  change  of  corporate  name  from 
Acme  Oil  Burner  Company  to  Acme  Heat  and  Power  Incor¬ 
porated,  and  to  show  that  Acme  Heat  and  Power  Incorpo¬ 
rated  are  the  parent  company  of  Rasol  Industries  Company, 
Incorporated,  who  manufacture  the  Volcano  Burner  under 
Calendar  Number  234-37-SA. 


.  Further,  listed  below  are  the  model  oil  burners  manufac¬ 
tured  by  Acme  Heat  and  Power  Incorporated  and  Rasol 
Industries  Company,  Incorporated. 


Acme  Heat  and  Power  Incorporated 


Old 

BO-1 

BO-2 


Acme  Oil  Burners 

Revised 
Model  CP 
(Model  U 
1  Model  U-I-R 


Rasol  Industries 
Company,  Inc. 
Volcano 
Oil  Burners 

Model  DA 
Model  JA 
Model  HA 
Model  KA 


RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  3,  1934  and  amended 
at  various  times  through  January  25,  1949  under  Calendar 
Number  132-34-SA  be  reopened  and  amended  to  rescind  the 
revocation  of  January  16,  1968  and  to  show  a  change  of  cor¬ 
porate  name  from  Acme  Oil  Burner  Company  to  Acme  Heat 
and  Power  Incorporated  and  to  include  the  revised  model 
numbers  as  listed  above  on  condition  that  the  requirements 
of  the  resolution  adopted  July  3,  1934  and  amended  through 
January  25,  1949  under  Calendar  Number  132-34-SA  are 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac- 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 


approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  Change  of  ownership,  change 
turer,  familiar  with  the  materials,  processes  and  controls  of 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


192-34-SA 

APPLICANT — Preferred  Utilities  Manufacturing  Corpora¬ 
tion,  owner. 

SUBJECT — 'Change  of  model  designation. 

APPEARANCES— 

For  Applicant :  K.  C.  Stevens. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
192-34-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  model  designation. 

Preferred  Utilities  Manufacturing  Corporation,  Danbury, 
Connecticut  06810,  requested  that  the  resolution  adopted 
October  16,  1934  under  Calendar  Number  192-34-SA  be 
reopened  and  amended  so  as  to  show  a  change  of  model 
designation. 

PROPOSED  USE.  Anti-syphon  valve  for  use  in  oil  burner  , 
installation. 

DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  material. 

The  request  by  the  applicant  is  to  delete  the  obsolete 
designation  “Type  B”  and  replace  same  with  the  current  , 
designation  which  corresponds  with  the  listing  of  Under-  i 
writers’  Laboratories,  Incorporated  which  is  part  of  this 
record.  The  new  designation  is  as  follows :  “to  hold  against 
5  ft.  head,  Type  A-5 ;  10  ft.  head,  Type  A-10 ;  15  ft.  head, 
Type  A-15 ;  20  ft.  head,  Type  A-20.  Type  A  or  No.  6  oil  ( 
or  lighter. 

To  prevent  siphoning  at  the  time  of  fire  in  vicinity  of  oil 
line  by  fusing  of  vent  valve  link,  opening  vent  in  suction  line, 
Type  T.  Type  T  for  use  where  suction  line  does  not  exceed  , 
1  in.  I.  P.  S.” 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  16,  1934  under 
Calendar  Number  192-34-SA  be  reopened  and  amended  so  as 
to  show  a  change  of  model  designation  as  shown  above  on 
condition  that  the  requirements  of  the  resolution  adopted 
October  16,  1934  under  Calendar  Number  192-34-SA  are 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
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Board,  certifying  that  sucli  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


1151-40-SM 

APPLICANT — W.  W.  Henry  Company,  owner. 

SUBJECT — Change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1151-40-SM — Amendment  to  resolution  so  as  to  show  a 
change  of  owner-manufacturer. 

The  W.  W.  Henry  Company,  South  River,  New  Jersey, 
requested  that  the  resolution  adopted  February  18,  1941 
under  Calendar  Number  1151-40-SM  be  reopened  and 
amended  so  as  to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Acousti-Gum  Adhesive  (Acoustical 
Tile  Cement). 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  material. 

The  W.  W.  Henry  Company,  a  California  Corporation, 
has  submitted  an  affidavit  showing  that  they  have  purchased 
on  July  1,  1969  all  rights  and  assets,  etc.,  of  Templar,  In¬ 
corporated,  formerly  known  as  Templar  Oil  Products  Com¬ 
pany  and  Templar,  Incorporated,  a  New  Jersey  Corporation 
has  submitted  an  affidavit  showing  they  have  sold  on  July  1, 

969  all  rights  and  assets,  etc.  of  Templar,  Incorporated  to 
w.  W.  Henry  Company. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  18,  1941  under 
Calendar  Number  1151-40-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer,  new  owner- 
manufacturer  being  the  W.  W.  Henry  Company  on  condition 
the  recluirements  of  the  resolution  adopted  February  18, 
1941  under  Calendar  Number  1151-40-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufacturer 
familiar  with  the  materials,  processes  and  controls  of  the 
Product  manufactured,  shall  be  filed  annually  with  this 
ijoarffi  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 

auure  to  notify  the  Board  of  change  of  ownership,  change 


°)rj0r?0ra^fi  name>  change  of  address  or  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  materials  in  accordance  with 
the  above  report. 

68-48-SM  " 

APPLICANT-The  Celotex  Corporation,  Subsidiary  of  Jim 
Walter  Corporation,  owner. 

SUBJECT — Change  of  owner-manufacturer. 

APPEARANCES— 

Ror  Applicant :  Thomas  J.  Harvey. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . . .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
68-48-SM— Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

The  Celotex  Corporation,  Subsidiary  of  Jim  Walter  Cor¬ 
poration,  Tampa,  Florida,  requested  that  the  resolution 
adopted  June  19,  1951  under  Calendar  Number  68-48-SM  be 
reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer. 

1  ROPQSED  USE:  As  an  incombustible  covering  on  Class 
4  Construction ;  side  walls  on  Class  5  construction,  and  as  a 
roof  covering  as  provided  under  C26-605.0  through  C26.608  0 
Administrative  Building  Code  of  the  City  of  New  York. 

DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  material. 

The  Celotex  Corporation,  Subsidiary  of  Jim  Walter  Cor¬ 
poration,  has  submitted  an  affidavit  showing  that  on  February 
16,  1968  the  Philip  Carey  Manufacturing  Company,  an  Ohio 
Corporation,  changed  its  name  to  Philip  Carey  Corporation ; 
that  on  April  9,  1970  Philip  Carey  Corporation  was  merged 
into  Briggs  Manufacturing  Company,  a  Michigan  Corpora¬ 
tion,  which  simultaneously  changed  its  name  to  Panacon 
Corporation;  that  on  June  30,  1972  Panacon  Corporation  was 
merged  into  the  Celotex  Corporation,  a  Delaware  Corpora¬ 
tion;  that  said  merger  was  statutory  and  as  a  result  the 
Celotex  Corporation  has  succeeded  to  and  assumed  all  the 
assets  and  liabilities  of  Panacon  Corporation ;  and  that  the 
Celotex  Corporation  is  a  wholly-owned  subsidiary  of  Jim 
Walter  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  19,  1951  under 
Calendar  Number  68-48-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer,  new  owner- 
manufacturer  being  the  Celotex  Corporation  a  wholly-owned 
subsidiary  of  Jim  Walter  Corporation  on  condition  that  the 
requirements  of  the  resolution  adopted  June  19,  1951  under 
Calendar  Number  68-48-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
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Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  or  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 

363-48-SM 

APPLICANT — The  Celotex  Corporation,  Subsidiary  of  Jim 
Walter  Corporation,  owner. 

SUBJECT — Change  of  owner-manufacturer. 

APPEARANCES— 

For  Applicant:  Thomas  J.  Harvey. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissinoer  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
363-48-SM — Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

The  Celotex  Corporation,  Subsidiary  of  Jim  Walter  Corpo¬ 
ration,  Tampa,  Florida,  requested  that  the  resolution  adopted 
June  19,  1951  under  Calendar  Number  363-48-SM  be  reopened 
and  amended  so  as  to  show  a  change  of  owner-manufacturer. 
PROPOSED  USE:  As  an  incombustible  covering  on  Class 
4  construction;  side  walls  on  Class  5  construction  and  as  a 
partition  in  locations  wherein  no  incombustible  and/or  fire 
rating  are  required. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  listed  nor  in  the  method  of  manufacture  of  the  material. 

The  Celotex  Corporation,  Subsidiary  of  Jim  Walter  Cor¬ 
poration  has  submitted  an  affidavit  showing  that  on  February 
16,  1968  the  Philip  Manufacturing  Company,  an  Ohio  Corpo¬ 
ration,  changed  its  name  to  Philip  Carey  Corporation;  that 
on  April  9,  1970  Philip  Carey  Corporation  was  merged  into 
Briggs  Manufacturing  Company,  a  Michigan  Corporation 
which  simultaneously  changed  its  name  to  Panacon  Corpora¬ 
tion;  that  on  June  30,  1972  Panacon  Corporation  was  merged 
into  the  Celotex  Corporation,  a  Delaware  Corporation ;  that 
said  merger  was  statutory  and  as  a  result  the  Celotex  Cor¬ 
poration  has  succeeded  to  and  assumed  all  the  assets  and 
liabilities  of  Panacon  Corporation  and  that  the  Celotex  Cor¬ 
poration  is  a  wholly-owned  subsidiary  of  Jim  Walter  Cor¬ 
poration. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  19,  1951  under 
Calendar  Number  363-48-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer,  new  owner- 
manufacturer  being  the  Celotex  Corporation  a  wholly-owned 
subsidiary  of  Jim  Walter  Corporation  on  condition  that  the 
requirements  of  the  resolution  adopted  June  19,  1951  under 
Calendar  Number  363-48-SM  be  complied  with. 


A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying;  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 

596-58-SM 

APPLICANT — Imperial  Damper  Company,  owner. 
SUBJECT — To  include  addition  to  and  additional  use  for 
fire/smoke  damper. 

APPEARANCES— 

i 

For  Applicant:  Lionel  P.  Carning  and  Lee  Hilton. 
ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  . 5 

Negative :  . 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
596-58-SM — Amendment  to  resolution  to  include  addition  to 
and  additional  use  for  fire/smoke  damper. 

Imperial  Damper  Company,  Incorporated,  Bronx,  New 
York,  requested  that  the  resolution  adopted  March  31,  1959 
under  Calendar  Number  596-58-SM  be  reopened  and 
amended  to  include  an  addition  to  and  additional  use  for  a 
fire/smoke  damper. 

PROPOSED  USE:  Fire/smoke  damper. 

DESCRIPTION:  The  damper,  Model  VWNYT-1,  was 
previously  approved  for  use  with  a  standard  fusible  link  to 
close  the  damper. 

The  addition  is  the  use  of  a  pneumatic  or  electric  motor 
operator  instead  of  a  fusible  link  to  close  the  damper.  The 
motor  operator  is  activated  by  a  signal  from  an  ionization 
detection  system.  The  motor  operator  and  ionization  detec¬ 
tion  are  also  used  to  allow  the  damper  to  provide  an  addi¬ 
tional  function.  They  are  used  to  provide  reversibility  to  the 
damper.  The  damper  is  used,  therefore,  to  simultaneously 
meet  the  requirements  of  RS  13  of  the  Building  Code  of  the 
City  of  New  York  for  closing  smoke  dampers  and  the  re¬ 
quirements  of  Article  17  of  the  Building  Code,  as  amended 
by  Local  Law  5-1973,  for  remote  control  reversible  fire 
shutters. 

INSPECTION  AND  TEST:  The  damper  with  fusible 
link  was  tested  and  approved  by  Underwriters’  Laboratories 

(File  57C7587). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  31,  1959  under 
Calendar  Number  596-58-SM  be  reopened  and  amended  to 
include  the  addition  to  and  the  additional  use  for  the  Model 
VWNYT-1  Damper  described  above  under  the  provisions 


MINUTES 


of  Article  13  and  Article  RS  17  of  the  Building  Code  of  the 
City  of  New  York  on  condition  that  the  ionization  detection 
system  used  to  activate  the  pneumatic  motor  operator  shall 
be  Board  of  Standards  and  Appeals  approved  that  the 
pneumatic  motor  operator  shall  be  inspected  periodically  by 
the  installer  to  ascertain  its  operability,  and  that  the  require¬ 
ments  of  the  original  resolution  adopted  under  this  Calendar 
Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


445-59-SA 

APPLICANT — Moline  Accessories  Corporation,  owner. 
APPEARANCES— 

For  Aplicant:  F.  Uacqua. 

ACTION  OF  BOARD —  Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Commitee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
445-59-SA — Moline  Accessories  Corporation,  Moline,  Illinois 
filed  for  approval  of  the  Model  P-1 046- A  Electric  Contact 
under  the  provisions  of  Article  18  and  RS  18  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Electric  contact  for  elevator  car  doors 
or  gates. 

DESCRIPTION :  The  contact  prevents  an  elevator  from 
operating  when  the  car  door  or  gate  is  opened  y2"  or  more 
by  opening  the  elevator  control  circuit.  An  actuating  cam 
is  mounted  on  the  car  door  or  gate.  A  striker  arm,  contact, 
and  contact  disc  are  positioned  in  a  manner  such  that  the  cam 
moves  the  striker  arm  with  the  aid  of  gravity  as  the  door  or 
eate  is  opened  and  the  striker  arm  breaks  electrical  contact. 
The  process  is  reversed  when  the  door  is  closed. 
INSPECTION  AND  TEST:  The  contact  has  been  ap¬ 
proved  by  the  New  York  State  Board  of  Standards  and 
Anneals  (Application  No.  1482)  and  the  Canadian  Standards 
Association  (Guide  100-L-O,  No.  16017  and  Report  No. 
LR  16017-3  of  test  by  CSA  Testing  Laboratories). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  P-1046-A  Electric  Con¬ 
tact  for  elevator  car  doors  or  gates  for  use  in  accordance 
with  the  requirements  of  Article  18  and  RS  18  of  the  Building 
Code  of  the  City  of  New  York.  The  contacts  shall  be  per¬ 
manently  labeled :  “Approved  by  the  Board  of  Standards 


and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  445-59-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

358-61-SA 

APPLICANT — Vapor  Corporation,  GPE  Controls  Division, 
Owner. 

SUBJECT — Change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant:  Andrew  J.  Small. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  .  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
358-61-SA — Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

Vapor  Corporation,  GPE  Controls  Division,  Morton 
Grove,  Illinois,  requested  that  the  resolution  adopted  October 
17.  1961  and  amended  July  3,  1973  under  Calendar  Number 
358-61-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer. 

PROPOSED  USE:  Liquid  level  indicating  device  for  petro¬ 
leum  bulk  storage  tanks. 

DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  liquid  level 
indicating  device. 

The  Vapor  Corporation,  GPE  Controls  Division,  an  Illinois 
Corporation  has  submitted  an  affidavit  showing  that  thev 
have  purchased  all  rights  and  assets,  etc  of  the  Singer,  GPE 
Controls  Division  and  Singer,  GPE  Controls  Divsion.  an 
Illinois  Corporation,  has  submitted  an  affidvait  showing  they 
have  sold  all  rights  and  assets  to  the  Vapor  Corporation 
GPE  Controls  Divsion. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  17,  1961  and 
amended  July  3,  1973  under  Calendar  Number  358-61-SA  be 
reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer,  new  owner-manufacturer  being  Vapor  Cor¬ 
poration,  GPE  Controls  Division  on  condition  that  the  re¬ 
quirements  of  the  resolution  adopted  October  17,  1961  and 
amended  July  3,  1973  under  Calendar  Number  358-61-SA  are 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac- 
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turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with  the 
above  report. 


947-66-SM 

APPLICANT— United  States  Gypsum  Company,  owner. 
SUBJECT — Additional  gypsum  cement  floor  underlayment. 

APPEARANCES— 

For  Applicant :  E.  V.  Salvo. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
947-66-SM — Amendment  to  resolution  to  include  additional 
gypsum  cement  floor  underlayment. 

United  States  Gypsum  Company,  New  York,  requested 
that  the  resolution  adopted  January  16,  1968  under  Calendar 
Number  947-66-SM  be  reopened  and  amended  to  include  an 
additional  gypsum  floor  underlayment. 

PROPOSED  USE:  Gypsum  cement  floor  underlayment 
(  non-combustible) . 

DESCRIPTION:  The  addition  material  is  USG  Flo-Fill 
Underlayment  Compound.  It  is  a  non-combustible,  non¬ 
aggregate,  self-leveling  type  gypsum  cement.  It  is  used  as 
a  floor  underlayment  compound  over  concrete  floors  and 
plank,  gypsum  plank,  wood  subfloors,  and  structural  steel 
deck  units. 

INSPECTION  AND  TEST :  The  gypsum  cement  was 
tested  and  approved  by  Konstandt  Laboratories,  Incor¬ 
porated,  Long  Island  City,  New  York  (Report  No.  135261  as 
a  non-combustible  material  in  accordance  with  the  provisions 
of  ASTM  E-136,  as  specified  in  article  2  of  the  Building 
Code. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  16,  1968  under 
Calendar  Number  947-66-SM  be  reopened  and  amended  to 
include  an  additional  non-combustible  gypsum  cement  floor 
underlayment,  USG  Flo-Fill  Underlayment  Compound,  un¬ 
der  the  provisions  of  Article  2  of  the  Building  Code  of  the 
City  of  New  York  on  condition  that  the  requirements  of  the 
original  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product,  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 


are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 

2-72-SM 

APPLICANT — Wheeling  Corrugating  Company  for  Glaros 
Products,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Thomas  J.  Jones  and  James  P.  Walsh. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  . 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
2-72-SM — Wheeling  Corrugating  Company,  Wheeling,  West 
Virginia,  for  Glaros  Products,  Incorporated,  Rankin,  Penn¬ 
sylvania,  filed  for  approval  of  Glaros  Insul-Lap  and  Inter- 
Lap  Wall  Panels  under  the  provisions  of  Article  5  and  RS  5 
of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Wall  panels  (non-fire  rated). 
DESCRIPTION :  The  panels  have  metal  shells  of  22  or  26 
gauge  steel  or  0.032"  aluminum.  The  shells  are  uncoated, 
painted,  or  porcelain  enameled.  The  shells  are  available  in 
seven  corrugation  patterns:  Terrace,  Terra-Crest,  Chevron, 
Tri-Crest,  Bi-Crest,  Penn-Crest,  and  In-Crest.  The  shells 
of  the  Insul-Lap  Panels  are  filled  with  rigid  foam-in-place 
polyurethane  which  is  bonded  between  the  shells.  The  Inter- 
Lap  Panels  have  no  insulation  between  the  shells.  Both 
panels  are  2"  thick,  16"  wide,  and  up  to  30'  long.  The  thermal 
conductivity  of  the  Insul-Lap  panel  is  0.13.  The  panels  are 
joined  together  by  an  interlocking  system  which  includes 
concealed  fasteners  and  gaskets. 

INSPECTION  AND  TEST:  The  load  tables  and  allow¬ 
able  wind  pressures  enumerated  in  the  manufacturer’s  cata¬ 
logues  (7.4/GL  and  8.23/GI)  have  been  verified  by  tests 
conducted  by  Pittsburgh  Testing  Laboratory  (No.  15-994, 
March  29,  1971,  report  on  file).  The  panels  were  tested  by 
Underwriters’  Laboratories  (File  R6695)  and  achieved 
flame  spread  ratings  of  25  or  less  and  smoke  developed  ratings 
of  50  or  less,  except  that  when  the  gasket  side  of  the 
panel  was  painted,  a  smoke  developed  rating  of  70  was 
achieved. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Glaros  Insul-Lap  and  Inter-Lap  Wall 
Panels  under  the  provisions  of  Article  5  and  RS  5  of  the 
Building  Code  of  the  City  of  New  York  to  be  used  in  accord¬ 
ance  with  the  load  and  wind  tables  of  the  above  cited  cata¬ 
logues  as  non-combustible  non-fire  rated  panels  or  as  com¬ 
bustible  non-fire  rated  panels  when  the  gasket  side  of  the 
panels  is  painted.  The  panels  shall  be  permanently  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  2-72-SM.” 
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A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


714-72-SM 


APPLICANT — Euclid  Chemical  Company,  owner. 
APPEARANCES— 

For  Applicant :  David  Levy. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 


Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 


THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
714-72-SM — Euclid  Chemical  Company,  Cleveland,  Ohio, 
filed  for  approval  of  Euco  Winter  Admixture,  also  known 
as  Euco  Accelguard,  under  the  provisions  of  Article  10 
and  RS  10  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Admixture  for  concrete  and  masonry. 
DESCRIPTION :  The  admixture  is  in  liquid  form  and  it 
is  an  accelerating  type.  The  admixture  produces  normal 
seven  day  strengths  in  80  hours.  The  admixture  aids  in  pro¬ 
tecting  mortar  and  concrete  in  subfreezing  temperatures  and 
improves  the  workability  of  mortar  and  concrete.  The  quan¬ 
tity  of  admixture  used  is  dependent  upon  temperature,  as 
follows : 


32°  and 
rising 

Portland  cement  1  quart 

Masonry  cement  0.5  quart 


25  °  and 
rising 
1.5  quart 
0.75  quart 


20°  and 
rising 
2  quarts 
1  quart 


INSPECTION  AND  TEST:  The  admixture  was  tested 
by  Froehling  and  Robertson,  Incorporated,  Inspection  Engi¬ 
neers,  Richmond,  Virginia  (Report  No.  A-2585-12),  and 
met  the  requirements  of  RS  10-44  of  the  Building  Code 
(A STM  C  494)  for  Type  C  accelerating  admixtures. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Euco  Winter  Admixture,  also  known 
as  Euco  Accelguard,  as  a  Type  C  accelerating  admixture  un¬ 
der  the  provisions  of  Article  10  and  RS  10  of  the  Building 
Code  of  the  City  of  New  York  on  condition  that  the  ad¬ 
mixture  shall  be  dispensed  from  calibrated  dispensers  which 
are  labeled:  ‘‘Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Calendar  714-72-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Hoard,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 


approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


317-73-SA 

APPLICANT — Agri-Turf  Department/Fedco,  Johns-Man- 
ville,  owner. 

APPEARANCES— 

For  Applicant :  Robert  I.  Closter. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads- 
317-73-SA— Agri-Turf  Department/Febco,  Johns-Manville 
Fresno,  California,  filed  for  approval  of  Febco  Backflow 
Preventers,  Models  710,  715,  760,  765,  770,  775,  792,  805  and 
825,  under  the  provisions  of  RS  16  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Backflow  preventers. 

DESCRIPTION :  .  Models  710  and  715  have  brass  bodies 
and  check  valves  with  plastic  poppets.  They  are  rated  at  150 
psi.  Sizes  are  as  follows:  710A — JA",  &>",  1"  UA”  li/"  ?"  • 
71 0G — 1",  V/A",  iy2",  2";  715A,  715(A>2",  W.  ' 
Model  760  consists  of  two  check  valves,  a  vacuum  relief 
assembly,  inlet  and  discharge  shutoffs,  and  field  test  cocks. 
All  fittings  are  made  of  brass.  The  pressure  rating  is  150  psi. 
Sizes  are  as  follows:  yy,  A",  1",  1  y2" ,  2”. 

Model  765  is  similar  to  Model  760,  but  has  only  one  check 
valve  and  is  available  in  1%"  size. 

Model  770,  in  sizes  1",  1%",  1  y",  and  2",  includes  one 
spring  loaded  check  valve  with  a  soft  rubber  disc,  two  brass 
gate  valves,  a  770  Pressure  Vacuum  Breaker  Head  and 
field  test  cocks.  Model  770,  in  sizes  2y2" ,  3",  4",  6",  and  8", 
includes  two  clapper-type  cast  iron  check  valves  with  galvan¬ 
ized  lining,  bronze  internal  parts  and  soft  rubber  discs,  two 
cast  iron  gate  valves,  a  770  Pressure  Vacuum  Breaker  Head 
and  field  test  cocks.  The  pressure  rating  for  Model  770  is 
150  psi. 

Model  775,  in  sizes  3"  and  4",  includes  two  spring  loaded 
brass  check  valves,  two  cast  iron  gate  valves,  a  775  Pres¬ 
sure  Vacuum  Breaker  Head,  and  field  test  cocks.  Model  775, 
in  sizes  6",  8",  and  10",  includes  two  spring  loaded  check 
valves  with  cast  iron  bodies  and  bronze  internal  parts,  two 
cast  iron  gate  valves,  a  775  Pressure  Vacuum  Breaker  Head, 
and  field  test  cocks.  The  pressure  rating  is  150  psi. 

Model  792  consists  of  two  independent  spring  loaded  (to 
remain  closed  against  1.0  psi  in  direction  of  flow)  check 
valves  with  rubber  discs,  two  gate  valves,  and  four  field  test 
cocks.  The  pressure  rating  is  150  psi.  Sizes  are  V2"  VA"  \" 
VA",  V/y,  and  2”.  72,74,1, 

Model  805,  in  sizes  A",  1",  \y",  and  2",  includes  two 
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spring  loaded  brass  check  valves,  two  cast  iron  gate  valves, 
and  field  test  cocks.  Model  805,  in  sizes  3  and  4  ,  includes 
two  spring  loaded  brass  check  valves,  two  cast  iron  gate 
valves,  and  field  test  cocks.  Model  805,  in  sizes  6,8,  and 
10",  includes  two  spring  loaded  check  valves  with  cast  iron 
bodies  and  bronze  internal  parts,  two  cast  iron  gate  valves, 
and  field  test  cocks.  The  pressure  rating  is  150  psi. 

Model  825  consists  of  two  “Y”  pattern  spring  loaded  check 
valves,  a  differential  pressure  relief  valve  with  two 
diaphragms  separated  by  a  spacer  which  maintains  a  3  psi 
pressure  drop,  two  shutoff  valves,  and  field  test  cock.  Sizes 
\/2"  and  2"  have  bronze  bodies  and  bronze  trim.  Sizes  2)4", 
3",'  4",  6",  8",  and  10"  have  cast  iron  bodies  with  epoxy 
coating  and  bronze  trim.  The  pressure  rating  is  150  psi. 
INSPECTION  AND  TEST  :  The  backflow  preventers  have 
been  tested  and  approved  by  the  International^  Association 
of  Plumbing  and  Mechanical  Officials  (Nos.  75,  78,  1192), 
the  American  Society  of  Sanitary  Engineering  (No.  1015), 
and  Twining  Laboratories,  Incorporated  (No.  81641). 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Febco  Backflow  Preventers,  Models 
710,  715,  760,  765,  770,  775,  792,  805,  and  825,  for  uses  in 
accordance  with  the  provisions  of  RS  16  of  the  Building  Code 
of  the  City  of  New  York.  The  backflow  preventers  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  317-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


514-73-S A 

APPLICANT— R.  W.  Cox  and  A.  H.  Derhake  for  Delco 
Electronics  Division,  General  Motors  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  Anthony  H.  Derhake  and  Ronald  W.  Cox. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


specifically  for  use  in  the  General  Motors  Building,  767 
Fifth  Avenue.  The  components  of  the  system  are  as  fol¬ 
lows  : 


Component 

No.  Description 

D-351  Fire  Command  Console  for  lobby 
D-451-10  Floor  Control  Unit  (unattended)  for  electrical 
equipment  room 

D-451-1  Fire  Warden  Station  for  floor  elevator  lobby 
D -45 1-2  Electrical  Door  Strike  for  fire  stair  doors  on 

each  floor 

D-451-3  Smoke  Detector,  products  of  combustion  type, 

ceiling  mounted 

D-451-4  Smoke  Detector,  products  of  combustion  type, 

duct  mounted 

D-451-5  Paging/Talkback  Speaker  (30  watts)  for  floor 
signaling 

D-451-6  Paging/Talkback  Speaker  (7.5  watt)  for  floor 
signaling 

D -45 1-7  Manual  Pull  Station 

D-451-8  Manual  Pull  Station  with  Patrol  Report  Switch 
D-451-9  Manual  Patrol  Report  Station 

D-451-10  Water  Flow  Detector,  van  type,  for  wet  pipe 

sprinkler  systems 

D-451-1 1  Door  Holder/Release,  electromagnetic  type  for 
fire  rated  doors 

D-351-1  Remote  Information  Display  for  fire  safety  di¬ 
rector’s  office  and  machine  control  room 
Optional  Components  of  the  system  are  as  follows : 
Component 

No.  Description 

D-351-2  CRT  Display  System 

D-351-3  High  Speed  Printer 

D-351 -4  High  Speed  Paper  Tape  Reader/Punch  System 

D-351-5  Disc  Memory  System 

D-351-6  Standby  Power  System  (battery,  static  in¬ 
verter/charger  system) 

D-351-7  Random  Access  Slide  Projector  (automatic  or 
manual  control) 

INSPECTION  AND  TEST :  The  firm  alarm  system  has 
been  recommended  for  approval  by  the  Division  of  Fire 
Prevention. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Del-Con  D-351  Security  System 
(components  listed  above)  as  a  Class  E  interior  fire  alarm 
system  for  installation  only  in  the  General  Motors  Building, 
767  Fifth  Avenue,  under  the  provisions  of  Article  17  and 
RS  17  of  the  Building  Code  of  the  City  of  New  York.  The 
components  of  the  fire  alarm  system  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  514- 
73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
514-73-SA — Delco  Electronics  Division,  General  Motors 
Corporation,  Kokoma,  Indiana,  filed  for  approval  of  the 
Del-Con  D-351  Security  System  under  the  provisions  of 
Article  17  and  RS  17  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Class  E  interior  fire  alarm  system. 
DESCRIPTION  :  The  fire  alarm  system  has  been  developed 


Stuart  Lowenthal, 

Asst.  Engr , 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
reports. 
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39-74-SM 

APPLICANT — United  States  Gypsum  Company,  owner 
E.  V.  Salvo,  agent. 

APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
39-74-SM — United  States  Gypsum  Company,  New  York, 
filed  for  approval  of  Thermafiber  Safing  Insulation  under 
the  provisions  of  Article  5  and  RS  5  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Non-combustible  mineral  fiber  fire¬ 
stopping  insulation. 

DESCRIPTION :  The  material,  USG  Thermafiber  Safing 
Insulation,  is  a  semi-rigid,  non-combustible,  mineral  fiber  felt 
which  was  previously  approved  under  Calendar  Number  619- 
48-SM.  It  is  used  as  a  firestopping  material  for  fire  rated 
assemblies.  A  6"  thick  section  of  the  material,  4  pcf  in 
density,  provides  two  hour  firestopping  protection  against 
flames,  smoke,  or  hot  gases.  The  material  is  supplied  a 
minimum  of  y2"  wider  than  the  space  to  be  firestopped  and 
is  then  compacted  into  spaces  up  to  iy2”  wide.  Cover  plates 
and  18  gauge  steel  impaling  brackets  are  optionally  used. 
INSPECTION  AND  TEST :  The  material,  6"  thick,  with 
cover  plates  and  impaling  brackets,  was  fire  tested  in  ac¬ 
cordance  with  ASTM  E  119  by  Armand  H.  Gustaferro, 
P.  E.,  The  Consulting  Engineers  Group  Incorporated,  Glen¬ 
view,  Illinois,  and  provided  an  effective  barrier  against 
flames,  smoke,  and  hot  gases  for  three  hours.  The  material 
achieved  a  flame  spread  rating  of  IS  and  a  smoke  developed 
rating  of  0  when  tested  by  Underwriters’  Laboratories  (File 
R4643),  which  meets  the  requirements  for  a  non-combustible 
insulation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  USG  Thermafiber  Safing  Insulation 
as  a  non-combustible  insulation  which,  in  6"  thick  sections, 
is  used  in  conjunction  with  two  hour  fire  rated  assemblies  to 
provide  firestopping  protection  in  accordance  with  the  re¬ 
quirements  of  Article  5  of  the  Building  Code  of  the  City 
of  New  York.  The  packaging  of  the  firestopping  material 
shall  be  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
39-74-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


47-74-SA 

APPLICANT — Little  Giant  Pump  Company,  owner;  Closter 
Brothers  Incorporated,  agent. 

APPEARANCES— 

For  Applicant:  Robert  I.  Closter. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
47-74-SA — Little  Giant  Pump  Company,  Oklahoma  City, 
Oklahoma,  filed  for  approval  of  Little  Giant  Pumps,  Models 
l-ABS,  2EC-SPT,  3EC-SPT,  4EC-SPT,  VC-10,  VC-20, 
and  VC-35,  under  the  provisions  of  C26-107.2  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Pumps  for  condensate  and  boiler  waste 
water  removal. 

DESCRIPTION  :  The  pumps  have  centrifugal,  hermetically 
sealed  mechanisms  and  are  electrically  actuated  by  a  float 
and  mercury  switch  arrangement.  Model  l-ABS  is  in-pan 
mounted  or  mounted  on  the  built-in  sump  of  a  refrigeration 
or  air  conditioning  unit.  The  pump  is  metal  with  epoxy 
coating.  Models  2EC-SPT,  3EC-SPT,  and  4EC-SPT  are 
metal  with  epoxy  coating  and  have  polystyrene  tanks. 
Models  VC-10,  VC-20,  and  VC-35  are  vertical  tube  pumps 
with  polystyrene  tanks,  bases,  impellers,  and  tube  outlets, 
stainless  steel  shaft,  check  valve,  and  safety  switch. 
Specifications  are  as  follows : 


Model- 

Outlet 

Pres¬ 

sure 

Capacity 
at  1'  head 

Capacity 

Tank 

Size 

Rating 

at  5'  head 

Capacity 

l-ABS 

Va" 

4  psi 

205  GPH 

145  GPH 

0 

2EC-SPT 

Va" 

5  psi 

300  GPH 

205  GPH 

y2  gal. 

3EC-SPT 

lA" 

9.8  psi 

327  GPH 

297  GPH 

1  gal. 

4EC-SPT 

A" 

13  psi 

257  GPH 

235  GPH 

1  gal. 

VC-10 

H” 

5  psi 

386  GPH 

271  GPH 

1  gal. 

VC-20 

Vs" 

9.8  psi 

144  GPH 

127  GPH 

1  gal. 

VC-35 

H" 

13  psi 

300  GPH 

275  GPH 

1  gal. 

INSPECTION  AND  TEST :  The  pumps  have  been  tested 
and  approved  by  Underwriters’  Laboratories  (File  E34370). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Little  Giant  Pumps,  Models  l-ABS, 
2EC-SPT,  3EC-SPT,  4EC-SPT,  VC-10,  VC-20  and  VC-35, 
under  the  provisions  of  C26-107.2  of  the  Building  Code  of 
the  City  of  New  York  on  condition  that  associated  refrigera¬ 
tion  and  plumbing  systems  shall  comply  with  Article  and  RS 
13  and  RS  16  of  the  Building  Code  of  the  City  of  New  York, 
respectively  of  the  Building  Code.  The  pumps  shall  be  per¬ 
manently  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
47-74-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 
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(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


254-72-SM 

APPLICANT — H.  H.  Robertson  Company,  owner. 
SUBJECT — Additional  uses  of  steel  deck. 

APPEARANCES— 

For  Applicant:  Nicholas  J.  Pennachio. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1974,  at  2 
P.M.,  for  decision. 


960-54-SA 

APPLICANT — Linde  Air  Products  Company,  Division 
of  Union  Carbide  and  Carbon  Corporation,  owner. 
SUBJECT — Revocation — Linde  driox  oxygen,  nitrogen  and 
argon  systems,  and  cold  converter  storage  units,  Models 
M50,  M-90,  M-100  and  M-310. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh .  S 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  May  3,  1955 ;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


21-67-SA 

APPLICANT — The  Hospital  Supply  Company,  Incorpor¬ 
ated,  owner. 

SUBJECT — Revocation — 'Climax  bedpan  and  urinal  washer 
(and  optional  sanitizer). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  January  16,  1968;  and 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
material  is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


679-73-A 

APPLICANT — Michael  Harley  for  Breezy  Point  Coopera¬ 
tive,  owner. 

SUBJECT — Application  November  29,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 112  Beach  214th  Street,  west 
side,  200  feet  south  of  Breezy  Point  Boulevard,  Block 
16350,  Lot  400,  Breezy  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Michael  Harley. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


680-73-A 

APPLICANT — Michael  Harley  for  Breezy  Point  Coopera¬ 
tive,  owner. 

SUBJECT — Application  November  29,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 105  Beach  214th  Street,  south¬ 
east  corner  of  Breezy  Point  Boulevard,  Block  16350,  Lot 
400,  Breezy  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Michael  Harley. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 

12-74-A 

APPLICANT — H.  M.  Cole  for  31  Union  Square  West  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  10,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fire  resistant 
enclosures,  egress,  etc. 

PREMISES  AFFECTED — 31  Union  Square  West  and  21 
East  16th  Street,  northwest  corner,  Block  844,  Lot  17, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  H.  M.  Cole  and  R.  Korn. 

ACTION  OF  BOARD — Laid  over  to  April  30,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


15-74-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Neck  Realty  Corporation,  owner. 

SUBJECT — Application  January  11,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED — 122-130  East  22nd  Street,  south¬ 
west  corner  of  Lexington  Avenue,  Block  877,  Lot  74,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Howard  Zipper. 

ACTION  OF  BOARD— Laid  over  to  July  9,  1974,  at  2 
P.M.,  for  continued  hearing,  at  the  request  of  the  applicant. 
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37-74-A 

APPLICANT — Alphone  J.  Calvanico  for  Barney  Taranto, 
owner. 

SUBJECT  Application  January  24,  1974 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  Build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 32  Bryan  Street,  northwest  cor¬ 
ner  of  Shore  Road,  Block  7943,  Lot  3,  Tottenville,  Borough 
of  Richmond. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


38-74-A 


APPLICANT — Alphone  J.  Calvanico  for  Barney  Taranto 
owner.  ’ 


SUBJECT— Application  January  24,  1974— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  Build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 34  Bryan  Street,  northwest  cor- 
ner  of  Shore  Road,  Block  7943,  Lot  3,  Tottenville,  Bor¬ 
ough  of  Richmond. 


APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 

Adjourned:  3:05  P.M. 


John  B.  Cincotta,  Executive  Director 


CORRECTION 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  February  13,  1974,  as  they 
appeared  in  Bulletin  8,  Vol.  59,  are  corrected  to  read  as 
follows : 


310-73-BZ 


APPLICANT  Dominick  Salvati  and  Son  for  Anchors 
Aweigh,  Incorporated,  owner;  John  Stalluppi,  lessee. 
SUBJECT  Application  May  22,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  and  R3-1  district,  the 
addition  to  the  uses  of  an  existing  automobile  showroom 
and  salesroom  to  include  automobile  and  motorcycle  repair. 

PREMISES  AFFECTED — 161-49  Cross  Bay  Boulevard, 
northeast  corner  of  162nd  Avenue,  Block  14189,  Lots  60 
66  and  68,  Borough  of  (Howard  Beach)  Queens.  Com¬ 
munity  Board  #10. 

APPEARANCES— 

P°r  Applicant :  Anthony  M.  Salvati. 

For  Opposition:  None. 


'd5S^ENDATI0N  0F  THE  COMMUNITY 
HOARD— Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  conditic 
:he  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Nega*f  miSS1°ner  Ex)rns*e*n  an<^  Commissioner  Carroll 

'HE  RESOLUTION— 

™LHrtRE90S’  ^nP7U.bliCrheariJng  was  held  on  this  application  < 
anuary  29  1974,  after  due  notice  by  publication  in  tl 

bulletin ;  laid  over  to  February  13,  1974;  and 


d^HARE^S,9?eio7fisi°"  °f  the  Borough  Superintendent, 
dated  April  26,  1973  acting  on  Alt.  Applic.  30/1973,  reads- 

1.  Proposed  amendments  to  add  auto-  and  motor¬ 
cycle  repair,  (U.G.  16)  to  the  car  sales  (U.G.  9)  pres- 
and  permitted  under— temp— C.  of  O 
#Q184714T,_  is  contrary  to  Sec.  32-25  Z.R.  Premises 
are  located  in  a  C2-2  (R3-1)  district. ” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved  that  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C2-2  and  R3-1  district,  the  addition  to  the  uses  of  an  exist- 
ing  automobile  showroom  and  salesroom  to  include  auto¬ 
mobile  and  motorcycle  repair,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  May  22,  1973”,  1  sheet,  “February 
8,  1974”,  3  sheets  and  “February  13,  1974”,  one  sheet;  on 
further  condition  that  there  shall  be  no  body  and  fender 
repair  or  paint  spraying;  that  the  repair  be  limited  to  hand 
tools  only;  that  screening  in  accordance  with  Section  36-56, 
Subd.  b,  be  provided  along  the  162nd  Avenue  frontage:  that 
this  variance  shall  lapse  if  and  when  the  present  tenant 
vacates  the  premises;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 

*  Correction :  In  the  Resolved  Section  the  matter  as  shown 
in  italics  has  been  added. 
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DOCKET 

Nczv  Cases  Filed  up  to  April  23,  1974 
Cal.  No.  Dept.  Premises  Affected 

199- 74-A — F.D. — 524-32  Coney  Island  Avenue,  re-  sale  of 
gasoline  on  premises. 

200- 74-SM — Dor-O-Matic  Division,  Republic  Industries 
Incorporated,  fire-eye  11  electric  hold  open  door  controls 
various  models,  manufactured  by  Dor-O-Matic  Division, 
Republic  Industries  Incorporated,  Material. 

201- 74-BZ — B.M. — 1134  to  1148  York  Avenue,  501  East 
61st  Street,  northeast  corner  and  500  East  62nd  Street, 
Block  1474,  Lot  31,  Borough  of  Manhattan,  Community 
Board  #8,  Alt.  No.  222-74,  re-  proposed  change  of  use 
from  health  facility  to  commercial  occupancy,  C8-4  dis¬ 
trict. 


202-74-BZ — B.M. — 309  to  315  East  48th  Street,  north  side, 
125  feet  of  east  of  Second  Avenue,  Block  1341,  Lots  6,  8, 
9,  Borough  of  Manhattan,  Community  Board  #6,  N.B. 
15-74,  re-  proposed  multiple  dwelling  with  garage,  C5-4 
district. 


203-74-BZ — B.Bx. — 1260  Morrison  Avenue,  east  side,  85 
feet  south  of  East  172nd  Street,  Block  3778,  Lot  28,  Bor¬ 
ough  of  The  Bronx,  Community  Board  #9,  Alt.  No. 
53-73,  re-  proposed  change  of  occupancy  from  stores  to 
factories,  R6  district. 


204-74-BZ — B.M. — 241  to  249  East  28th  Street,  and  501  to 
511  Second  Avenue,  northwest  corner,  Block  909,  Lots  25, 
28,  29,  Borough  of  Manhattan,  Community  Board  #6, 
N.B.  11-74,  re-  proposed  sixteen  story  multiple  dwelling, 
Cl-8  district. 


205-74- A — -F.D. — Packaging  of  combustible  mixture 
known  as  “Firemat  TM-Firestarter”  in  Co-polymer  lami¬ 
nated  aluminum  foil  pouch  not  in  compliance  with  regu¬ 
lations  of  Administrative  Code. 


206-74-BZ — B.Q. — 18-40  20th  Avenue,  southwest  corner 
of  19th  Street,  Block  894,  Lot  2,  Astoria,  Borough  of 
Queens,  Community  Board  #1,  N.B.  119-74,  re-  proposed 
erection  of  two  story  building  to  be  used  as  day  care 
center,  R5  district. 


207-74-BZ — B.B. — 9718  to  9720  Glenwood  Road,  south 
side,  65  feet  west  of  East  98th  Street,  and  1058  to  1064 
East  98th  Street,  Block  8185,  Lots  39,  41,  45,  Borough  of 
Brooklyn,  Community  Board  #17,  Alt.  No.  1799-73,  re¬ 
proposed  enlargement  of  existing  parking  lot,  Cl-2  and 
R4  district. 


208-74-BZ — B.Q. — 21-01  Menahan  Street,  northwest  cor¬ 
ner  of  Grandview  Avenue,  Block  3372,  Lots  1,  71,  68,  80, 
Ridgewood,  Borough  of  Queens,  Community  Board  #5, 
Alt.  No.  1358-73,  re-  change  of  use  to  parking  garage, 
R6  district. 


209-74-BZ — B.B. — 85  to  93  DeKalb  Avenue,  north  side, 
223.954  feet  west  of  Ashland  Place,  Block  2086,  Lot  34, 
Borough  of  Brooklyn,  Community  Board  #2,  Alt.  No. 
375-74,  re-  proposed  change  of  use  from  textile  manufac¬ 
turing  to  public  garage,  R6  district. 


210-74-BZ — B.M. — 109  to  123  West  56th  Street,  north 
side,  150  feet  west  of  Avenue  of  the  Americas,  and  118 
West  57th  Street,  Block  1009,  Lots  19,  43,  Borough  of 
Manhattan,  Community  Board  #5,  N.B.  12-74,  re-  pro¬ 
posed  sports  center,  C5-3  and  C6-6  district. 


211-74-BZ — B.M. — 1004  to  1022  Second  Avenue,  300  to 
318  East  54th  Street,  southeast  corner,  and  301  to  307 
and  315  East  53rd  Street,  Block  1346,  Lots  1,  101,  4,  49, 
Borough  of  Manhattan,  Community  Board  #6,  N.B. 
3-72,  re-  proposed  multiple  dwelling,  Cl-9  and  R8  district. 


212-74-BZ — B.Bx. — 1150  to  1154  Balcom  Avenue  and  2701 
to  2711  Gifford  Avenue,  northeast  corner,  Block  5306, 
Lots  173,  176,  Borough  of  The  Bronx,  Community  Board 
#10,  N.B.  75-74,  re-  proposed  erection  of  concrete  steel 
and  soil  testing  laboratory,  R4  district. 


213-74-BCR — Received  April  16,  1974 — Reference  Stand¬ 
ard  17-2  standard  for  installation  of  sprinkler  systems. 


214-74-SM — Genplas  Industrial  Company  Limited,  flame 
retardant  long  needle  pine  spray  model  MTX-1097,  manu¬ 
factured  by  Genplas  Industrial  Company  Limited,  Ma¬ 
terial. 


215- 74-SM — LCN  Closers  Company,  sentronic  door  clos¬ 
ers  various  models  manufactured  by  LCN  Closers  Com¬ 
pany,  Material. 

216- 74-BZ — -B.Q. — 30-63  46th  Street,  east  side,  218.80  feet 
south  of  30th  Road,  Block  728,  Lot  20,  Long  Island  City, 
Borough  of  Queens,  Community  Board  #1,  N.B.  84-74, 
re-  proposed  two  family  dwelling,  R5  district. 

217- 74-BZ — B.Q. — 30-65  46th  Street,  east  side,  243.80  feet 
south  of  30th  Road,  Block  728,  Lot  118,  Long  Island  City, 
Borough  of  Queens,  Community  Board  #1,  N.B.  85-74,  ' 
re-  two  family  dwelling,  R-5  district. 


218- 74-SM — Fire-End  and  Croker  Corporation,  fire-end  j 
capping  device  Models  B-0146AL  nipple,  B-4055AL  cap, 
manufactured  by  Fire-End  and  Croker  Corporation, 
Material. 

_  <j 

219- 74-BZ — B.Q. — 30-64  41st  Street,  west  side,  108.32  feet 
south  of  Newton  Road,  Block  680,  Lot  61,  Astoria,  Bor¬ 
ough  of  Queens,  Community  Board  #1,  Alt.  No.  59-74, 
re-  proposed  conversion  from  garage  to  two  family 
dwelling,  R-5  district. 


220-74-BZ — B.Q. — 23-14  122nd  Street,  west  side,  100  feet 
south  of  23rd  Avenue,  Block  4225,  Lot  28,  College  Point 
Borough  of  Queens,  Community  Board  #7,  Alt.  No. 
850-73,  re-  proposed  enlargement  of  non-conforming  use, 
manufacturing  of  precision  instruments,  R-4  district. 


221- 74-BZ — B.Q. — 97-44  to  97-46  99th  Street,  west  side, 
100  feet  north  of  101st  Street,  Block  9075,  Lot  48,  Wood- 
haven,  Borough  of  Queens,  Community  Board  #9,  Alt. 
No.  194-74,  re-  proposed  enlargement  of  non-conforming 
use,  contractors  establishment,  Cl-2  and  R5  district. 

222- 74-BZ — B.M. — 338  to  352  East  82nd  Street  and  1569 
to  1575  First  Avenue,  southwest  corner,  Block  1544,  Lot 
30,  Borough  of  Manhattan,  Community  Board  #8,  N.B. 
17-74,  re-  proposed  apartment  house  with  retail  space  and 
parking,  Cl-9  district. 


223-74-A — -B.Q. — 96-34  155th  Avenue,  south  side,  60  feet 
east  of  Bridgeton  Street,  Block  14141,  Lot  4,  Howard 
Beach,  Borough  of  Queens,  N.B.  485-73,  re-  proposed 
class  11-D  building  within  the  fire  district,  R3-2  district. 


224-74-A — B.Q. — 155-02  Cohancy  Street,  southwest  cor¬ 
ner  of  155th  Avenue,  Block  14141,  Lot  6,  Howard  Beach, 
Borough  of  Queens,  N.B.  470-73,  re-  proposed  class  11-D 
building  located  within  the  fire  district,  R3-2  district. 


225-74-A — B.Q. — 155-06  Cohancy  Street,  west  side,  40 
feet  south  of  155th  Avenue,  Block  14141,  Lot  8,  Howard 
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Beach,  Borough  of  Queens,  N.B.  471-73,  re-  prorposed 
class  11-D  building  located  within  the  fire  district,  R3-2 
district. 


226-74-A — B.Q. — 155-10  Cohancy  Street,  west  side,  80  feet 
south  of  155th  Avenue,  Block  14141,  Lot  10,  Howard 
Beach.  Borough  of  Queens,  N.B.  472-73,  re-  proposed 
class  11-D  building  located  within  the  fire  district,  R3-2 
district. 


227-74-A — B.Q. — 155-14  Cohancy  Street,  west  side,  120 
feet  south  of  155th  Avenue,  Block  14141,  Lot  11,  Howard 
Beach,  Borough  of  Queens,  N.B.  473-73,  re-  proposed 
class  11-D  building  located  within  the  fire  district,  R3-2 
district. 


228-74-A — B.Q. — 155-18  Cohancy  Street,  west  side,  160 
feet  south  of  155th  Avenue,  Block  14141,  Lot  113,  Howard 
Beach,  Borough  of  Queens,  N.B.  474-73,  re-  proposed 
class  11-D  building  located  within  the  fire  district,  R3-2 
district. 


229-74-A — B.Q. — 155-22  Cohancy  Street,  west  side,  200 
feet  south  of  155th  Avenue,  Block  14141,  Lot  116,  Howard 
Beach,  Borough  of  Queens,  N.B.  475-73,  re-  proposed 
class  11-D  building  located  within  the  fire  district,  R3-2 
district. 


230-74-A — B.Q. — 155-26  Cohancy  Street,  west  side,  240 
feet  south  of  155th  Avenue,  Block  14141,  Lot  118,  Howard 
Beach,  Borough  of  Queens,  N.B.  476-73,  re-  proposed 
class  11-D  building  located  within  the  fire  district,  R3-2 
district. 


231-74-A — B.Q. — 155-30  Cohancy  Street,  west  side,  280 
feet  south  of  155th  Avenue,  Block  14141,  Lot  19,  Howard 
Beach,  Borough  of  Queens,  N.B.  477-73,  re-  proposed 
class  11-D  building  located  within  the  fire  district,  R3-2 
district. 


232-74-A — B.Q. — 155-34  Cohancy  Street,  west  side,  240 
feet  north  of  156th  Avenue,  Block  14141,  Lot  21,  Howard 
Beach,  Borough  of  Queens,  N.B.  478-73,  re-  proposed 
class  11-D  building  located  within  the  fire  district,  R3-2 
district. 


233-74-A — B.Q. — 155-38  Cohancy  Street,  west  side,  200 
feet  north  of  156th  Avenue,  Block  14141,  Lot  123,  Howard 
Beach,  Borough  of  Queens,  N.B.  479-73,  re-  proposed 
class  11-D  building  located  within  the  fire  district,  R3-2 
district. 


234-74-A — B.Q. — 155-42  Cohancy  Street,  west  side,  160 
reet  north  of  156th  Avenue,  Block  14141,  Lot  125,  Howard 
Beach,  Borough  of  Queens,  N.B.  480-73,  re-  proposed 
class  11-D  building  located  within  the  fire  district,  R3-2 

district. 


-35-74-A — B.Q. — 155-46  Cohancy  Street,  west  side,  120 
eet  north  of  156th  Avenue,  Block  14141,  Lot  127,  Howard 
Beach,  Borough  of  Queens,  N.B.  481-73,  re-  proposed 
dass  11-D  building  located  within  the  fire  district,  R3-2 

district. 


36-74-A — B.Q. — 155-50  Cohancy  Street,  west  side,  80  feet 
lorth  of  156th  Avenue,  Block  14141,  Lot  29,  Howard 
3each,  Borough  of  Queens,  N.B.  482-73,  re-  proposed 
jlass  11-D  building  located  within  the  fire  district,  R3-2 

hstrict. 


37-74-A — B.Q. — 155-54  Cohancy  Street,  west  side,  40  feet 
lorth  of  156th  Avenue,  Block  14141,  Lot  131,  Howard 
leach,  Borough  of  Queens,  N.B.  483-73,  re-  proposed 
lass  11-D  building  located  within  the  fire  district,  R3-2 
hstrict. 


238-74-A — B.Q. — 155-58  Cohancy  Street,  northwest  cor¬ 
ner  of  156th  Avenue,  Block  14141,  Lot  34,  Howard  Beach, 
Borough  of  Queens,  N.B.  484-73,  re-  proposed  class  11-D 
building  located  within  the  fire  district,  R3-2  district. 


239-74-SM — SGB  Universal  Builders  Supply  Incorpo¬ 
rated,  heavy  duty  sidewalk  shed,  manufactured  by  SGB 
Universal  Builders  Supply  Incorporated,  Material. 


240-74-A — B.R. — 40  East  Entry  Road,  south  side,  234.34 
feet  west  of  Flagg  Place,  Block  888,  Lot  108,  Dongan 
Hills,  Borough  of  Richmond,  N.B.  191-74,  re-  building 
not  fronting  legal  street,  General  City  Law. 


241-74-SA — FMC  Corporation,  peerless  horizontal  cen¬ 
trifugal  and  vertical  fire  pumps  various  models,  manufac¬ 
tured  by  FMC  Corporation,  Appliance. 


242-74- A  B.Q. — 18-40  20th  Avenue,  southwest  corner  of 
19th  Street,  Block  894,  Lot  2,  Astoria,  Borough  of  Queens, 
N.B.  119-74,  re-  children’s  day  care  center,  lot  line  win¬ 
dows. 


243-74-BZ  B.Q. — 84-06  Queens  Boulevard,  southeast 
corner  of  Van  Loon  Street,  Block  2477,  Lot  1,  Elmhurst, 
Borough  of  Queens,  Community  Board  #4,  Alt.  No. 
192-74,  re-  automative  service  repair  shop,  C2-2  and  R6 
district. 


244-74-BZ — B.R. — 1235  Richmond  Road,  northwest  cor¬ 
ner  of  Vista  Avenue,  Block  849,  Lot  30,  Dongan  Hills, 
Borough  of  Richmond,  Community  Board  #3,  Alt.  No. 
49-74,  re-  change  of  use  from  gasoline  service  station  to 
retail  store,  Rl-2  district. 


245-74-A — B.M. — 30  East  10th  Street,  south  side,  148.9 
feet  east  of  University  Place,  Block  561,  Lot  9,  Borough 
of  Manhattan,  Alt.  No.  218-74,  re-  change  of  use  from 
factory  to  multiple  dwelling,  R7-2  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q.— Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx.— Department  of  Buildings,  Bronx;  H.D. — 
Health  Department:  F.D. — Fire  Department. 


MAY  21,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  21,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

391-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodosh  Talmud,  owner. 

SUBJECT — Application  for  consideration — to  withdraw 
the  application  to  reopen  for  extension  of  time  to  complete 
which  expired  September  12,  1973 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  an  R8 
district,  the  erection  of  an  11  story  Synagogue  and  multi¬ 
ple  dwelling  that  exceeds  the  permitted  floor  area  ratio 
and  lot  coverage,  has  less  than  the  required  lot  area,  open 
space  ratio,  and  lot  area  per  room,  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 223  to  227  East  51st  Street, 
north  side,  260  feet  east  of  Third  Avenue  and  224  to  226 
East  52nd  Street,  Block  1325,  Lot  40,  Borough  of  Man¬ 
hattan. 
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1326-66-BZ — Vol.  II 

APPLICANT— Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamadrash  Hachodosh  Talmud,  owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  time 
to  complete  which  expired  January  6,  1973 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution,  permitted 
in  an  R8  district,  the  relocation  of  a  proposed  synagogue 
and  school  building  previously  before  the  Board,  that  ex¬ 
ceeds  the  permitted  lot  coverage  and  encroaches  on  the 
required  rear  yard. 

PREMISES  AFFECTED— 223-227  East  51st  Street  north 
side,  260  feet  east  of  Third  Avenue,  Block  1325,  Lot  Part  of 
Lot  40  (formerly  Lots  12  and  14),  Borough  of  Manhattan. 


630-70-BZ 

APPLICANT— Samuel  J.  Kisseloff  for  St.  Andrews  Associ¬ 
ates,  owner. 

SUBJECT— Application  for  consideration-reopening  for 
extension  of  time  to  complete  which  expired  April  10, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-01  (b)  of  the  Zoning 
Resolution,  permitting  in  a  C6-6  district,  on  an  office 
building  the  installation  of  illuminated  signs  that  exceeds 
the  permitted  surface  area,  exceeds  the  permitted  height 
above  curb  level  and  an  advertising  sign  that  encroaches  on 
the  adjoining  lot. 

PREMISES  AFFECTED— 1368  to  1374  Avenue  of  the 
Americas,  64  to  68  West  56th  Street,  southeast  corner,  71 
West  55th  Street,  Block  1271,  Lot  73,  Borough  of  Man¬ 
hattan. 


678-72-BZ 

APPLICANT — Meier-Marus  Associates  for  Flushing  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  March  20,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  73-44  of  the  Zoning  Resolution, 
permitting  in  a  Cl-2  district,  in  conjunction  with  the  erec¬ 
tion  of  a  two  story  enlargement  to  a  bank,  the  reduction 
in  the  number  of  accessory  parking  spaces. 

PREMISES  AFFECTED — 144-45  Northern  Boulevard, 
north  side,  160  feet  west  of  146th  Street,  Block  5003,  Lot 
48,  Flushing,  Borough  of  Queens. 


25-34-BZ— Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Christine  Scandore, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  April  3,  1972 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Sections  7e  and  21  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  change  in  occupancy 
from  restaurant  and  recreation  center  to  restaurant,  bar, 
grill  and  cabaret  (extension  of  building  previously  granted 
by  the  Board  and  denied  as  to  restaurant,  sale  of  liquors 
and  cabaret). 

PREMISES  AFFECTED— 1190-1196  (1188  displayed) 

Ocean  Parkway  and  517-529  Avenue  L,  northwest  corner, 
Block  5495,  Lot  1000,  Borough  of  Brooklyn. 


117-63-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  long  term  lessee ;  Roy  and  Mary  Wallace,  owners. 


SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  a  Cl-2  dis¬ 
trict,  the  erection  of  a  one  story  enlargement  and  the  ex¬ 
tension  of  the  use  and  area  of  an  automobile  service  station 
previously  granted  by  the  Board  to  include  minor  auto 
repairs  with  hand  tools,  non-automatic  car  wash,  office, 
utility  room,  sale  of  accessories  and  the  parking  of  cars 
awaiting  service  with  a  projecting  sign. 

PREMISES  AFFECTED— 164-01  to  164-13  (164-05  offi¬ 
cial)  Union  Turnpike,  78-31  to  78-41  164th  Street,  north¬ 
east  corner,  Block  6972,  Lot  27,  Flushing,  Borough  of 
Queens. 


19-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Beth  Jacob-Beth 
Miriam  School  for  Girls,  owner. 

SUBJECT — Application  January  15,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2,  in  an  R4  and  R3-2  dis¬ 
trict,  the  erection  of  a  seven  story  non-profit  residence  for 
the  elderly  and  school  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  and  accessory 
parking,  encroaches  on  the  required  front,  side  and  rear 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 5714-16  Mosholu  Avenue,  south 
side,  161  feet  east  of  Feldston  Road  and  5711-19  Faraday 
Avenue,  Block  5855,  Lots  2234  and  2237,  Borough  of  The. 
Bronx.  Community  Board  #14. 

Laid  over  from  April  9,  1974,  for  hearing,  at  the  request 
of  the  Community  Planning  Board. 


292-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Florence 
Pancer,  owner. 

SUBJECT — Application  May  15,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
erection  of  a  second  story  on  an  existing  one  story  furniture 
showroom  with  sales  and  storage  previously  before  the 
Board. 

PREMISES  AFFECTED— 241-47  Bay  Ridge  Avenue, 
north  side,  292.3  feet  West  of  3rd  Avenue,  Block  5862, 
Lot  66,  Borough  of  Brooklyn.  Community  Board  #10. 


13-74-BZ 

APPLICANT — Atkin  &  Bassolino  for  Anthony  L.  Schia- 
vetti,  owner. 

SUBJECT — Application  January  11,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
three  story  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  lot  area  per  room,  and  has  less  than 
the  required  open  space  ratio. 

PREMISES  AFFECTED— 1630  Castle  Hill  Avenue,  east 
side,  1.99  feet  south  of  Glover  Street,  Block  3989,  Lots  10 
and  11,  Borough  of  The  Bronx.  Community  Board  #9. 


60-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  34th  Street  South  Company,  owner. 

SUBJECT — Application  February  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  and  Cl -9  district,  the 
erection  of  a  20  story  and  penthouse  multiple  dwelling  that 
exceeds  the  permitted  tower  coverage. 
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PREMISES  AT  TECTED — 115-125  East  34tli  Street,  north 
side,  183.6  feet  east  of  Park  Avenue,  Block  890,  Lots  11, 
12,  14,  13,  15,  16,  Borough  of  Manhattan.  Community 
Board  # 6 . 


104-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Larry  Lawrence 
and  Veronica  Holdings,  Incorporated,  owner. 

SUBJECT — Application  February  28,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  an 
eating  and  drinking  establishment  with  accessory  parking 
in  the  open  area. 

PRhMISES  Al"  1*ECTED — 3401-3421  Fort  Hamilton  Park¬ 
way,  south  side,  100  feet  east  of  Chester  Avenue,  Block 
5303,  Lots  12,  13,  15,  18,  20,  Borough  of  Brooklyn.  Com¬ 
munity  Board  #12. 

JOSEPH  B.  KLEIN,  Chairman 


MAY  21,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon.  May  21,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

213-74-BCR 

APPLICANT — Jeremiah  T.  Walsh,  P.  E.,  Commissioner, 
Department  of  Buildings— Section  C26-106.2(e)  of  the 
Building  Code  of  the  City  of  New  York— Modification  of 
Reference  Standard  RS  17-2  of  the  Building  Code  of  the 
City  of  New  York  (Standards  for  the  Installation  of 
Sprinkler  Systems). 

393-73-SA 

APPLICANT — LFE  Corporation — vertical  sewage  ejection 
pumps. 

8-74-SM 

APPLICANT — Weyerhaeuser  Company — siding  panel. 

195-74-SA 

APPLICANT — Little  Giant  Corporation — sump  pumps. 


617-73-A 

APPLICANT — Harvey  P.  Clarkson,  President  of  Shreve, 
Lamb  &  Harmon  Associates  for  Prudential  Life  Insurance 
Company,  owner;  Empire  State  Building  Company,  lessee, 
Helmsley  Spear,  Incorporated,  agent. 

SUBJECT  -Application  November  16,  1973 — appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  exemption 
from  required  re-entry  and  re-entry  signs. 

PREMISES  AFFECTED — 350  Fifth  Avenue  and  2  to  20 
\V  est  34th  Street,  southwest  corner  and  1  to  29  West  33rd 
Street,  Block  835,  Lot  41,  Borough  of  Manhattan. 


597-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Padar  Realty 
Company,  Incorporated,  owner ;  Sam  Paneth,  lessee. 
SUBJECT  Application  December  21,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
Building  Permit  #4593-73. 


PREMISES  AFTECTED — 21  West  86th  Street,  north  side 
250  feet  west  of  Central  Park  West,  Block  1200,  Lot  19, 
Borough  of  Manhattan. 

7-74-A 

APPLICANT — Hebrew  Hospital  for  Chronic  Sick,  owner. 

SUBJECT — Application  January  9,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  revocation  of 
building  permit. 

PREMISES  AT  FECTED — 5601  Palisade  Avenue,  north 
side,  999.77  feet  north  of  West  254th  Street,  Block  5933, 
Lot  46,  Borough  of  The  Bronx. 


11-74-A 

APPLICANT — Rathkopf  &  Rathkopf  for  Forestam  As¬ 
sociates,  owner.  (Parkland  Manor  Home  for  Adults). 

SUBJECT— Application  January  10,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  revocation  of 
building  permit  #1653/73. 

PREMISES  AFFECTED — 6375  Broadway,  west  side, 
230.80  feet  north  of  West  254th  Street,  Block  5841,  Lot 
1994,  Borough  of  The  Bronx. 


73-74-A 

APPLICANT — Larry  Meltzer  for  Bulova  Watch  Company, 
owner. 

SUBJECT— Application  February  14,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  use  of  buried 
concrete  tank  for  storage  of  fuel  oil. 

PREMISES  AFFECTED — 75-20  Astoria  Boulevard  South, 
southwest  corner  of  77th  Street,  Block  1027,  Lot  4,  Flush¬ 
ing,  Borough  of  Queens. 


82-74-A 

APPLICANT — Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  February  20,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  In¬ 
flammable  mixture  known  as  “Gulf  Flooring  &  General 
Construction  Adhesive”,  in  11  oz.  Corking  Cartridge  .0035 
Foil  to  Kraft  Liner,  without  replaceable  cap,  not  in  com¬ 
pliance  with  Administrative  Code  of  New  York  City. 


83-74-A 

APPLICANT — Gulf  Corporation,  owner. 

SUBJECT  Application  February  20,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  In¬ 
flammable  mixture  known  as  “Gulf  Panel  and  General 
Construction  Adhesive”  in  11  oz.  Corking  Cartridge  .0035 
Foil  to  Kraft  Liner,  without  replaceable  cap,  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 


103-74-A 

APPLICANT— Flack  &  Kurtz  for  Parks,  Recreation  and 
Cultural  Affairs  Administration,  owner. 

SUBJECT— Application  February  28,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  storage  and  use  of 
Chlorine  Gas  (liquefied)  in  occupied  location. 

PREMISES  AFFECTED — Soundview  Swimming  Pool 
Complex,  Intersection  of  Metcalf  and  Seward  Avenues, 
Block  3543,  Lot  1,  Borough  of  The  Bronx. 

JOSEPH  B.  KLEIN,  Chairman 
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MAY  28,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning ,  May  28,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

624-38-BZ — Vol.  II 

APPLICANT— Beca  Realty  Corporation,  owner. 
SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  March  3,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district  on  a  plot  pres¬ 
ently  occupied  with  a  two  story  dwelling  and  two  car  gar¬ 
age,  the  use  of  the  unbuilt  upon  portion  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 3335  Hull  Avenue,  west  side, 
224.67  feet  north  of  East  209th  Street,  Block  3348,  Lots  66 
and  70,  Borough  of  The  Bronx. 


142-59-BZ 

APPLICANT— Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  long  term  lessee ;  L.  M.  J.  Realty  Corporation 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  October  14, 
1974 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Sections  7e,  7f,  7i  and 
7 A  of  the  Zoning  Resolution,  permitting  in  a  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  minor  auto  repairs  with  hand  tools 
only,  office,  sales  and  storage  and  auto  accessories,  and  park¬ 
ing  of  more  than  five  (5)  motor  vehicles  waiting  to  be 
serviced. 

PREMISES  AFFECTED— 1533-1563  Ralph  Avenue,  south¬ 
east  corner  of  East  79th  Street,  Block  7957,  Lots  23,  30 
and  35,  Borough  of  Brooklyn. 


210-61-BZ 

APPLICANT— Shael  Shapiro  for  4  East  77th  Street  Com¬ 
pany,  owner ;  Leo  Castelli  Incorporated,  lessee. 

SUBJECT — Application  for  consideration — request  to _ waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  27,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  7e  of  the  Zoning  Resolution  permit¬ 
ting  in  a  residence  use  district,  in  an  existing  five  story 
and  cellar  Multiple  Dwelling,  the  use  of  a  portion  of  the 
second  floor  as  an  Art  Gallery. 

PREMISES  AFFECTED — 4  East  77th  Street,  south  side, 
120  feet  east  of  Fifth  Avenue,  Block  1391,  Lot  69,  Borough 
of  Manhattan. 


222-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Thomas  H.  Fitz¬ 
gerald,  D/B/A  Sound  Associates,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  time 
to  complete  which  expired  December  12,  1973 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion  under  Section  72-21  of  the  Zoning  Resolution,  permit¬ 
ting  in  an  R8  district,  the  enlargement  in  area  of  the  first 
floor  of  an  existing  four  story  building  and  the  change  in 
occupancy  from  store  to  electrical  equipment  manfacturing. 

PREMISES  AFFECTED — 424  West  45th  Street,  south  side, 
300  feet  west  of  9th  Avenue,  Block  1054,  Lot  46,  Borough 
of  Manhattan. 


602-71-BZ 

APPLICANT — The  Melniker  Partnership  for  Giffords 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  13,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-1  and  R3-2  district,  the 
reconstruction  of  a  plumbing  supply  and  display  establish¬ 
ment  with  accessory  parking  and  loading  in  the  open  area. 

PREMISES  AFFECTED— 35  Giffords  Lane,  east  side, 
354.32  feet  north  of  Amboy  Road,  Block  4624,  Lot  20,  Great 
Kills,  Borough  of  Richmond. 


258-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Thomas  Fatato 
Realty  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Superin¬ 
tendent  ;  previously  granted  on  condition  under  Section 
11-413  of  the  Zoning  Resolution,  permitting  in  a  C2-3  dis¬ 
trict,  in  an  existing  building  previously  before  the  Board, 
the  change  in  occupancy  from  a  garage  to  a  meat  processing 
establishment. 

PREMISES  AFFECTED— 305-11  4th  Avenue  (formerly 
303-13  4th  Avenue),  298  to  316  2nd  Street,  southeast  cor¬ 
ner,  Block  974,  Lots  6,  12,  15  and  17,  Borough  of  Brooklyn. 


741-72-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Richard  Steinberg, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Superin¬ 
tendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R2  district, 
the  erection  of  a  two  story,  one  family  dwelling  and  Doc¬ 
tor’s  Office  that  has  less  than  the  required  open  space  ratio 
and  lot  area  and  encroaches  on  the  required  front  and  side 
yard. 

PREMISES  AFFECTED— 213-218  26th  Avenue  and  26-06 
Bell  Boulevard,  southeast  corner,  Block  6000,  Lot  24,  Bay- 
side,  Borough  of  Queens. 


668-73-BZ 

APPLICANT — Norman  Delman  for  Congregation  Aishel 
Avraham,  owner. 

SUBJECT — Application  December  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml -2  district,  the  erection 
of  an  eight  story  nursing  home  that  exceeds  the  permitted 
floor  area  ratio  and  height  of  the  front  wall,  encroaches 
on  the  required  front  yard  and  has  non-complying  parking 
and  loading. 

PREMISES  AFFECTED — 40  Heyward  Street,  southwest 
corner  of  Bedford  Avenue,  Block  2230,  Lot  13,  Borough  of 
Brooklyn.  Community  Board  #1. 

Laid  over  from  April  9,  1974,  for  hearing,  at  the  request 

of  the  applicant. 


665-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Miller  Manage¬ 
ment  &  Mavronicolas  Management  Companies,  owner. 

SUBJECT — Application  December  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 
the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 
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PREMISES  AFFECTED — 91-02  59th  Avenue,  northeast 
corner  of  Queens  Boulevard,  Block  1861,  Lot  12,  Rego 
Park,  Borough  of  Queens.  Community  Board  #4. 

Laid  over  from  April  23,  1974,  at  the  request  of  the 
City  Planning  Commission. 


666-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Miller  Manage¬ 
ment  Company  &  Mavronicolas  Management  Company, 
owners ;  Sam  Goody,  Incorporated,  lessee. 

SUBJECT — Application  December  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 
the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED — 91-21  Queens  Boulevard,  north 
side,  44.5  feet  east  of  59th  Avenue,  Block  1861,  Lot  10, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 

Laid  over  from  April  23,  1974,  at  the  request  of  the 

City  Planning  Commission. 


45-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  79th  Associates,  owner. 

SUBJECT — Application  January  29,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9,  Cl-5,  RIO  and  R8  dis¬ 
trict,  the  erection  of  a  36  story  mixed  building  that  exceeds 
the  permitted  floor  area  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 1522-1536  Second  Avenue  and 
301  to  319  East  79th  Street,  northeast  corner,  302  to  310 
East  80th  Street,  Block  1542,  Lots  1,  4,  5,  6,  8,  46  and  49, 
Borough  of  Manhattan.  Community  Board  #8. 

Laid  over  from  April  23,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  Community  Planning  Board. 


58-74-BZ 

APPLICANT — Savignano,  Strange  &  Vella  for  Lo-RO-AN 
Realty  Company,  owner ;  Belt  Painting  Corporation,  lessee. 

SUBJECT — Application  February  6,  1974 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-50  and 
73-52  of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and 
R6  district,  the  enlargement  in  area  and  rearrangement  of 
a  two  story  building  to  be  occupied  as  storage  warehouses 
with  accessory  offices  on  the  second  floor  extending  into 
the  residence  district. 

PREMISES  AFFECTED — 1001-1013  Banner  Avenue  and 
2973-2985  Coney  Island  Avenue,  Block  8761,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #15. 

Laid  over  from  April  23,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  Community  Planning  Board. 

540-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Thelma  A. 
Bresky,  owner,  Tobias  Jungreis,  contract  vendee. 

SUBJECT — Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  change  in 
occupancy  of  an  existing  one  story  and  cellar  building 
from  Doctor’s  offices  and  residence  to  an  animal  hospital. 

PREMISES  AFFECTED— 89-18  63rd  Drive,  east  side,  260 
feet  south  of  Alderton  Street,  Block  3117,  Lot  22,  Rego 
Park,  Borough  of  Queens.  Community  Board  #6. 

87-74-BZ 

APPLICANT — James  McCormack  for  James  Seelandt, 
owner. 


SUBJECT — Application  September  6,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-1  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  riding  academy  and 
stable. 

PREMISES  AFFECTED — 49  Caton  Place,  northwest  cor¬ 
ner  of  East  8th  Street,  Block  5320,  Lot  23,  Borough  of 
Brooklyn.  Community  Board  #12. 

152-74-BZ 

APPLICANT — Sheldon  Lobel  for  John  &  Steven,  Incor¬ 
porated,  owner. 

SUBJECT— Application  March  5,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  in  an  existing 
three  story  and  cellar  commercial  building,  the  change  in 
occupancy  of  the  second  and  third  floors  from  catering 
establishment  to  an  eating  and  drinking  establishment  with¬ 
out  restrictions. 

PREMISES  AFFECTED — 31-11  to  31-17  Broadway,  north¬ 
west  corner  of  32nd  Street,  Block  613,  Lot  1,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 


186-74-BZ 

APPLICANT — Shea,  Gould,  Climendo  &  Kramer  for 
American  Home  Products  Corporation,  owner. 

SUBJECT — Application  March  29,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-3R  district,  the  erection 
of  a  31  story  office  building  that  will  exceed  the  permitted 
floor  area  ratio  and  tower  coverage,  and  encroaches  on  the 
required  tower  setback. 

PREMISES  AFFECTED— 200-206  East  44th  Street,  681- 
701  Third  Avenue,  southeast  corner  and  201-207  East  43rd 
Street,  Block  1317,  Lots  1,  6,  45  and  46,  Borough  of  Man¬ 
hattan.  Community  Board  #6. 


211-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Charles  B.  Benenson,  Laurence  A.  Tisch  & 
Preston  R.  Tisch — Tisch  &  Benenson  Capital  Company, 
owner. 

SUBJECT — Application  April  12,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NY C  charter,  to  permit 
in  a  Cl-9  district,  the  erection  of  a  37  story  mixed  build¬ 
ing  that  exceeds  the  permitted  floor  area  ratio,  tower 
coverage,  and  accessory  parking  in  the  R8  district,  has 
less  than  the  required  lot  area  per  room  and  encroaches 
on  the  required  tower  setback. 

PREMISES  AFFECTED — 1004-1022  Second  Avenue  and 
300-318  East  54th  Street,  southeast  corner,  301-307  and 
315  East  53rd  Street,  Block  1346,  Lot  1,  101,  4  and  49, 
Borough  of  Manhattan.  Community  Board  #6. 

JOSEPH  B.  KLEIN, Chairman 


MAY  28,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon.  May  28,  1974  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


645-73-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner  for 
Thomas  Ripley,  owner. 
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SUBJECT— Application  November  30,  1973— appeal  from  a 
decision  of  the  Kire  Commissioner  re-  modification  of 
Certificate  of  Occupany  #123555. 

PREMISES  AFFECTED— 66-41  Grand  Avenue,  north  side, 
127.94  feet  west  of  Queens  Midtown  Expressway,  Block 
2724,  Lot  61,  Maspeth,  Borough  of  Queens. 


646-73-A 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Thomas  Ripley,  owner. 

SUBJECT— Application  December  3,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #139045. 

PREMISES  AFFECTED— 66-43  and  66-45  Grand  Avenue, 
north  side,  83  feet  west  of  Queens  Midtown  Expressway, 
Block  2724,  Lot  58,  Maspeth,  Borough  of  Queens. 


55-74-A 

APPLICANT— Vincent  S.  La  Ganga  for  Richard  Spada, 
owner. 

SUBJECT— Application  February  5,  1974— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law— re¬ 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 44  Annfield  Court,  west  side, 
267.05  feet  north  of  Westminster  Court,  Block  878,  Lot 
145,  Todt  Hill,  Borough  of  Richmond. 


56-74-A 

APPLICANT— Herbert  E.  Berman  for  Scharf  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  February  5,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
building  permit. 


PREMISES  AFFECTED— 360  Suydam  Street,  south  side, 
100  feet  east  of  Irving  Avenue,  Block  3221,  Lots  10  and 
47,  Borough  of  Brooklyn. 

_ 

101-74-A 

APPLICANT — Gerald  M.  Daub  for  Murray  Weinkrantz 
et  al,  owner. 

SUBJECT— Application  February  27,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  electric  door 
contacts. 

PREMISES  AFFECTED— 104-8  Greene  Street,  east  side, 
138.6  feet  south  of  Prince  Street,  123-5  Mercer  Street, 
Block  499,  Lot  7,  Borough  of  Manhattan. 


147-74-A 

APPLICANT — Vincent  S.  La  Ganga  for  Anthony'  Iam- 
maiteo,  owner. 

SUBJECT — Application  March  11,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 54  Dellwood  Road,  south  side, 
691.44  feet  west  of  Richmond  Road,  Block  849,  Lot  141, 
Old  Town,  Borough  of  Richmond. 


205-74-A 

APPLICANT — Erwin  D.  Ettin  for  Salcoa  Corporation, 
owner. 

SUBJECT — Application  April  12,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Firemat  TM  Firestarter  in 
Co-polymer  Laminated  Aluminum  Foil  Pouch  (.00035 
thick)  4x5j4x^4  inches — 4oz.,  not  in  compliance  with 
regulations  of  the  Administrative  Code  of  New  York  City. 

JOSEPH  B.  KLEIN,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY,  MORNING,  APRIL  23,  1974,  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  April  2,  1974,  were  approved 
as  printed  in  the  Bulletin  of  April  11,  1974,  Vol.  59,  No.  15. 

173-44-BZ  ' 


ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  e 

Negative :  . . .  p 

THE  RESOLUTION— 

JW  this  application  was  granted  by  the  Board  on 
June  o,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  March  10,  1959- 


APPLICANT— Leonard  F.  Rothkrug  for  Antoinette  Tro- 
piano,  owner. 

SUBJECT  Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  May  19,  I974I _ 

decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  conversion  of 
occupancy  of  an  existing  building  from  storage  to  a  junk 
shop  (waste  paper  and  rags). 

PREMISES  AFFECTED— 127-129  Kingsland  Avenue, 
west  side,  125  feet  north  of  Herbert  Street,  Block  2829 
Lot  27,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
fuly  18,  1944,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
'pnl  23,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  reopen  and  amend  the  resolution  adopted  on  July  18, 
944,  as  amended  through  July  15,  1969,  only  as  to  the  term 
>f  variance,  so  that  as  amended  this  portion  of  the  resolution 
hall  read : 

“granted  for  a  term  of  five  years  from  May  19,  1974,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  re’so- 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  8-74) 

84-56-BZ 

APPLICANT  Charles  M.  Spindler  for  L.  B.  Oil  Company 
owner. 

UBJECT — Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7c  and  A  of  the  Zoning  Resolution,  permitting  in  a  local 
retail  and  residence  use  district,  the  reconstruction  of  the 
present  gasoline  service  station  and  extend  the  use  to  in¬ 
clude  auto  repairs,  lubritorium,  car  washing,  parking  and 
storage  of  more  than  five  (5)  cars  and  the  sale  of  used 
cars,  with  a  business  entrance  less  than  75  feet  from  the 
residence  use  district. 

REMISES  AFFECTED — 73-15  Parsons  Boulevard,  north¬ 
east  corner  of  75th  Avenue,  Block  6822,  Lot  20,  Flushing, 
Borough  of  Queens. 

PPEARANCES — 

For  Applicant :  B.  J.  Amato. 


vvntK£.As,  ine  applicant  requested 


of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  3 
1958,  as  amended  through  March  10,  1959,  by  adding  thereto! 
‘‘that  the  accessory  building  and  the  gasoline  pump 
islands  may  be  altered  substantially  as  shown  on  revised 
drawings  of  proposed  conditions  marked  ‘Received 
ecember  28,  1973’,  two  sheets,  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 

MisCc°965-73)W1  in  a”  respects‘”  (B-N-  19S1-73  and 


80-59-BZ 

GiIbert  for  HarrZ  Gottlieb,  owner. 
^  UB J  ECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  July  21  1974 
decision  of  the.  Borough  Superintendent";  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  park¬ 
ing  of  more  than  five  (5)  motor  vehicles  and  the  public 
use  of  an  existing  two  car  garage 

P^MISES  AFFECTED  389-391  Gates  Avenue,  north 

1R(17  t72J«  2  J"~e  n  "'esf  ,of  ,'n'lrand  Avenue.  Block 
1807,  Lots  65  and  66,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  D.  Gilbert. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein.  Vice  Chairman  Agusta 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  ^ 

Negative :  .  0 

THE  RESOLUTION— 

SPIH2EA5otlliio\oaPplication-  was  Rranted  by  the  Board  on 
September  29,  1959,  on  certain  conditions;  and 

Whereas  a  public  hearing  was  held  on  this  application 
on  Ann!  23,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 

mine  ne°pCn  and  ?m/nd  the  reso,”t>‘on  adonted  on  September 
29.  1959,  as  amended  through  July  21,  1964,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“ granted ’  for  a  term  of  five  years  from  Tuly  21.  1974 
to  permit  .  ;  on  condition  that  the  lot  shall  sub¬ 

stantially  conform  to  revised  drawing  of  nroposed  con¬ 
ditions  marked  ‘Received  February  26,  1974’,  one  sheet 
that  other  than  as  herein  amended  the  resolution  above 
sited  shall  be  complied  with  in  all  respects:  and  that  a 

"2  Certificate  of  Occupancy  shall  be  obtained  ”  (Alt. 
^Uy6-5o) 
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835-59-BZ 

APPLICANT— Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7a  of  the  Zoning  Resolution,  permitting  in  a  retail  use  dis¬ 
trict,  the  reconstruction  of  the  present  gasoline  service 
station  and  motor  vehicle  repair  shop  and  extend  the  area 
and  uses  to  include  lubritorium  car  washing,  salesroom, 
utility  room,  business  sign  and  parking  and  storage  ot 
motor  vehicles. 

PREMISES  AFFECTED— 5  Willowbrook  Road  747-753 
Richmond  Avenue,  southeast  corner,  and  1647-1653  korest 
Avenue,  Block  1065,  Lot  27,  Gramteville,  Borough  of 
Richmond. 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  ^ 

Negative:  . 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  July  26,  1960,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July 
26,  1960,  by  adding  thereto : 

“that  the  accessory  building  may  be  altered  and  the  two 
gasoline  pumps  facing  Richmond  Avenue  may  be  re¬ 
moved,  substantially  as  shown  on  revised  drawings  of 
proposed  conditions  marked  ‘Received  February  20, 
1974’,  two  sheets,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Misc.  48-74  and  B.N.  81-74) 


1902-61-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  Goldie’s  Auto 
Repair,  owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  July  24,  1972 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Sections  7e  and  21  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  business  and  residence  use  district,  the  change  of 
use  of  a  non-storage  garage,  to  motor  vehicles  repair  shop 
(no  body  work,  paint  spraying  or  welding)  and  parking  and 
storage  of  motor  vehicles  awaiting  service. 

PREMISES  AFFECTED— 1152  East  92nd  Street,  west 
side,  100  feet  inches  north  of  Flatlands  Avenue,  Block 
8179,  Lot  97,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Dominick  Salvati. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  24,  1962,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  23,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  24,  1962,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.” 

(Alt.  3705-61) 


250-68-BZ 

APPLICANT— Morton  S.  Cahn  for  United  States  Relief 
Parcel  Service,  Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  January  28,  19,  4 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C2-8  district  in  an  existing  three 
story  building,  the  addition  to  the  uses  of  the  first  and 
second  floor  restaurant  and  catering  establishment  to  in¬ 
clude  cabaret. 

PREMISES  AFFECTED— 1218-1220  Second  Avenue, 
southeast  corner  of  East  64th  Street,  Block  1438,  Lot  49, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 5 

Negative  :  . ®  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  28,  1969,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  23,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
28,  1969,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained”  (Alt.  467-68). 


409-58-BZ 

APPLICANT — Andrew  DiCamillo  for  Joseph  Coscia, 
owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  February  3, 
1974_<lecision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  21,  7e  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence  use, 
C  area  district,  the  erection  of  a  one  story  extension  to  the 
present  building  and  change  uses  of  auto  laundry,  auto  body 
repairs  and  paint  shop  and  parking  and  storage  of  more 
than  five  motor  vehicles  to  automatic  laundry,  auto  repairs 
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and  racking  and  storage  of  more  than  five  motor  vehicles 
and  parking  of  cars  waiting  to  be  serviced,  the  new  exten¬ 
sion  occupying  more  than  the  permitted  area. 

PREMISES  AFFECTED — 8822-8824  4th  Avenue  and  361- 
383  89th  Street,  northwest  corner,  Block  6062,  Lots  41,  42, 
45  and  48,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

AC  I  ION  Oh  BOARD — Laid  over  to  May  7,  1974,  at  10 
A.M.,  Special  Order  Calendar,  for  decision. 


619-71-BZ 

APPLICANT— Charles  M.  Spindler  for  Cong.  Agudath 
Sholom  of  Flatbush,  owner. 

SUBJECT— Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-2  and  R5  district,  the 
enlargement  in  area  of  an  existing  Synagogue,  Community 
Center  and  Banquet  Hall  that  encroaches  on  the  required 
side  yards. 

PREMISES  AFFECTED — 890  Coney  Island  Avenue,  west 
side,  118.93/8  feet  north  of  18th  Avenue,  Block  5403,  Lots 
26,  and  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato  and  Herbert  Brody. 

For  Opposition:  Emanuel  Pearlman,  Cecilia  Mannino, 
Lillian  G.  Pearlman,  Marian  A.  Durante  and  Theresa 
Meineke. 

ACTION  OF  BOARD- — Laid  over  to  June  18,  1974,  at 
10  A.M.  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 


535-73-BZ 

APPLICANT— Harry  Soled  for  Alejandro  Krauss,  owner. 

SUBJECT— Application  October  4,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
three  story  building,  the  erection  of  an  enlargement  to  the 
first  floor  store  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 4218  13th  Avenue,  west  side 
40.214  feet  north  of  43rd  Street,  Block  5598,  Lot  43,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at  10 
AM.,  for  decision;  previously  inspected;  hearing  closed. 


541-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Ben  Dyk  Associ¬ 
ates,  Incorporated,  owner. 

SUBJECT — Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
six  story  multiple  dwelling  that  encroaches  on  the  required 
side  setback. 

AFFECTED — 490  Clove  Road,  west  side, 
230.24  feet  south  of  Delafield  Avenue,  Block  230,  Lot  54, 
Port  Richmond,  Borough  of  Richmond.  Community  Board 

#1. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Charles  H.  Burger,  Ann  Blaschick,  Ann 


Failla,  Vincent  Bruno,  Florence  Kiamity,  Victor  Kia- 
mity,  and  Christine  King. 

AC  I  ION  OF  BOARD — Laid  over  to  May  14,  1974,  at  10 
A.M.  for  decision;  hearing  closed. 

544-73-BZ  " 

APPLICANT — Lauria  &  Rowe  for  Vincent  D’Amico, 
owner. 

SUBJECT— Application  October  9,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  story  building  for  use  as  a  retail  store. 

PREMISES  AFFECTED — 4609  Amboy  Road,  northeast 
corner  of  Warner  Place,  Block  5585,  Lot  99,  Eltingville, 
Borough  of  Richmond.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Ed.  Lauria. 

For  Opposition :  Jack  De  Lese,  Helen  Gibbons,  Marie 
Cantrera,  Karen  Koenig,  William  Gregg,  Walter  Dever, 
Sebastian  Verdoliva,  Vincent  Gambardella,  Ralph  Hoff¬ 
man,  Jack  Scalisi,  Julie  Isalulla,  Richard  D.  Langell, 
I.  E.  Wiener. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at  10 
A.M.  hearing  closed;  for  decision. 

564-73-BZ 

APPLICAN  r — Sheldon  Lobel  for  Celebrity  Checks,  Incor¬ 
porated,  owner. 

SUBJECT  Application  October  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5  dis¬ 
trict  the  erection  of  a  four  story  bank  and  office  building 
that  exceeds  the  permitted  floor  area  ratio,  penetrates  the 
sky  exposure  plane  and  has  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED — 34-45  Junction  Boulevard, 
northeast  corner  of  35th  Avenue,  Block  1730,  Lot  31,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at  10 
A.M.  for  decision;  hearing  closed. 

612-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  North  Conduit 
Properties,  Incorporated,  owner. 

SUBJECT  Application  November  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall,  has 
less  than  the  required  open  space  ratio,  lot  area  per  room 
and  minimum  distance  between  building,  encroaches  on  the 
required  front  and  side  yards,  penetrates  the  sky  exposure 
plane  and  with  balconies  within  the  required  open  space. 

PREMISES  AFFECTED — 185-01/09  141st  Avenue  and 
140-19/41  Coombs  Street,  northeast  corner,  Block  13044 
Lot  44,  Springfield  Gardens,  Borough  of  Queens.  Com¬ 
munity  Board  #12. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  Alvin  D.  Mark,  Archie  Spigner,  Victoria 
Lott,  Ethel  Belma,  Edward  Small,  Calvin  R.  Gooding 
Clinton  Jenkins,  Sarah  Belle  and  Benjamin  Coley. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974  at  10 
A.M.,  for  decision;  hearing  closed. 
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613-73-A 

APPLICANT— Leonard  F.  Rothkrug  for  North  Conduit 
Properties,  Incorporated,  owner. 

SUBJECT— Application  November  16,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  distance  be¬ 
tween  buildings. 

PREMISES  AFFECTED— 185-01/09  141st  Avenue  and 
140-19/41  Coombs  Street,  northeast  corner,  Block  13044, 
Lot  44,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  May  7,  1974,  at  10 
A.M.,  for  decision ;  hearing  closed. 


635-73-BZ 

APPLICANT— Ronald  S.  Platt  for  Gail  Martin  Realty 
Corporation,  owner ;  Wellman  Management  Incorporated, 
lessee. 

SUBJECT — Application  November  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4  district,  in  an  existing 
one  story  building  previously  before  the  Board,  the  con¬ 
version  of  a  portion  of  the  building  from  stockbrokers 
office  to  a  reducing  salon  that  encroaches  on  the  required 
distance  from  a  street  wall. 

PREMISES  AFFECTED— 2231-2237  Church  Avenue,  north 
side,  329J4  feet  east  of  Flatbush  Avenue,  Block  5089,  Lot 
65,  Borough  of  Brooklyn.  Community  Board  #14. 

APPEARANCES— 

For  Applicant:  Ronald  S.  Platt. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  30,  1974,  at  10 
A.M.  for  decision;  hearing  closed. 


638-73-BZ 

APPLICANT— Mallis  Wood  Products,  Incorporated  for 
Herman  Rassnick,  Leopold  Rassnick,  _  Sixty-First  Realty 
Corporation,  Dunkirk  Realty  Corporation,  owners ,  Mallis 
Wood  Products,  Incorporated,  lessee. 

SUBJECT— Application  December  3,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  woodworking 
establishment  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio,  open  space  ratio,  encroachment  into 
the  front  and  rear  yard,  and  the  penetration  into  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 115-10  through  115-50  Dunkirk 
Street,  north  side,  240.30  feet  east  of  Newburg  Street, 
Block  10315,  Lots  135,  137,  139,  141,  156,  St.  Albans, 
Borough  of  Queens.  Community  Board  #12. 

APPEARANCES— 

For  Applicant :  Leonard  Boxer,  Harry  Molus  and 
Nathaniel  Saxe. 

For  Opposition:  Archie  Spigner. 

ACTION  OF  BOARD— Laid  over  to  May  7,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


665-73-BZ 

APPLICANT— McGee  &  Morsellino  for  Miller  Manage¬ 
ment  &  Mavronicolas  Management  Companies,  owner. 

SUBJECT— Application  December  11,.  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 


the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED— 91-02  59th  Avenue,  northeast 
corner  of  Queens  Boulevard,  Block  1861,  Lot  12,  Rego 
Park,  Borough  of  Queens.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Robert  Baron. 

ACTION  OF  BOARD— Laid  over  to  May  28,  1974,  at  10 
A.M.,  at  the  request  of  the  City  Planning  Commission. 


666-73-BZ 

APPLICANT— McGee  &  Morsellino  for  Miller  Manage¬ 
ment  Company  &  Mavronicolas  Management  Company, 
owners;  Sam  Goody,  Incorporated,  lessee. 

SUBJECT— Application  December  11,.  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 
the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED— 91-21  Queens  Boulevard,  north 
side,  44.5  feet  east  of  59th  Avenue,  Block  1861,  Lot  10, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Robert  Baron. 

ACTION  OF  BOARD— Laid  over  to  May  28,  1974,  at  10 
A.M.,  at  the  request  of  the  City  Planning  Commission. 


30-74-BZ 

APPLICANT— Raymond  McKaba  for  Robert  Sabbagh, 
owner. 

SUBJECT— Application  January  16,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  district,  the  enlargement 
in  area  of  a  two  story  commercial  building  that  will  exceed 
the  permitted  floor  area  ratio,  and  has  less  than  the  re¬ 
quired  accessory  parking. 

PREMISES  AFFECTED— 8714  Fifth  Avenue,  northwest 
corner  of  88th  Street,  Block  6050,  Lot  40,  Borough  of 
Brooklyn.  Community  Board  #  10. 

APPEARANCES— 

For  Applicant :  Raymond  McKaba  and  Robert  Sabbagh. 
For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  April  30,  1974,  at  10 
A.M.  for  decision;  hearing  closed. 


31-74-A 

APPLICANT — Raymond  McKaba  for  Robert  Sabbagh, 
owner. 

SUBJECT — Application  January  16,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  exits,  ventila¬ 
tion,  etc. 

PREMISES  AFFECTED — 8714  Fifth  Avenue,  northwest 
corner  of  88th  Street,  Block  6050,  Lot  40,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Raymond  McKaba  and  Robert  Sabbagh. 
ACTION  OF  BOARD— Laid  over  to  April  30,  1974,  at 
10  A.M.  for  decision;  hearing  closed. 


45-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  79th  Associates,  owner. 
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SUBJECT  Application  January  29,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-9,  Cl-5,  RIO  and  R8 
district,  the  erection  of  a  36  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio  and  lot  area  per 
room. 

PREMISES  AFFECTED — 1522-1536  Second  Avenue  and 
301  to  319  East  79th  Street,  northeast  corner,  302  to  310 
East  80th  Street,  Block  1542,  Lots  1,  4,  5,  6,  8,  46  &  49, 
Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Howard  Zipser. 

For  Opposition:  Martin  R.  Fine  and  Martin  Garay. 

ACTION  OF  BOARD — Laid  over  to  May  28,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Plan¬ 
ning  Board. 


Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
*s.  ore,  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  /2-21  of  the  Zoning  Resolution,  to  permit  in  an  R5 
district,  the  conversion  of  a  one-story  and  basement  building 
from  store  and  two-family  dwelling  to  an  animal  hospital 
and  one  family  dwelling,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
l-?eceived  February  26>  1974”,  2  sheets,  and  “January 
8,  1974,  5  sheets ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


58-74-BZ 

APPLICANT — Savignano,  Strange  &  Vella  for  Lo-RO-AN 
Realty  Company,  owner;  Belt  Painting  Corporation, 
lessee. 

SUBJECT — Application  February  6,  1974— decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-50  and 
73-52  of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and 
R6  district  the  enlargement  in  area  and  rearrangement  of 
a  two  story  building  to  be  occupied  as  storage  warehouses 
with  accessory  offices  on  the  second  floor  extending  into 
the  residence  district. 

PREMISES  AFFECTED — 1001-1013  Banner  Avenue  and 
2973-2985  Coney  Island  Avenue,  Block  8761,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #15. 

APPEARANCES— 

For  Applicant:  James  M.  Vella. 

For  Opposition :  Tova  Grunwald. 

ACTION  OF  BOARD — Laid  over  to  May  28,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Plan¬ 
ning  Board. 


128-73-BZ 


APPLICANT — Weinberg  &  Kirshenbaum  for  Albert  Fish¬ 
man,  owner. 

SUBJECT — Application  February  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  conversion 
of  a  one  story  and  basement  building  from  store  and  two 
family  dwelling  to  an  animal  hospital  and  one  family 
dwelling. 

PREMISES  AFFECTED — 8423  Flatlands  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  8005,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #17. 

APPEARANCES— 

For  Applicant :  Harold  Weinberg. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 


Affirmative  :  Chairman  Klein,  Commissioner  Hornstein, 
Commissioner  Carroll  and  Commissioner  Walsh  . . . 

Negative:  . 

Not  Voting:  Vice  Chairman  Agusta . 

THE  RESOLUTION— 


4 

0 

1 


Whereas,  the  premises  and  surounding  area  were  inspected 
by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 


129-73-A 

APPLICANT— Weinberg  &  Kirshenbaum  for  Albert  Fish¬ 
man,  owner. 

SUBJECT— Application  February  26,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-extension  of 
commercial  use  within  a  frame  building. 

PREMISES  AFFECTED — 8423  Flatlands  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  8005,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harold  Weinberg. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Commissioner  Hornstein, 
Commissioner  Carroll  and  Commissioner  Walsh  ’  4 

Negative:  .  . q 

Not  Voting:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  23,  1973,  acting  on  Alt.  Applic.  2272/1967, 
Objection  No.  2,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
shall  conform  to  the  resolution  adopted  this  date  under 
Calendar  Number  128-73-BZ ;  and  that  all  laws,  rules  and 
regulations  be  complied  with. 


606-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Rose  Associates,  owner. 

SUBJECT  Application  November  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter 
to  permit  in  a  Cl-9  district,  the  erection  of  a  two  story 
enlargement  to  an  existing  16  story  mixed  building  for  an 
accessory  swimming  pool  and  related  facilities  that  in¬ 
creases  the  degree  of  non-compliance  in  floor  area  ratio 

PREMISES  AFFECTED — 240  East  76th  Street  and  1441 
to  14r>5  Second  Avenue,  southwest  corner,  Block  1430  Lot 
21,  Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Vincent 
Grasso. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  5 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-01  (b)  of  the  Zoning  Resolution  and  Section  666 
of  the  N.  Y.  C.  Charter,  and  that  the  applicant  is  therefore 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and/or 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be .  and  it  hereby  is  granted 
under  Section  72-01 (b)  of  the  Zoning  Resolution  and  Section 
666  of  the  New  York  City  Charter,  to  permit  in  a  Cl -9 
district,  the  erection  of  a  two-story  enlargement  to  an  exist¬ 
ing  16-story  mixed  building  for  an  accessory  swimming  pool 
and  related  facilities  that  increase  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application, 
marked  “Received  November  14,  1973’’,  14  sheets;  on  further 
condition  that  the  accessory  swimming  pool  and  related  fa¬ 
cilities  will  be  for  the  exclusive  use  of  the  tenants  of  the 
building  and  their  guests;  that  the  tenant  use  of  the  pool  be 
on  a  voluntary  basis ;  that  the  tenants  of  the  building  will 
not  be  assessed  to  pay  for  the  cost  of  the  swimming  pool 
and  related  facilities;  that  the  cost  of  the  construction  will 
be  borne  entirely  by  the  owners ;  that  the  roof  terrace  be 
left  open  for  tenant  recreation ;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


610-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Cleto  Jordan  and 
Jeanette  Jordan,  his  wife,  owner. 

SUBJECT— Application  November  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  maintenance  of 
a  one  story  enlargement  to  a  one  family  dwelling  that  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 1938  65th  Street,  south  side,  300 
feet  west  of  19th  Avenue,  Block  5555,  Lot  18,  Borough  of 
Brooklyn.  Community  Board  #11. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative;  Chairman  Klein,  Commissioner  Hornstein, 


Commissioner  Carroll  and  Commissioner  Walsh . 4 

Negative:  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  maintenance  of  a  one-story  enlargement  to 
a  one-family  dwelling  that  encroaches  on  the  required 
rear  yard,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application,  marked  “Re¬ 
ceived  November  16,  1973”,  5  sheets and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


611-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Cleto  Jordan  and 
Jeanette  Jordan,  his  wife,  owners. 

SUBJECT — Application  November  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  extension  to 
frame  building  within  the  fire  limits. 

PREMISES  AFFECTED— 1938  65th  Street,  south  side,  300 
feet  west  of  19th  Avenue,  Block  5555,  Lot  18,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Commissioner  Hornstein, 


Commissioner  Carroll  and  Commissioner  Walsh . 4 

Negative:  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  17,  1973,  acting  on  Alt.  Applic.  919/73  Objec¬ 
tion  Nos.  1  and  2,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
shall  conform  to  the  resolution  adopted  this  date  under 
Calendar  Number  610-73-BZ ;  and  that  all  other  laws,  rules 
and  regulations  be  complied  with. 


5-74-BZ 

APPLICANT — Joseph  B.  Raia  for  Ivan  Marshall,  owner, 
SUBJECT — Application  January  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  erection  of 
a  two-story  and  basement  enlargement  to  an  existing 
school  with  an  accessory  caretakers  apartment. 
PREMISES  AFFECTED — 250  Parkinson  Avenue,  west 
side,  303.40  feet  south  of  Ledyard  Place,  Block  3223.  Lot 
17,  Grasmere,  Borough  of  Richmond  Community  Board 
#3. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Raia. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 5 

Negative:  . 0 
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THE  RESOLUTION— 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-19  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-19  of  the  Zoning  Resolution,  to  permit  in 
an  Ml-1  district,  the  erection  of  a  two-story  and  basement 
enlargement  to  an  existing  school  with  an  accessory  care¬ 
taker’s  apartment,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application,  marked 
“Received  January  3,  1974”,  6  sheets;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


21-74-BZ 

APPLICANT — McGee  &  Morsellino  for  Ciampa  Properties, 
Incorporated,  owner. 

SUBJECT — Application  January  15,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  the  reduction  in 
the  required  accessory  parking  spaces  for  a  proposed  seven 
story  office  building. 

PREMISES  AFFECTED — 136-26  37th  Avenue,  south  side, 
60.35  feet  west  of  138th  Street,  Block  4978,  Lot  13,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Hornstein,  Commissioner  Carroll  and  Commissioner 


Walsh .  4 

Negative:  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-44  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-44  of  the  Zoning  Resolution,  to  permit  in 
a  C4-2  district,  the  reduction  in  the  required  accessory  park¬ 
ing  spaces  for  a  proposed  seven-story  office  building,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application,  marked  “Received  January 
15,  1974”,  7  sheets,  and  “April  17,  1974”,  2  sheets;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


PREMISES  AFFEC  TED — 6502  to  6508  14th  Avenue,  south¬ 
west  corner  of  65th  Street,  Block  5754,  Lots  38  and  41, 
Borough  of  Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant :  Charles  A.  Magrino. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative : . ’’’’’’’’  0 

THE  RESOLUTION— 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  a  one-story  enlargement  to  an 
existing  food  store  with  accessory  uses,  on  cotidition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application,  marked  “Received  January  16  1974”  6 

sheets,  and  “April  10,  1974”,  one  sheet;  and  that  all  la’ws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


Adjourned:  12:40  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  23,  1974,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Carroll,  and 
Commissioner  Walsh. 


14-74-BZY — B.B. — 3110  Farragut  Place — Block  4995 
20 — N.B.  468-73,  Borough  of  Brooklyn. 

APPEARANCES— 


Lot 


For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Bernard  M.  Bloom. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at  2 
P.M. 


27-74-BZ 

APPLICANT — Charles  A.  Magrino  for  Cangiano  Pork 
Stores,  Incorporated,  owner. 

SUBJECT — Application  January  16,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  food  store  with  acces¬ 
sory  uses. 


15-74-BZY — B.Q. — 23-20  Beach  Channel  Drive,  Block 
15714,  Lots  155,  8  and  29 — N.B.  30-72,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974  at  2 

P.M. 
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718-47-SM 

APPLICANT — Ajax  Block  Corporation,  owner. 

SUBJECT — Additional  masonry  block. 

APPEARANCES— 

For  Applicant:  Joseph  Cincotta. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
718-47-SM — Amendment  to  resolution  to  include  additional 
concrete  blocks. 

Ajax  Block  Corporation,  Brooklyn,  New  York,  requested 
that  the  resolution  adopted  July  18,  1950  and  amended  through 
December  14,  1971  under  Calendar  Number  718-47-SM  be 
reopened  and  amended  to  include  additional  concrete  blocks. 
PROPOSED  USE:  Concrete  blocks. 

DESCRIPTION  :  The  load  bearing  blocks  are  the  following 
sizes :  hollow  blocks — 4  x  8  x  18,  8  x  8  x  18,  12  x  8  x  18, 
4x8x16  Chase  Block ;  solid  blocks —  4  x  8  x  18,  6  x  8  x  18, 
8  x  8  x  18,  12  x  8  x  18.  The  original  approval  specifies  cinder 
as  the  aggregate. 

The  additional  blocks  use  Colite  (Colonial  Sand  and  Stone 
Company)  aggregate  as  a  replacement  for  cinder.  Colite  is 
composed  of  shale  and  coal  and  is  described  in  detail  under 
Calendar  Number  1258-61-SM. 

INSPECTION  AND  TEST :  Colite  was  approved  as  an 
aggregate  for  concrete  under  Calendar  Number  1258-61-SM, 
an  application  filed  by  Colonial  Sand  and  Stone  Company. 
The  application  included  test  which  showed  compliance  of 
concrete  with  Colite  with  ASTM  standards  for  compressive 
strength,  unit  weight,  modulus  of  elasticity,  flexural  strength, 
bond  strength,  and  the  effects  of  fire  upon  these  properties. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  18,  1950  and  amended 
through  December  14,  1971  under  Calendar  Number  718- 
47-SM  be  reopened  and  amended  to  include  the  use  of  Colite 
as  an  aggregate  for  the  concrete  blocks  listed  above  on  condi¬ 
tion  that  the  requirements  of  Article  10  and  RS  10  of  the 
Budding  Code  of  the  City  of  New  York,  the  requirements  of 
the  original  resolution  and  previous  amendments  adopted 
under  this  Calendar  Number,  and  the  applicable  requirements 
of  the  resolutions  adopted  under  Calendar  Number  1258- 
61-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 

366-48-SM 

APPLICANT — Graniteville  Company,  MoCampbell  Sales 
Division,  owner. 

SUBJECT — Change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant:  C.  A.  Timmerman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
366-48-SM — Amendment  to  resolution  so  as  to  show  a 
change  of  owner-manufacturer. 

Graniteville  Company,  McCampbell  Sales  Division,  New 
York  requested  that  the  resolution  adopted  July  20,  1948  under 
Calendar  Number  366-48-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Flameproofing  compound. 
DESCRIPTION  :  There  has  been  no  change  in  the  materials 
listed  nor  in  the  manufacture  of  the  compound. 

Graniteville  Company,  McCampbell  Sales  Division  has 
submitted  an  affidavit  showing  that  Graniteville  Company, 
McCampbell  Sales  Division  purchased  the  William  E.  Hopper 
and  Sons  Company  and  the  name  of  the  new  owner-manu¬ 
facturer  is  Graniteville  Company,  McCampbell  Sales  Divi¬ 
sion. 

RECOMMENDATION  :  The  Committee  on  Tests  recom¬ 
mends  that  the  resolution  adopted  July  20,  1948  under  Calen¬ 
dar  Number  366-48-SM  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer,  new  owner-manu¬ 
facturer  being  Graniteville  Company,  McCampbell  Sales 
Division  on  condition  that  the  requirements  of  the  resolution 
adopted  July  20,  1948  under  Calendar  Number  366-48-SM 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker  Jr. 

Asst.  Arch. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 

578-51-SA 

APPLICANT — ADT  Company,  Incorporated,  owner. 
SUBJECT — To  include  changes  in  components  of  fire  alarm 

system. 
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APPEARANCES— 

For  Applicant:  Arthur  E.  Wieboldt. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 


THE  RESOLUTION- 


APPEARANCES— 

For  Applicant:  Arthur  E.  Wieboldt. 


ALliON  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh . 

Negtive : .  . 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
578-51-SA — Amendment  to  resolution  to  include  changes  in 
components  of  fire  alarm  system. 

ADT  Company,  Incorporated,  New  York  City,  requested 
that  the  resolution  adopted  January  26,  1965  and  amended 
through  April  27,  1971  under  Calendar  Number  578-51-SA 
be  reponed  and  amended  to  include  changes  in  components  of 
a  fire  alarm  system. 

PROPOSED  USE:  Fire  alarm  system. 

DESCRIPTION  :  The  following  components  of  the  ADT 
Aero  system  which  were  previously  approved  under  this 
Calendar  Number  have  either  been  dropped  or  updated: 

492 — Outside  Protection  Box — no  longer  manufactured. 

C2108 — Retard  Transmitter  Panel  no  longer  manufac¬ 
tured. 

C4107 — Loading  Coil  Box — now  D4107,  contains  im¬ 
proved  insulation. 

C5301 — Cabinet — now  E5301,  modular  construction. 
INSPECTION  AND  TEST :  The  original  fire  alarm  sys¬ 
tem  was  approved  by  Underwriters’  Laboratories  (various 
File  Numbers). 

RECOMAIENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  26,  >1965  and 
amended  through  April  27,  1971  under  Calendar  Number 
578-51-SA  be  reopened  and  amended  to  include  the  changes 
listed  above  of  components  of  the  ADT  Aero  fire  alarm  sys¬ 
tem  on  condition  that  the  requirements  of  the  original  resolu¬ 
tion  and  previous  amendments  adopted  under  this  Calendar 
Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  the  above  cited  appliance  in  accordance  with 
he  above  report. 


>79-51-SA 

APPLICANT — ADT  Company,  Incorporated,  owner. 

SUBJECT — To  include  changes  in  sprinkler  fire  alarm 
system. 


c7o  c?EcEaAS’  Ahe  r  APOrt  of  a  Committee  on  Test  reads : 

VATndment  to  resoluti°n  to  include  changes  in 
sprinkler  fire  alarm  system. 

ADT  Company,  Incorporated,  New  York,  requested  that 
the  resolution  adopted  May  22,  1952  and  amended  through 
April  27,  1971  under  Calendar  Number  579-51-SA  be  re¬ 
opened  and  amended  to  include  changes  in  sprinkler  fire 
alarm  system. 

^st?m°SED  USE:  Components  of  a  sprinkler  fire  alarm 


UUbClvlPIION :  The  following  components  of  a  sprinkler 
tire  alarm  system  which  were  previously  approved  under  this 
Calendar  Number  have  been  updated: 

F498-X  Type  VY  aterflow  Detector — change  in  designa¬ 
tion  to  E498-X — Type  Waterflow  Detector. 


21£°— Type  Alarm  Transmitter  Panel— superseded  by 
1j41o0  I  ype  Alarm  Transmitter  Panel  which  con- 
^ins  speed  control  and  retard  circuits,  uses  SPA- 
diloa  Gong  Transmitter  to  sound  coded  gongs. 

2131— Type  Supervisory  Transmitter  Panel— super¬ 
seded  by  B2131— Type  Supervisory  Transmitter  Panel 
which  contains  speed  control. 


detector  Transmitter— superseded  by 
tt  u  t  airflow  Detector  Transmitter  which  has 
U-bolt  mounting  arrangement. 

D61^~Type  Waterflow  Detector— superseded  by  E6127 
—Type  Waterflow  Detector  which  has  U-bolt  mount¬ 
ing  arrangement. 


6145— Waterflow  Detector— superseded  by  B6145  Water- 
flow  Detector  which  has  U-bolt  mounting  arrange¬ 
ment. 


6143-120  Water  Level  Switch— same  as  6143- W  Water 
Level  Switch  but  with  normally  open  contacts  for  use 
with  end-of-line  resistor  circuit. 

6143-123  Water  Level  and  Temperature  Switch — same 
as  6143-T  Water  Level  and  Temperature  Switch  but 
with  normally  open  contact  for  use  with  end-of-line 
resistor  circuit. 

INSPECTION  AND  TEST :  The  original  components  of 
the  sprinkler  fire  alarm  system  were  approved  by  Under¬ 
writers’  Laboratories  (various  File  Numbers). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  22,  1952  and  amended 
through  April  27,  1971  under  Calendar  Number  579-51-SA 
be  reopened  and  amended  to  include  the  changes  listed  above 
in  a  sprinkler  fire  alarm  system  on  condition  that  the  6143-W 
Water  Level  Switch  and  6143-T  Water  Level  and  Tempera¬ 
ture  Switch  shall  be  properly  supervised  to  the  satisfaction 
of  the  Fire  Department  and  that  the  requirements  of  the 
original  resolution  and  previous  amendments  adopted  under 
this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner- 
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ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

583-51-SA 

APPLICANT— ADT  Company,  Incorporated,  owner. 
SUBJECT— To  include  additional  fire  alarm  box. 

APPEARANCES— 

For  Applicant :  Arthur  E.  Wieboldt. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
583-51-SA— Amendment  to  resolution  to  include  additional 
fire  alarm  box. 

ADT  Company,  Incorporated,  New  York  requested  that 
the  resolution  adopted  May  22,  1952  and  amended  April  27, 
1971  under  Calendar  Number  583-51-SA  be  reopened  and 
amended  to  include  an  additional  fire  alarm  box. 
PROPOSED  USE — Component  of  manually  operated  local 
fire  alarm  system. 

DESCRIPTION:  The  additional  5011-Type  Night  Watch 
and  Fire  Alarm  Box  is  identical  to  the  Cl046-Type  Box 
previously  approved  under  this  Calendar  Number  except  that 
the  5011-Type  has  a  square  aluminum  front  plate  with  a 
satin  finish  for  appearance  purposes. 

INSPECTION  AND  TEST :  The  5001-Type  box  has  been 
approved  by  Underwriters’  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  22,  1952  and  amended 
April  27,  1971  under  Calendar  Number  583-51-SA  be  re¬ 
opened  and  amended  to  include  the  5011-Type  Night  Watch 
and  Fire  Alarm  Box  on  condition  that  the  requirements  of 
the  original  resolution  and  pervious  amendments  adopted 
under  this  Calendar  Number,  including  color  requirements, 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


584-51-SA 

APPLICANT — ADT  Company,  Incorporated,  owner. 
SUBJECT — Additional  fire  alarm  box. 

APPEARANCES— 

For  Applicant :  Arthur  E.  Wieboldt. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
584-51-SA — Amendment  to  resolution  to  include  additional 
fire  alarm  box. 

ADT  Company,  Incorporated,  New  York,  requested  that 
the  resolution  adopted  May  22,  1952  and  amended  through 
April  27,  1971  under  Calendar  Number  584-51-SA  be  re¬ 
opened  and  amended  to  include  an  additional  fire  alarm  box. 
PROPOSED  USE:  Fire  alarm  box. 

DESCRIPTION :  The  additional  fire  alarm  box,  Model 
B5009-010,  is  noncoded  and  is  the  same  as  the  previously 
approved  Model  B5009,  except  for  the  addition  of  a  jack  for 
general  alarm  service. 

INSPECTION  AND  TEST:  The  original  alarm  box 
was  approved  by  Underwriters’  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  22,  1952  and  amended 
through  April  27,  1971  under  Calendar  Number  584-51-SA 
be  reopened  and  amended  to  include  the  Model  B5009-010 
Noncoded  Fire  Alarm  Box  on  condition  that  the  requirements 
of  the  original  resolution  and  previous  amendments  adopted 
under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  tht  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


892-62-SM 

APPLICANT — Boston  Metal  Door  Company,  Incorporated, 
owner. 
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SUBJECT — Additional  elevator  doors. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
892-62-SM — Amendment  to  resolution  to  include  additional 
elevator  doors. 

Boston  Metal  Door  Company,  Incorporated,  Arlington, 
Massachusetts,  requested  that  the  resolution  adopted  January 
15,  1963  under  Calendar  Number  892-62-SM  be  reopened 
and  amended  to  include  additional  elevator  doors. 

PROPOSED  USE:  1  x/2  hour  fire  rated  elevator  door. 

DESCRIPTION :  The  doors  slide  horizontally  and  are 
single  or  center  opening.  The  single  door  is  42"  wide  x  108" 
high.  The  center  opening  doors  are  48"  wide  x  108"  high. 
The  doors  are  hollow  metal,  thick,  with  hat  shaped 

stiffeners  and  fiberglass  insulation  between  the  stiffeners. 
Each  door  is  provided  with  two  guide  shoe  assemblies  screw 
attached  to  the  shaft  panel  at  the  bottom  edge  of  the  door. 
The  frame  is  made  of  14  gauge  steel  and  includes  a  head  sec¬ 
tion,  two  jambs,  and  three  masonry  anchors  per  jamb.  The 
sills  are  made  of  extruded  aluminum  and  are  provided  with 
support  plates,  jam  brackets,  and  end  brackets.  Angle  struts 
are  bolted  to  the  sills  and  the  frame.  The  headers  are  made  of 
3T6"  thick  steel.  A  channel  shaped  steel  track  is  bolted  to 
the  headers  and  hanger  assemblies.  The  hangers  consist  of 
mounting  brackets,  sheaves  with  bearings,  up-thrust  roller, 
and  hanger  bolts.  Each  door  is  provided  with  two  hangers 
and  an  interlock. 

INSPECTION  AND  TEST :  The  doors  have  been  fire 

toSxtTeTd-7b/rr¥nderwrite.rs’  Laboratories  (File  R6727-4,  Project 
72NK7155)  and  achieved  a  \l/2  fire  rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  15,  1963  under 
Qnendar  Number  892-62-SM  be  reopened  and  amended  to 
include  the  V/2  hour  fire  rated,  horizontal  sliding,  single  or 
center  opening  doors  described  above  manufactured  by  Boston 
Metal  Door  Company,  Incorporated  on  condition  that  the 
requirements  of  the  original  resolution  adopted  under  this 
Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number, 
r  ailure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr , 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


896-64-SA 

APPLICANT — ADT  Company,  Incorporated,  owner. 
SUBJECT — Additional  fire  alarm  transmitters.  , 

APPEARANCES— 

For  Applicant:  Arthur  E.  Wieboldt. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh .  5 

Negative: .  q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
896-64-SA— Amendment  to  resolution  to  include  additional 
fire  alarm  transmitters. 

ADT  Company,  Incorporated,  New  York,  requested  that 
the  resolution  adopted  January  26,  1965  under  Calendar 
Number  896-64-SA  be  reopened  and  amended  to  include 
additional  fire  alarm  transmitters. 

PROPOSED  USE:  Fire  alarm  transmitters. 

DESCRIPTION :  The  additional  transmitters,  Models 
B2129  and  B2129-S,  are  the  same  as  the  previously  approved 
transmitters,.  Models  2129  and  2129-S,  except  that  they  have 

modular  cabinets. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  26,  1965  under 
Calendar  Number  896-64-SA  be  reopened  and  amended  to 
include  Fire  Alarm  Transmitters,  Models  B2129  and  B2129-S, 
on  condition  that  the  requirements  of  the  original  resolution 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  rorporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

348-73-SM 

APPLICANT — American  Standard,  Incorporated,  owner. 
SUBJECT — Application  June  8,  1973 — Multi  Flex  Bath 
Drain,  Models  1560,  1561  and  1562,  approval  of. 

APPEARANCES— 

For  Applicant:  Arthur  Kestenbaum. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
348-73-SM— American  Standard  Incorporated,  New  Bruns¬ 
wick,  New  Jersey,  filed  for  approval  of  the  Multi  Flex  Bath 
Drain,  Models  1560,  1561,  and  1562,  under  the  provisions  of 
RS  16  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Bathtub  drain. 

DESCRIPTION:  The  drain  is  nominally  V/z"  in  diameter, 
1.58"  O.D.  and  1.34"  I.D.  The  tee  section  is  made  of  brass 
and  uses  slip  joints.  The  overflow  is  made  of  ABS  plastic. 
The  overall  vertical  dimension  is  adjustable  from  10 y2"  to 
13".  The  overall  horizontal  dimension  is  adjustable  from 
6 %"  to  7%".  The  operating  lever  which  opens  and  closes 
the  stopper  and  seal  is  pop-up  or  trip  lever  actuated.  The 
stopper  plug  is  up  to  Y"  in  size. 

INSPECTION  AND  TEST  :  The  drain  has  been  tested  and 
approved  by  the  International  Association  of  Plumbing  and 
Mechanical  Officials  (Application  No.  10900,  File  No.  1383). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Multi  Flex  Bath  Drain,  Models 
1560,  1561,  and  1562,  under  the  provisions  of  RS  16  of  the 
Building  Code  of  the  City  of  New  York.  The  drains  shall 
be  permanently  labeled :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  348-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
anproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

144-74-SM 

APPLICANT — Mr.  Jerry  Hossack  for  Chelten  Plumbing 
Supply  Incorporated  of  Philadelphia  division  of  Chelten 
Manufacturing,  owner. 

SUBJECT — Application  March  11,  1974— Chelten  Manufac¬ 
turing  Sink  Top  for  Bathroom  Vanity. 

APPEARANCES— 

For  Applicant:  Jack  Bernardo. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
144-74-SM — Chelten  Plumbing  Supply  Incorporated  of 
Philadelphia,  Division  of  Chelten  Manufacturing,  Philadel¬ 
phia,  Pennsylvania,  filed  for  approval  of  sink  tops  for  Chelten 


Vanities  under  the  provisions  of  RS  16  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Sink  tops  for  bathroom  vanities. 
DESCRIPTION :  The  sinks  are  made  of  a  composite  of 
polyester  and  inert  mineral  filler.  They  have  a  gel  coating 
approximately  15  to  20  mils  thick.  The  sinks  are  provided  . 
with  overflow  channels.  They  are  available  in  sizes  from 
19"  x  17"  to  73"  x  22". 

INSPECTION  AND  TEST:  The  sinks  have  been  ap¬ 
proved  by  the  City  of  Philadelphia  Department  of  Licenses 
and  Inspections. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  sink  tops  for  Chelten  Vanities  under 
the  provisions  of  RS  16  of  the  Building  Code  of  the  City  of 
New  York  on  condition  that  the  sinks  shall  be  provided 
with  waste  outlets  with  a  minimum  diameter  of  lj4".  The 
sink  tops  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  144-74-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

166-74-SM 

APPLICANT — Tyler  Pipe  Industries,  owner. 

SUBJECT — Application  March  19,  1974 — Hubless  Cast  Iron 
Sanitary  System,  approval  of. 

APPEARANCES— 

For  Applicant:  J.  Berke,  Gerald  W.  Markle  and  Richard  < 
C.  Morris. 

ACTION  OF  BOARD — Material  approved  in  accordance  . 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
166-74-SM — Tyler  Pipe  Industries,  Subsidiary  of  Tyler  Cor¬ 
poration,  Tyler,  Texas,  filed  for  approval  of  the  Hubless  Cast 
Iron  Sanitary  System,  No-Hub  Joint  Coupling  and  No-Hub 
Cast  Iron  Soil  Pipe  and  Fittings,  under  the  provisions  of 
RS  16  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Joint  Coupling  and  cast  iron  soil  pipe 
and  fittings. 

DESCRIPTION :  The  coupling  consists  of  a  neoprene  seal¬ 
ing  sleeve,  a  corrugated  stainless  steel  shield,  and  a  screw 
clamp  assembly.  It  is  used  to  join  hubless  cast  iron  soil  pipe 


MINUTES 


and  fittings  from  V/2"  through  8"  in  diameter.  The  spigots 
are  inserted  inside  the  sleeve,  the  shield  is  put  over  the 
sleeve,  and  the  screw  clamps  are  tightened  with  48  inch- 
pounds  of  torque.  The  coupling  has  a  minimum  tensile 
strength  of  1500  psi. 

INSPECTION  AND  TEST:  The  system  has  been  tested 
and  approved  by  Pittsburgh  Testing  Laboratory  (No.  Bi- 
1967). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Hubless  Cast  Iron  Sanitary  Sys¬ 
tem,  No-Hub  Joint  Coupling  and  No-Hub  Cast  Iron  Soil 
Pipe  and  Fittings,  under  the  provisions  of  RS  16  of  the 
Building  Code  of  the  City  of  New  York.  The  system  com¬ 
ponents  or  their  bills  of  lading  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  166-74-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number, 
railure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


254-72-SM 

APPLICANT — H.  H.  Robertson  Company,  owner. 

SU  BJECT — Additional  uses  of  steel  deck. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  May  21,  1974,  at  2 


1-74-SA 

APPLICAN  T — General  Cable  Corporation,  Apparatus  Divi¬ 
sion,  Mopeco  Product  Line,  owner. 

SUBJECT — To  include  condition  of  approval. 
APPEARANCES— 

For  Applicant:  Mr.  Lopez. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at  2  P.M. 


74-74-SA 

-APPLICANT — T.  A.  Pelsue  Company,  owner. 

SUBJECT— Application  February  15,  1974— Heater  Blower 
Model  1500-R. 

APPEARANCES— 

For  Applicant :  Marvin  Goldman. 

ACTION  OF  BOARD— Laid  over  to  May  7,  1974,  at  2  P.M. 


1133-39-SA 

APPLICANT — Lennox  Furnace  Company,  owner. 
SUBJECT — Revocation — Bettendorf  Oil  Burner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  . ’  ’’’  q 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  April  23,  1940;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


115-73-SM 


250-40-SM 


APPLICANT — Locknetics,  Sichertron  Corporation,  owner. 
SUBJECT  Application  February  22,  1973 — powerbolt  elec¬ 
tric  locking  devices,  Models  H333R,  H334R,  S334R,  ap¬ 
proval  of. 

APPEARANCES — 

For  Applicant :  Robert  Wolskewl. 

ACTION  OF  BOARD— Laid  over  to  May  7,  1974,  at  2  P.M. 


318-73-SA 


APPLICANT— J.  W.  Juvinall  for  The  DeVilbiss  Company, 

Humpr  *  J  1 


iL  BJECT— Application  May  25,  1973— DeVilbiss  Dym 
clean  W  ater  Wash  Spray  Booth  DCB  &  DCC  with  suffi 
numbers  identifying  variations.  Approval  of. 


APPEARANCES — 

John  K.  McMahon. 

ACTION  OF  BOARD— Laid  over  to  May  7,  1974,  at  2  P.M. 


APPLICANT — National  Carbide  Corporation,  owner. 
SUBJECT — Revocation — National  Carbide  V-G  Light. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  ap¬ 
plicant  on  April  23,  1940;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 
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415-58-SA 

APPLICANT— Pure  Carbonic  Company,  Division  of  Air 
Reduction,  Company,  Incorporated,  owner. 

SUBJECT— Revocation— two-ton  carbon  dioxide  receiver 

Model  RT  20. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  .  u 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  ap¬ 
plicant  on  June  27,  1961 ;  and 

Whereas,  the  applicant  for  the  product  has  replied 
to  a  questionnaire  from  the  Board,  indicating  that  this  ap¬ 
pliance  is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


516-49-SA 

APPLICANT— Lennox  Furnace  Company,  owner. 
SUBJECT— Revocation— Lennox  Gas  Fired  Gravity  Heat¬ 
ing  Unit,  Model  Nos.  GT1-54  and  GT1-70. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh .  5 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  July  13,  1950;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


582-57-SA 

APPLICANT — Air  Reduction  Sales  Company,  Division  of 
Air  Reduction  Company,  owner. 

SUBJECT — Revocation — Airco  Series  5000,  Semi-Trailers 
and  Mobile  Pumping  Unit  (for  transporting  liquid  oxygen, 
nitrogen  and  argon). 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

N  egative  :  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  March  18,  1950;  and 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appli¬ 
ance  is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


76-66-SA 

APPLICANT — Hofman-Paul  Cryogenic  Division  of  Air 
Reduction  Company,  Incorporated,  owner. 

SUBJECT— Revocation— liquid  oxygen,  nitrogen  or  argon 
distributor  stations,  Models  DS-30-10-3M2,  DS-50-10-3M2. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  . 0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  ap¬ 
plicant  on  July  12,  1966;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


288-66-SA 

APPLICANT — Hofman-Paul  Cryogenic  Division  of  Air 
Reduction  Company,  Incorporated,  owner. 

SUBJECT — Revocation — oxygen,  nitrogen  or  argon  dis¬ 
tributor  station,  various  models. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 5 

Negative:  . 0 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  July  17,  1967 ;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


679-73-A 

APPLICANT — Michael  Harley  for  Breezy  Point  Coopera¬ 
tive,  owner. 

SUBJECT — Application  November  29,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 112  Beach  214th  Street,  west 
side,  200  feet  south  of  Breezy  Point  Boulevard,  Block 
16350,  Lot  400,  Breezy  Point,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant :  Michael  Harley. 

AC  I  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  12,  1973,  on  N.B.  355/73,  reads : 

“1-  Proposed  building  not  fronting  on  a  legally  map¬ 
ped  street  and  contrary  to  General  City  Law  Art.  3, 
Sec.  36.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  12,  1973,  acting  on  N.B.  355/73,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and  that 
the  appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of  the 
street  be  in  accordance  with  the  standard  of  the  Department 
of  Highways ;  on  further  condition  that  no  construction  shall 
be  started  until  a  sewage  system  shall  be  approved  to  the 
satisfaction  of  the  Department  of  Health;  that  the  building 
shall  substantially  comply  with  drawings  marked  “Received 
November  29,  1973”,  one  sheet,  and  “February  21,  1974”,  one 
sheet,  and  “March  21,  1974”,  one  sheet;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


680-73-A 

APPLICANT — Michael  Harley  for  Breezy  Point  Coopera¬ 
tive,  owner. 

SUBJECT — Application  November  29,  1973 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 105  Beach  214th  Street,  south¬ 
east  corner  of  Breezy  Point  Boulevard,  Block  16350,  Lot 
400,  Breezy  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Michael  Harley. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
iated  December  12,  1973,  on  N.B.  Applic.  439/73,  reads: 

“1.  Proposed  building  not  fronting  on  a  legally  map¬ 
ped  street  and  contrary  to  General  City  Law,  Art.  3, 
Sec.  36.” 
ind 

Whereas,  the  premises  was  inspected  by  a  committee  of 
he  Board  which  recommended  that  the  appeal  be  granted 
inder  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
lated  December  12,  1973,  acting  on  N.B.  Applic.  439/73, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
•owers  vested  in  the  Board  by  Section  36  of  the  General  City 
'aw>  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
ondition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
he  middle  of  the  street  be  in  accordance  with  the  standard 
f  the  Department  of  Highways ;  on  further  condition  that 


no  construction  shall  be  started  until  a  sewage  system  shall 
be  approved  to  the  satisfaction  of  the  Department  of  Health ; 
that  the  building  shall  substantially  comply  with  drawings 
marked  “Received  November  29,  1973”,  one  sheet,  “February 
21,  1974  ,  one  sheet,  and  “March  21,  1974”,  one  sheet;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


37-74-A 

APPLICANT — Alphonse  J.  Calvanico  for  Barney  Taranto, 
owner. 

SUBJECT  Application  January  24,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 32  Bryan  Street,  northwest 
corner  of  Shore  Road,  Block  7943,  Lot  3,  Tottenville, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  A.  Calvanico. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  q 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent 
dated  January  9,  1974,  on  N.B.  Applic.  2070/73,  reads: 

“17.  The  Street  giving  access  to  the  proposed  Build¬ 
ing  is  not  placed  on  the  Official  Map  of  City  of  N.  Y. 
therefore : 

A)  No  Certificate  of  Occupancy  can  be  issued 
as  per  Art.  3  Sec.  36  General  City  Law. 

B)  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  Building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  therefore  contrary  to  Sec.  C26-401.1  of  the 
A.  C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  9,  1974,  acting  on  N.B.  Applic.  2070-73,  Ob¬ 
jection  Nos.  17  (A)  and  (B),  be  and  it  hereby  is  modified 
under  the  powers  vested  in  the  Board  by  Section  36  of  the 
General  City  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  sidewalk,  curb,  curb  cut  and 
pavement  to  the  middle  of  the  street  be  in  accordance  with 
the  standards  of  the  Department  of  Highways ;  that  the 
building  shall  substantially  comply  with  drawings,  marked 
“Received  January  24,  1974”,  2  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


38-74-A 

APPLICANT— Alphonse  J.  Calvanico  for  Barney  Taranto, 
owner. 

SUBJECT  Application  January  24,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 34  Bryan  Street,  northwest  cor¬ 
ner  of  Shore  Road,  Block  7943,  Lot  3,  Tottenville,  Borough 
of  Richmond. 

APPEARANCES— 

For  Applicant :  A.  J.  Calvanico. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  5 

Negative: .  ^ 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  9,  1974,  on  N.B.  Applic.  2071/73,  reads: 

“17.  The  Street  giving  access  to  the  proposed  Bldg, 
is  not  placed  on  the  Official  Map  of  City  of  N.  Y.  there- 

fore :  ,  *  - 

A)  No  C.  of  O.  can  be  issued  as  per  Art  3 

Sec.  36  Gen.  City  Law. 

B)  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  Bldg,  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  &  therefore  contrary  to  Sec.  C26-401.1  of  the 
A.C.” 

and  , 

Whereas,  the  premises  was  inspected  by  a  committee  ot 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  9,  1974,  acting  on  N.B.  Applic.  2071-73, 
Objection  Nos.  17(A)  &  (B),  be  and  it  hereby  is  modified 
under  the  powers  vested  in  the  Board  by  Section  36  of  the 
General  City  Law,  and  that  the.  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  sidewalk,  curb,  curb  cut  and 
pavement  to  the  middle  of  the  street  be  in  accordance  with 
the  standards  of  the  Department  of  Highways ;  that  the  build¬ 
ing  shall  substantially  comply  with  drawings,  mraked  “Re¬ 
ceived  January  24,  1974”,  2  sheets;. and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


249-73- A — VoL  II 

APPLICANT— Alphonse  J.  Calvanico  for  Frank  Raccuglis, 
owner. 

SUBJECT — Application  reopened  March  19,  1974  as  Volume 
II — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  on  a  legal  street. 
PREMISES  AFFECTED— Whitwell  Place,  south  side, 
620.43  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  185, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  A.  J.  Calvanico,  Raymond  Gucciando  and 
David  C.  Winters. 

ACTION  OF  BOARD— Laid  over  to  April  30,  1974,  at  2 
P.M.  for  decision;  hearing  closed. 


250-73-A — Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci- 
ardo,  owner. 

SUBJECT — Application  reopened  March  19,  1974  as  Volume 
II — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law — re-  building  not  fronting  legal  street. 
PREMISES  AFFECTED— Whitwell  Place,  north  side, 

420.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  127, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  A.  J.  Calvanico,  Raymond  Gucciardo  and 
David  C.  Winters. 

ACTION  OF  BOARD— Laid  over  to  April  30,  1974,  at 
2  P.M.  for  decision;  hearing  closed. 
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681-73-A 

APPLICANT— Leonard  F.  Rothkrug  for  Bronx  Related 
Facility  Associates,  owner,  (Co-op  City  H.R.F.). 
SUBJECT— Application  December  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
building  permit  #3-73. 

PREMISES  AFFECTED— 2200  Givan  Avenue,  north  side, 
385.6  feet  west  of  Rombouts  Avenue,  Block  5141,  Lot  300, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative .  0 

248-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Frank  Raccugilis, 
owner. 

SUBJECT— Application  reopened  March  19,  1974  as  Volume 
II — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  legal  street. 
PREMISES  AFFECTED— Whitwell  Place,  south  side, 
720.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  190, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  A.  J.  Calvanico,  Raymond  Gucciardo  and 
David  C.  Winter. 

ACTION  OF  BOARD— Laid  over  to  April  30,  1974,  at 
2  P.M.  for  decision;  hearing  closed. 


251-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci¬ 
ardo,  owner. 

SUBJECT — Application  reopened  March  19,  1974  as  Volume 
II — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  legal  street. 
PREMISES  AFFECTED— Whitwell  Place,  north  side, 

525.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  122, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  A.  J.  Calvanico,  Raymond  Gucciardo  and 
David  C.  Winters. 

ACTION  OF  BOARD— Laid  over  to  April  30,  1974,  at 
2  P.M.  for  decision;  hearing  closed. 


252- 73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci¬ 
ardo,  owner. 

SUBJECT— Application  reopened  March  19,  1974  as  Volume 
II — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  on  a  legal  street. 
PREMISES  AFFECTED— Whitwell  Place,  north  side, 

630.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  117, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  A.  J.  Calvanico,  Raymond  Gucciardo  and 
David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  April  30,  1974,  at 
2  P.M.,  for  decision;  hearing  closed. 

253- 73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci¬ 
ardo,  owner. 
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SUBJECT — Application  reopened  March  19,  1974  as  Volume 
II— filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

735.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  112, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  A.  J.  Calvanico,  Raymond  Gucciardo  and 
David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  April  30,  1974,  at 
2  P.M.,  for  decision ;  hearing  closed. 


254-73-A — Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci¬ 
ardo,  owner. 

SUBJECT — Application  reopened  March  19,  1974  as  Volume 
II— filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — Whitwell  Place,  north  side, 

835.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  107, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  A.  J.  Calvanico,  Raymond  Gucciardo  and 
David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  April  30,  1974,  at 
2  P.M.,  for  decision;  hearing  closed. 


255-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Gucci¬ 
ardo,  owner. 

SUBJECT — Application  reopened  March  19,  1974  as  Volume 
II— filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

935.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  102, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  A.  J.  Calvanico,  Raymond  Gucciardo  and 
David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  April  30,  1974,  at 
2  P.M.,  for  decision;  hearing  closed. 


588-73-A 

APPLICANT— Sheldon  Lobel  for  345  Park  South  Asso¬ 
ciation,  owner. 

SUBJECT— Application  November  5,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  re-entry  from  stair¬ 
ways. 

PREMISES  AFFECTED — 343-361  Park  Avenue  South 
northeast  corner  of  East  25th  Street,  Block  881,  Lot  l’ 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Administration :  Lt.  T.  W.  Milne,  C.  Palmieri,  F.  D. 

BOARD — Laid  over  to  May  14,  1974,  at 
2  P.M.,  for  continued  hearing. 


517-73-A 

APPLICANT— Harvey  P.  Clarkson,  President  of  Shreve, 
Batnb  &  Harmon  Associates  for  Prudential  Life  Insurance 
Lompany,  owner ;  Empire  State  Building  Company,  lessee ; 
Helmsley  Spear,  Incorporated,  agent. 


SUBJEC  I  Application  November  16;  1973 — appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  exemption 
from  required  re-entry  and  re-entry  signs. 

PREMISES  AFFECTED — 350  Fifth  Avenue  and  2  to  20 
West  34th  Street,  southwest  corner  and  1  to  29  West  33rd 
Street,  Block  835,  Lot  41,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  T.  W.  Milne,  C.  Palmieri,  F.  D. 

AC  I  ION  OF  BOARD — Laid  over  to  May  21,  1974,  at 
2  P.M.,  for  continued  hearing. 

647-73-A 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Corner  Distributors,  owner. 

SUBJECT  Application  December  3,  19/3 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #32 402. 

PREMISES  AFFECTED — 2901  White  Plains  Road,  north¬ 
west  corner  of  Arnow  Avenue,  Block  4542,  Lot  1,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lt.  T.  W.  Milne,  C.  Palmieri,  F.  D. 

For  Opposition:  John  P.  Waldpole. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at 
2  P.M.,  for  decision;  hearing  closed. 


648-73-A 

APPLICANT— John  T.  O’ Hagan,  Fire  Commissioner  for 
Corner  Distributors,  owner. 

SUBJECT  Application  December  3,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #47184. 

PREMISES  AFFECTED— 2927  White  Plains  Road,  west 
side,  125  feet  north  of  Arnow  Avenue,  Block  4542,  Lot  20, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lt.  T.  W.  Milne,  C.  Palmieri,  F.  D. 

For  Opposition:  John  P.  Waldpole. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at 
2  P.M.,  for  decision ;  hearing  closed. 


673-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  South  Bronx 
Park  Corporation,  owner ;  Osborne  Association,  Incorpo¬ 
rated,  lessee. 

SUBJECT— Application  December  13,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  use  of  a  non¬ 
fire  proof  building  as  dormitory  for  men. 

PREMISES  AFFECTED — 3196  Third  Avenue,  east  side, 
38  feet  north  of  East  161st  Street,  Block  2620,  Lot  2, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at 
2  P.M.,  for  decision;  hearing  closed. 


697-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Padar  Realty 
Company,  Incorporated,  owner,  Sam  Paneth,  lessee. 
SUBJECT — Application  December  21,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Revocation  of 
Building  Permit  #4593-73. 


357 


MINUTES 


PREMISES  AFFECTED— 21  West  86th  Street,  north  side 
250  feet  west  of  Central  Park  West,  Block  1200,  Lot  19, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  May  21,  1974,  at 
2  P.M. 


704-73-A 

APPLICANT— Charles  Spindler  for  Empire  Assoc,  c/o 
Abrams  Brothers,  owner. 

SUBJECT— Application  December  28,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readiness. 
PREMISES  AFFECTED— 35-39  West  47th  Street,  north 
side  324  feet  1 1  inches  north  of  the  Avenue  of  the  Amer¬ 
icas,  Block  1263,  Lot  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Administration :  Lt.  T.  W.  Milne,  C.  Palmieri,  F.  D. 
ACTION  OF  BOARD— Laid  over  to  May  7,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


127-74-A 

APPLICANT — Albert  J.  Mario,  Mario  &  Dechiara  for 
Staten  Island  Mall,  owner. 


SUBJECT— Application  March  6,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  appropriate 
classification  and  interpretation  of  zoning  matter. 
PREMISES  AFFECTED— 2655  Richmond  Avenue,  north¬ 
east  corner  of  Platinum  Avenue,  Block  2400,  Lot  180,  New 
Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  A.  J.  Mario  and  Tico  Bonomo. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1974,  at 
2  P.M.,  for  continued  hearing. 

155-74-A 

APPLICANT — Demov,  Morris,  Levin  &  Shein  for  1100 
Park  Avenue  Cooperative  Corporation,  objectors. 
SUBJECT — Application  March  15,  1974 — appeal  from  a 
decision  of  the  Building  Superintendent  re-  revocation  of 
Building  Permit  1276-73  Restaurant. 

PREMISES  AFFECTED — 1108  Park  Avenue,  south  side, 
75  feet  south  of  90th  Street,  Block  1501,  Lot  37,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stephen  H.  Shane,  Frank  Fioramonti  and 
Pamela  Roderick. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  30,  1974,  at 
2  P.M.,  for  continued  hearing. 

Adjourned:  3:50  P.M. 

John  B.  Cincotta,  Executive  Director 
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*  CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  April  2,  1974,  as  they 
appeared  in  Bulletin  15,  Vol.  59,  are  corrected  to  read  as 
follows : 


537-73-BZ 

APPLICANT— Harry  Soled  for  Abraham  and  Sheba 
Kramer,  owners. 

SUBJECT— Application  October  4,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  2  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  en¬ 
croaches  on  the  required  front  yard  and  with  a  porch 
within  the  side  yard. 

PREMISES  AFFECTED — 5110  Old  New  Utrecht  Road, 
southwest  corner  of  51st  Street,  Block  5467,  Lot  25, 
Borough  of  Brooklyn.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Harry  Soled  and  Sheba  Kramer. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
rHE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  19,  1974,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  2,  1974;  and 

11  I  f  EKE  AS,  the  decision  of  the  Borough  Superintendent 
dated  March  22,  1974,  acting  on  N.B.  Applic.  428/1973 
reads: 

“1.  Provide  on  unobstructed  10' -0"  front  yard  as 
per  Sec.  23-45  Z.R. 

2.  Proposed  building  is  deficient  in  O.S.  and  is 
contrary  to  Sec.  23-141  Z.R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5 
district,  the  erection  of  a  two-family  dwelling  that  has  less 
than  the  required  open  space  ratio  and  encroaches  on  the 
required  front  yard,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application, 
marked  “Received  October  4,  1973”,  one  sheet,  and  “March 
26,  1974”,  9  sheets ;  and  that  all  laws,  rules  and  regulations 
applicable  be  compiled  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 

*  Correction:  In  the  Premises  Affected  and  Resolution  Sec¬ 
tions,  the  decision  of  the  Borough  Superintendent  in  italics 
has  been  corrected  to  read  as  shown  above. 
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HUbUC  NOTICE 

_  Uimivfk  f^S  °f  June  }>  1974>  all  applicants  filing  for  extensions 

DIRECTOR  Y^T  UR^r^A^^rm°f7anafnCe  °nJthe  Board’s  S-  °-  c-  calendar  wdl 

CHAM  AWhf.eQuired  to  forward  a  copy  of  the  application  to  the 

BOARD  OF  STANDARDS  AND  APPEALS  fh7T"  the  lo^al  community  planning  board  within 

&  a,ffected  area.  Appropriate  proof  of  such  notification 

will  be  required  to  be  filed  with  the  application. 


JOSEPH  B.  KLEIN,  Chairman 

Philip  P.  Agusta,  Vice  Chairman 
Howard  B.  Hornstein 
Harry  M.  Carroll 
John  J.  Walsh 


JOSEPH  B.  KLEIN 
Chairman 

OF  petition  AND  PETITION 
SERVED  ON  THE  BOARD  OF  STANDARDS 
AND  APPEALS. 

} 1  •  1?74<  Notice  of  Petition  and  Petition  was  served  on 

Tede^coret0falLOnrSoni'rtMarrer0’  attorl^y  for  the  Petitioners,  Thomas 
ieaesco  et  al  property  owners,  seeking  a  review  of  the  Bn-wH’o 

nfPtrh°J  R°n  uT%h  12’-  197f  of  the  aPPHcation,  based  on  a  dedsion 
p.  the  Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  and  R5  district,  the  erection  of  f 

with  1eu«y +hn  arfLment  t?  J  Synagogue  for  use  as  a  youth  center 
onn?  x?SSl  recluired  accessory  parking.  Premises  affected 

2003  East  5th  Street  and  2030  Ocean  Parkway,  west  side  18?  2  feet 

ofUBr^n?nUe  T’  Bl0Ck  71°8’  L°tS  17’  18’  69*  78,  ande79,18B2orough 


Commissioners. 

CONTENTS 


John  B.  Cincotta,  Executive  Director 
Richard  B.  Atwell,  Deputy  Director 
Frances  M.  Waldron,  Secretary 


Avril  H.  Latham,  Chief  Clerk 


ftke— 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 


iLEPHONE — 566-5174. 


I 


Public  Notice. 

Notice  of  Petition  and  Petition  Served  on  the  Board  of 
Standards  and  Appeals. 

Docket. 


Notice  of  Hearing  of  Calendar. 

Regular  Meeting,  Tuesday  Morning,  April  30, 
1974,  Affecting  Calendar  Numbers— 

7  ""  ""  54-72-BZ 


16-52-BZ 


928-53-BZ 

636-72-BZ 

37-57-BZ 

300-73-BZ 

931-57-BZ 

435-73-BZ 

230-58-BZ 

633-73-BZ 

1847-61-BZ 

670-73-BZ 

304-69-BZ 

678-73-BZ 

Minutes  of  Regular  Meeting, 

30,  1974,  Affecting  Calendar 

9-74-BZY 

252-73-A — 

248-73-A — 

Vol.  II 

Vol.  II 

253-73-A — 

249-73-A — 

Vol.  II 

Vol.  II 

254-73-A — 

250-73-A — 

Vol.  II 

Vol.  II 

255-73-A — 

251-73-A — 

Vol.  II 

Vol.  II 

12-74-A 

701-73-BZ 

3-74-BZ 

137-74-BZ 

635-73-BZ 

30- 74-BZ 

31- 74-A 


692-73-A 
695-73-A 
698-73- A 
14-74- A 
63-74-A 
155-74-A 


Correction  Affecting  Calendar  Numbers— 

128- 73-BZ  610-73-BZ  21-74-BZ 

129- 73-A  611-73-A  27-74-BZ 

606-73-BZ  5-74-BZ 
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DOCKET 

New  Cases  Filed  up  to  April  30,  1974 

Cal.  No.  Dept.  Premises  Affected 

246-74-A — B.R. — 15  Herrick  Avenue,  north  side,  360  feet 
east  of  Gaynor  Street,  Block  7347,  Lot  40,  Pleasant 
Plains,  Borough  of  Richmond,  N.B.  149-74,  re-  building 
not  fronting  legal  street,  General  City  Law. 


247- 74-A — B.R. — 19  Herrick  Avenue,  north  side,  320  feet 
east  of  Gaynor  Street,  Block  7347,  Lot  42,  Pleasant 
Plains,  Borough  of  Richmond,  N.B.  150-74,  re-  building 
not  fronting  legal  street,  General  City  Law. 

248- 74-BZ — B.Q. — 84-17  Rockaway  Boulevard,  north 
side,  62.42  feet  west  of  85th  Street,  Block  9017,  Lot  22, 
Ozone  Park,  Borough  of  Queens,  Community  Board  #9, 
Alt.  No.  198-74,  re-  used  car  sales  and  parking,  R5 
district. 

249- 74-SM — United  States  Gypsum  Company,  two  2  hour 
ultrawall  partition  system,  manufactured  by  United 
States  Gypsum  Company,  Material. 

250- 74-BZ — B.M. — 54  to  56  Franklin  Street,  northeast 
corner  of  Cortlandt  Alley,  Block  172,  Lot  30,  Borough  of 
Manhattan,  Community  Board  #1,  Alt.  No.  1220-73,  re¬ 
proposed  change  of  use  from  offices  and  store  to  clothing 
manufacturing,  C-6  district. 


251-74-BZ — B.Q. — 231-19  128th  Drive,  northeast  corner 
of  Francis  Lewis  Boulevard,  Block  12869,  Loq54,  Spring- 
field  Gardens,  Borough  of  Queens,  N.B.  878-73,  re-  pro¬ 
posed  water  pumping  station,  R2  district.  (Community 
Board  #13) 


252- 74-SM — Bowman  Construction  Products,  non-pierc¬ 
ing  hanger  inserts  and  piercing  hanger  inserts,  manufac¬ 
tured  by  Bowman  Construction  Products,  Material. 

253- 74-SM — The  Central  Foundry  Company,  hubless  cast 
iron  sanitary  system  with  no-hub  for  drain  waste  and 
vent  system  various  models,  manufactured  by  The  Cen¬ 
tral  Foundry  Company,  Material. 

254- 74-BZ — B.Q. — 134-01  to  134-19  Rockaway  Beach 
Boulevard,  southwest  corner  of  Beach  134th  Street, 
Block  16279,  Lots  1,  12,  Belle  Harbor,  Borough  of 
Queens,  Community  Board  #14,  Alt.  No.  132-74,  re¬ 
proposed  extension  of  synagogue,  R2  district. 

255- 74-SA — Mine  Safety  Appliances  Company,  lira  M202 
nondispersive  infrared  NDIR  analyzer  system,  manufac¬ 
tured  by  Mine  Safety  Appliances  Company,  Appliance. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q.— Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department:  F.D. — Fire  Deoartment. 


MAY  28,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  May  28,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters ; 

624-38-BZ — Vol.  II 

APPLICANT — Beca  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  3,  1974 


— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district  on  a  plot  pres¬ 
ently  occupied  with  a  two  story  dwelling  and  two  car  gar¬ 
age,  the  use  of  the  unbuilt  upon  portion  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 3335  Hull  Avenue,  west  side, 
224.67  feet  north  of  East  209th  Street,  Block  3348,  Lots  66 
and  70,  Borough  of  The  Bronx. 


142-59-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  long  term  lessee ;  L.  M.  J.  Realty  Corporation 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  14, 
1974— decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Lections  7e,  7f,  7i  and 
7A  of  the  Zoning  Resolution,  permitting  in  a  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  minor  auto  repairs  with  hand  tools 
only,  office,  sales  and  storage  and  auto  accessories,  and  park¬ 
ing  of  more  than  five  (5)  motor  vehicles  waiting  to  be 
serviced. 

PREMISES  AFFECTED— 1533-1563  Ralph  Avenue,  south¬ 
east  corner  of  East  79th  Street,  Block  7957,  Lots  23,  30 
and  35,  Borough  of  Brooklyn. 


210-61-BZ 

APPLICANT — Shael  Shapiro  for  4  East  77th  Street  Com¬ 
pany,  owner ;  Leo  Castelli  Incorporated,  lessee. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  27,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  7e  of  the  Zoning  Resolution  permit¬ 
ting  in  a  residence  use  district,  in  an  existing  five  story 
and  cellar  Multiple  Dwelling,  the  use  of  a  portion  of  the 
second  floor  as  an  Art  Gallery. 

PREMISES  AFFECTED— 4  East  77th  Street,  south  side, 
120  feet  east  of  Fifth  Avenue,  Block  1391,  Lot  69,  Borough 
of  Manhattan. 


222-71-BZ  ] 

APPLICANT — Leonard  F.  Rothkrug  for  Thomas  H.  Fitz¬ 
gerald,  D/B/A  Sound  Associates,  Incorporated,  owner.  ' 

SUBJECT— Application  for  consideration — request  to  waive  ■ 
the  Rules  of  Procedure  and  reopening  for  extension  of  time 
to  complete  which  expired  December  12,  1973 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion  under  Section  72-21  of  the  Zoning  Resolution,  permit¬ 
ting  in  an  R8  district,  the  enlargement  in  area  of  the  first 
floor  of  an  existing  four  story  building  and  the  change  in 
occupancy  from  store  to  electrical  equipment  manfacturing. 

PREMISES  AFFECTED— 424  West  45th  Street,  south  side, 
300  feet  west  of  9th  Avenue,  Block  1054,  Lot  46,  Borough 
of  Manhattan. 


602-71-BZ 

APPLICANT — The  Melniker  Partnership  for  Giffords 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  13;  1974 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-1  and  R3-2  district,  the 
reconstruction  of  a  plumbing  supply  and  display  establish¬ 
ment  with  accessory  parking  and  loading  in  the  open  area. 
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PREMISES  AFFECTED — 35  Giffords  Lane,  east  side, 
354.32  feet  north  of  Amboy  Road,  Block  4624,  Lot  20,  Great 
Kills,  Borough  of  Richmond. 


258-70-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Thomas  Fatato 
Realty  Company,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Superin¬ 
tendent;  previously  granted  on  condition  under  Section 
11-413  of  the  Zoning  Resolution,  permitting  in  a  C2-3  dis¬ 
trict,  in  an  existing  building  previously  before  the  Board, 
the  change  in  occupancy  from  a  garage  to  a  meat  processing 
establishment. 

PREMISES  AFFECTED — 305-11  4th  Avenue  (formerly 
303-13  4th  Avenue),  298  to  316  2nd  Street,  southeast  cor¬ 
ner,  Block  974,  Lots  6,  12,  15  and  17,  Borough  of  Brooklyn. 

741-72-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Richard  Steinberg, 
owner. 

SUBJECT — Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Superin¬ 
tendent ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R2  district, 
the,  erection  of  a  two  story,  one  family  dwelling  and  Doc¬ 
tor’s  Office  that  has  less  than  the  required  open  space  ratio 
and  lot  area  and  encroaches  on  the  required  front  and  side 
yard. 

PREMISES  AFFECTED — 213-218  26th  Avenue  and  26-06 
Bell  Boulevard,  southeast  corner,  Block  6000,  Lot  24,  Bay- 
side,  Borough  of  Queens. 

568-73-BZ 

APPLICANT — Norman  Delman  for  Congregation  Aishel 
Avraham,  owner. 

SUBJECT — Application  December  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-2  district,  the  erection 
of  an  eight  story  nursing  home  that  exceeds  the  permitted 
floor  area  ratio  and  height  of  the  front  wall,  encroaches 
on  the  required  front  yard  and  has  non-complying  parking 
and  loading. 

’REMISES  AFFECTED — 40  Heyward  Street,  southwest 
corner  of  Bedford  Avenue,  Block  2230,  Lot  13,  Borough  of 
Brooklyn.  Community  Board  #1. 

Laid  over  from  April  9,  1974,  for  hearing,  at  the  request 
f  the  applicant. 

65-73-BZ  " 

EPLICANT — McGee  &  Morsellino  for  Miller  Manage¬ 
ment  &  Mavronicolas  Management  Companies,  owner. 

UBJECT — Application  December  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 
the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 

REMISES  AFFECTED — 91-02  59th  Avenue,  northeast 
corner  of  Queens  Boulevard,  Block  1861,  Lot  12,  Rego 
Park,  Borough  of  Queens.  Community  Board  #4. 

Laid  over  from  April  23,  1974,  at  the  request  of  the 
!ty  Planning  Commission. 

>6-73-BZ 

PPLICANT — McGee  &  Morsellino  for  Miller  Manage¬ 
ment  Company  &  Mavronicolas  Management  Company, 
owners;  Sam  Goody,  Incorporated,  lessee. 


SUBJECT— Application  December  11,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 
the  pei  nutted  floor  area  ratio  and  without  the  required 
accessory  parking. 

PREMISES  AFFEC I  ED — 91-21  Queens  Boulevard,  north 
e,  44.5  feet  east  of  59th  Avenue,  Block  1861,  Lot  10, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 

Laid  over  from  April  23,  1974,  at  the  request  of  the 
City  Planning  Commission. 


45-74-BZ 

APPLICANT  Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  /9th  Associates,  owner. 

S J  ECT —Application  January  29,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9,  Cl-5,  R10  and  R8  dis¬ 
trict,  the  erection  of  a  36  story  mixed  building  that  exceeds 
the  permitted  floor  area  ratio  and  lot  area  per  room. 

AFFECTED — 1522-1536  Second  Avenue  and 
301  to  319  East  79th  Street,  northeast  corner,  302  to  310 
East  80th  Street,  Block  1542,  Lots  1,  4,  5,  6,  8,  46  and  49, 
Borough  of  Manhattan.  Community  Board  #8. 

Laid  over  from  April  23,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  Community  Planning  Board. 

58-74-BZ  ~ 

APPLICANT— Savignano,  Strange  &  Vella  for  Lo-RO-AN 
Realty  Company,  owner ;  Belt  Painting  Corporation,  lessee. 
SUBJECT— Application  February  6,  1974 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-50  and 
73-52  of.  the  Zoning  Resolution,  to  permit  in  a  C8-1  and 
R6  district,  the  enlargement  in  area  and  rearrangement  of 
a  two  story  building  to  be  occupied  as  storage  warehouses 
with  accessory  offices  on  the  second  floor  extending  into 
the  residence  district. 

AFFECTED — 1001-1013  Banner  Avenue  and 
2973-2985  Coney  Island  Avenue,  Block  8761,  Lot  1,  Bor- 
ough  of  Brooklyn.  Community  Board  #15. 

Laid  over  from  April  23,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  Community  Planning  Board. 

137-74-BZ 

— Jacl<  Brown  for  Samuel  J.  Lefrak  d/b/a 
Federal  Leasing  Company,  owner. 

SUBJECT— Application  March  7,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  the  erection  of  an 
8  story  enlargement  to  an  existing  13  story  and  penthouse 
commercial  building  that  will  exceed  the  permitted  floor 
area  ratio  and  penetrate  the  sky  exposure  plane 

PREMISES  AFFECTED — 97-57,  97-77  Queens  Boulevard, 
west  side  from  64th  Road  to  65th  Avenue,  64-24  to  64-40 
98th  Street,  Block  2092,  Lot  1,  Forest  Hills,  Borough  of 
Queens.  Community  Board  #6. 

Laid  over  from  April  30,  1974,  for  hearing,  at  the  re¬ 
quest  of  the  applicant  to  send  out  new  notices. 


540-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Thelma  A. 
Bresky,  owner,  Tobias  Jungreis,  contract  vendee. 

SUBJECT  Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  change  in 
occupancy  of  an  existing  one  story  and  cellar  building 
from  Doctor’s  offices  and  residence  to  an  animal  hospital. 
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PREMISES  AFFECTED— 89-18  63rd  Drive,  east  side,  260 
feet  south  of  Alderton  Street,  Block  3117,  Lot  22,  Rego 
Park,  Borough  of  Queens.  Community  Board  #6. 


87-74-BZ 

APPLICANT — James  McCormack  for  James  Seelandt, 
owner. 

SUBJECT — Application  September  6,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-1  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  riding  academy  and 
stable. 

PREMISES  AFFECTED — 49  Caton  Place,  northwest  cor¬ 
ner  of  East  8th  Street,  Block  5320,  Lot  23,  Borough  of 
Brooklyn.  Community  Board  #12. 


152-74-BZ 

APPLICANT — Sheldon  Lobel  for  John  &  Steven,  Incor¬ 
porated,  owner. 

SUBJECT— Application  March  5,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  in  an  existing 
three  story  and  cellar  commercial  building,  the  change  in 
occupancy  of  the  second  and  third  floors  from  catering 
establishment  to  an  eating  and  drinking  establishment  with¬ 
out  restrictions. 

PREMISES  AFFECTED— 31-11  to  31-17  Broadway,  north¬ 
west  corner  of  32nd  Street,  Block  613,  Lot  1,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 


186-74-BZ 

APPLICANT — Shea,  Gould,  Climendo  &  Kramer  for 
American  Home  Products  Corporation,  owner. 

SUBJECT — Application  March  29,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-3R  district,  the  erection 
of  a  31  story  office  building  that  will  exceed  the  permitted 
floor  area  ratio  and  tower  coverage,  and  encroaches  on  the 
required  tower  setback. 

PREMISES  AFFECTED— 200-206  East  44th  Street,  681- 
701  Third  Avenue,  southeast  corner  and  201-207  East  43rd 
Street,  Block  1317,  Lots  1,  6,  45  and  46,  Borough  of  Man¬ 
hattan.  Community  Board  #6. 


211-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Charles  B.  Benenson,  Laurence  A.  Tisch  & 
Preston  R.  Tisch — Tisch  &  Benenson  Capital  Company, 
owner. 

SUBJECT — Application  April  12,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  charter,  to  permit 
in  a  Cl-9  district,  the  erection  of  a  37  story  mixed  build¬ 
ing  that  exceeds  the  permitted  floor  area  ratio,  tower 
coverage,  and  accessory  parking  in  the  R8  district,  has 
less  than  the  required  lot  area  per  room  and  encroaches 
on  the  required  tower  setback. 

PREMISES  AFFECTED— 1004-1022  Second  Avenue  and 
300-318  East  54th  Street,  southeast  corner,  301-305  and 
315  East  53rd  Street,  Block  1346,  Lot  1,  101,  4  and  49, 
Borough  of  Manhattan.  Community  Board  #6. 

JOSEPH  B.  KLEIN,  Chairman 


MAY  28,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon.  May  28,  1974  at  2  o’clock  at  80  Lafayette 


Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


645-73-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner  for 
Thomas  Ripley,  owner. 

SUBJECT — Application  November  30,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  modification  of 
Certificate  of  Occupany  #123555. 

PREMISES  AFFECTED — 66-41  Grand  Avenue,  north  side, 
127.94  feet  west  of  Queens  Midtown  Expressway,  Block 
2724,  Lot  61,  Maspeth,  Borough  of  Queens. 


646-73-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner  for 
Thomas  Ripley,  owner. 

SUBJECT — Application  December  3,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #139045. 

PREMISES  AFFECTED— 66-43  and  66-45  Grand  Avenue, 
north  side,  83  feet  west  of  Queens  Midtown  Expressway, 
Block  2724,  Lot  58,  Maspeth,  Borough  of  Queens. 


55-74-A 

APPLICANT — Vincent  S.  La  Ganga  for  Richard  Spada, 
owner. 

SUBJECT — Application  February  5,  1974 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law — re¬ 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 44  Annfield  Court,  west  side, 
267.05  feet  north  of  Westminster  Court,  Block  878,  Lot 
145,  Todt  Hill,  Borough  of  Richmond. 


56-74-A 

APPLICANT — Herbert  E.  Berman  for  Scharf  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  February  5,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED — 360  Suydam  Street,  south  side, 
100  feet  east  of  Irving  Avenue,  Block  3221,  Lots  10  and 
47,  Borough  of  Brooklyn. 


101-74-A 

APPLICANT — Gerald  M.  Daub  for  Murray  Weinkrantz 
et  al,  owner. 

SUBJECT — Application  February  27,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  electric  door 
contacts. 

PREMISES  AFFECTED — 104-8  Greene  Street,  east  side, 
138.6  feet  south  of  Prince  Street,  123-5  Mercer  Street, 
Block  499,  Lot  7,  Borough  of  Manhattan. 


147-74-A 

APPLICANT — Vincent  S.  La  Ganga  for  Anthony  Iam- 
maiteo,  owner. 

SUBJECT — Application  March  11,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 54  Dellwood  Road,  south  side, 
691.44  feet  west  of  Richmond  Road,  Block  849,  Lot  141, 
Old  Town,  Borough  of  Richmond. 
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205- 74- A 

AI  I  LICANT  Erwin  D.  Ettin  for  Salcoa  Corporation, 
owner. 

SUBJECT— Application  April  12,  1974— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Firemat  TM  Firestarter  in 
Co-polymer  Laminated  Aluminum  Foil  Pouch  (.00035 
thkk)  4 x  Sy2  x  \\ l  inches — 4oz.,  not  in  compliance  with 
regulations  of  the  Administrative  Code  of  New  York  City. 

JOSEPH  B.  KLEIN,  Chairman 


JUNE  4,  1974,  10  A.M. 

NO  I  ICE  IS  HEREBY  GIVEN  to  a  public  hearing 
Tuesday  morning,  June  4,  1974,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

312-63-A 

APPLICANT— Castro-Bianco,  Piscioneri  and  Feder 

for  Churchill  School,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Borough  Supeintendent  re-  Class  3  construction,  public 
use  (school),  egress,  hallway,  etc.;  previously  granted  on 
condition. 

^ IISES  AFFECTED — 22  East  95th  Street,  south  side, 
98  feet  9 34  inches  east  of  Madison  Avenue,  Block  1506,  Lot 
60 1/2,  Borough  of  Manhattan. 


575-72-BZ  ~ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall,  has 
less  than  the  required  open  space  ratio  and  lot  area  per 
room,  lot  area,  and  encroaches  on  the  required  front  and 
rear  yard. 

iP!^ES  AFFECTED — 2420  East  16th  Street,  west  side, 
200  feet  south  of  Avenue  X,  Block  7417,  Lot  14,  Borough 
of  Brooklyn. 


•76-72-BZ  “ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

>UBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
tront  and  rear  yard. 

AFFECTED — 2424  East  16th  Street,  west 
side  242  feet  south  of  Avenue  X,  Block  7417,  Lot  16,  Bor¬ 
ough  of  Brooklyn. 

77-72-B  Z 

PPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 


SUBJECT  Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per- 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED — 2428  East  16th  Street,  west 
side,  284  feet  south  of  Avenue  X,  Block  7417,  Lot  18  Bor¬ 
ough  of  Brooklyn. 


578-72-BZ  - 

APPLICANT— Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

^UEIJEUT  Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per- 
mi t ted  flooi  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED — 2432  East  16th  Street,  west 
side,  376  feet  south  of  Avenue  X,  Block  7417,  Lot  20  Bor¬ 
ough  of  Brooklyn. 


579-72-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per- 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED — 2436  East  16th  Street,  west 
side,  368  feet  south  of  Avenue  X,  Block  7417,  Lot  22,  Bor¬ 
ough  of  Brooklyn. 


580-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED— 2440  East  16th  Street,  west 
side,  301  feet  north  of  Avenue  Y,  Block  7417,  Lot  24,  Bor¬ 
ough  of  Brooklyn. 


581-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 
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SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED— 2444  East  16th  Street,  west 
side,  259  feet  north  of  Avenue  Y,  Block  7417,  Lot  28,  Bor¬ 
ough  of  Brooklyn. 


582-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED — 2448  East  16th  Street,  west 
side,  217  feet  north  of  Avenue  Y,  Block  7417,  Lot  30,  Bor¬ 
ough  of  Brooklyn. 


583-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED— 2452  East  16th  Street,  west 
side,  175  feet  north  of  Avenue  Y,  Block  7417,  Lot  32,  Bor¬ 
ough  of  Brooklyn. 


584-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED — 2456  East  16th  Street,  west 
side,  133  feet  north  of  Avenue  Y,  Block  7417,  Lot  34,  Bor¬ 
ough  of  Brooklyn. 


585-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED — 2460  East  16th  Street,  west 
side,  91  feet  north  of  Avenue  Y,  Block  7417,  Lot  36,  Bor¬ 
ough  of  Brooklyn. 


586-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED— 2466  East  16th  Street,  west 
side,  49  feet  north  of  Avenue  Y,  Block  7417,  Lot  39,  Bor¬ 
ough  of  Brooklyn. 


587-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED— 2470  East  16th  Street,  north¬ 
west  corner  of  Avenue  Y,  Block  7417,  Lot  41,  Borough 
of  Brooklyn. 


17-72-B  Z 

APPLICANT — M.  Martin  Elkind  for  Louis  Guerra,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  an  R6 
district,  the  erection  of  a  one  story  enlargement  to  a  retail 
store  that  creates  non-compliance  in  floor  area  ratio  and 
encroachment  within  the  rear  yard. 

PREMISES  AFFECTED— 86-01  Justice  Avenue,  north¬ 
west  corner  of  Broadway,  Block  1837,  Lots  100,  102,  Elm¬ 
hurst,  Borough  of  Queens. 


816-53-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Weis  Volks¬ 
wagen  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  30,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  and  7h  of  the  Zon- 
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I 


ing  Resolution,  permitting  in  a  local  retail  and  residence 

.  use,  D  and  E-l  area  districts,  the  addition  of  Lot  60  for 
use  for  parking  of  more  than  five  motor  vehicles,  for 
patrons  and  employes  and  for  the  display  for  sale  of  more 
than  five  motor  vehicles  in  conjunction  with  the  automobile 
showroom,  motor  vehicle  repair  shop  and  storage  garage. 

; PREMISES  AhFLCTED — 218-25  Hempstead  Avenue 

north  side,  182.25  feet  east  of  218th  Street,  Block  10766,’ 
Lot  53,  Queens  Village,  Borough  of  Queens. 

1017-65-BZ — Vol.  II  ~  ' 

APPLICANT— McGee  and  Morsellino  for  John  and  Filo- 
mena  Valerio,  owners ;  Shell  Oil  Company,  lessee. 

SUBJECT— Application  for  consideration— to  reopen  and 
restore  to  docket,  subject  to  regular  procedure  in  ac¬ 
cordance  with  the  order  of  the  Court— decision  of  the 
Borough  Superintendent;  previously  denied  under  Section 
73-211  of  the  Zoning  Resolution,  permitting  in  a  C2-1 
district,  the  erection  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED — 240-10  Merrick  Boulevard 
southeast  corner  of  Brookville  Boulevard,  Block  13204 
Lot  104,  Rosedale,  Borough  of  Queens. 

205-72-BZ 

E  A ^ T— Pamard  p  R0thkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
five  story  health  related  facility  that  exceeds  the  permitted 
floor  area  ratio  and  lot  coverage,  encroaches  on  the  re¬ 
quired  front  and  side  yards  and  penetrates  the  sky 
exposure  plane. 

3?S¥Jf^ScAFFAECTED~3002-3038  West  35th  Street, 
05U2-3512  Surf  Avenue,  southwest  corner  and  3501-3511 

Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn. 


J47-73-BZ  - 

APPLICANT— Aaron  Halpern  for  Mickey  Realty  Corpor¬ 
ation,  owner. 

SUBJECT  Application  April  26,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  two  story  office  building  with  accessory  parking  in 
the  open  area. 

REMISES  AFFECTED — 2288  Hyland  Boulevard,  south¬ 
east  corner  of  Maplewood  Place,  Block  3701,  Lot  12,  Bor¬ 
ough  of  (Grant  City)  Richmond.  Community  Board  # 3 . 

0-74-BZ  - 


SUBJLCT  Application  April  2,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  one  story  building  for  use  as  a  post  office  with  accessory 
parking  in  the  open  area. 

I  REMISES  AFFECTED — Lafayette  Avenue,  south  side 
between  Newman  Avenue  and  White  Plains  Road,  Blocks 
3605,  3606,  Lots  1  and  1,  Borough  of  The  Bronx.  Com¬ 
munity  Board  #8. 

201- 74-BZ  - - 

APPLICANT — H.  M.  Cole  for  National  Urban  League 
Incorporated,  and  United  Negro  College  Fund,  Incorpo¬ 
rated,  owners. 

SUBJECT— Application  April  9,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-4  district,  the  conversion 
of  a  20  story  community  facility  building  to  commercial 
offices  that  creates  non-compliance  in  floor  area  ratio  and 
penetration  of  the  sky  exposure  plane. 

PREMISES  AFFECTED — 1134  to  1148  York  Avenue,  501 
East  61st  Street,  northeast  corner  and  500  East  62nd 
Street,  Block  1474,  Lot  31,  Borough  of  Manhattan.  Com¬ 
munity  Board  #8. 

202- 74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Europaeische  Treuhand  Corporation,  owner. 
SUBJECT  Application  April  8,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-4  district,  the  erection 
of  a  21  story  mixed  building  that  will  exceed  the  per¬ 
mitted  floor  area  ratio  and  tower  coverage,  has  less  than 
the  required  lot  area  per  room  and  encroaches  on  the 
required  tower  setback. 

PREMISES  AFFECTED— 309  to  315  East  48th  Street, 
north  side,  125  feet  east  of  Second  Avenue,  Block  1341, 
Lots  6,  8  and  9,  Borough  of  Manhattan.  Community  Board 
#6. 

206-74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Astoria  As¬ 
sociates,  Incorporated,  owner;  Me-Nas  Enterprises  Incor¬ 
porated,  lessee. 

SUBJECT— Application  April  12,  1974 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  two  story  day  care  center  that  exceeds  the  permitted 
lot  coverage  and  encroaches  on  the  required  front  side 
and  rear  yards. 

PREMISES  AFFECTED — 18-40  20th  Avenue,  southwest 
corner  of  19th  Street,  Block  894,  Lot  2,  Astoria,  Borough 
of  Queens.  Community  Board  #1. 


.PPLICANT — Leonard  F.  Rothkrug  for  Midboro  Realty 
Company,  owner. 


UBJECT— Application  January  15,  1974— decision  of  th 
Borough  Superintendent,  under  Section  72-21  of  the  Zon 
mg  Resolution,  to  permit  in  a  C2-4  district,  in  a  portion  o 
an  existing  one  story  building,  the  change  in  occupanc; 
trom  store  and  parking  to  an  automobile  repair  shop. 

REMISES  AFFECTED — 1882/86  Jerome  Avenue,  eas 
side,  51.45  feet  north  of  Mt.  Hope  Place,  Block  2852,  Lot  4 
Borough  of  The  Bronx.  Community  Board  #5. 


242-74-A 

APPLICANT — Dominick  Salvati  and  Son  for  Astoria 
Associates  Incorporated,  owner;  Me-Nas  Enterprises 
Incorporated,  lessee. 

SUBJECT — Application  April  22,  1974— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  lot  line  windows. 

PREMISES  AFFECTED — 18-40  20th  Avenue,  southwest 
corner  of  19th  Street,  Block  894,  Lot  2,  Astoria,  Borough 
of  Queens. 


>1- 74-BZ - 

PPLICANT— Peter  Casine  for  Lafayette  Associates, 
owner ;  L  mted  States  Postal  Service,  contract  vendee. 


3-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Bims  Associates,  Incorporated,  owner. 
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SUBJECT — Application  January  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-4  district,  the  erection  of 
a  twenty  story  mixed  building  that  exceeds  the  permitted 
floor  area  ratio  and  tower  coverage,  encroaches  on  the 
required  tower  setback,  exceeds  the  height  of  the  front 
wall  and  the  lot  area  requirements. 

PREMISES  AFFECTED — 846-850  Second  Avenue  and  301- 
303  East  45th  Street,  northeast  corner,  Block  1338,  Lots  1 
and  3,  Borough  of  Manhattan.  Community  Board  #6. 
Laid  over  from  April  30,  1974,  for  continued  hearing. 

JOSEPH  B.  KLEIN,  Chairman 


JUNE  4,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  4,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

36-74-A 

APPLICANT — Union  Carbide  Corporation,  owner. 
SUBJECT — Application  January  23,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Use  of  Mark  II 
Linde  Oxygen  Walker  System. 


69-74-A 

APPLICANT — The  Melniker  Partnership  for  Omnia  Prop¬ 
erties,  Incorporated,  owner. 

SUBJECT — Application  February  13,  1974 — filed  pursuant 
to  Section  35,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  structure  in  bed  of  mapped  street. 

PREMISES  AFFECTED — Emmet  Avenue,  northeast  cor¬ 
ner  of  Delwit  Avenue,  Block  4746,  Lot  46,  Oakwood,  Bor¬ 
ough  of  Richmond. 


102-74-A 

APPLICANT — Mobil  Oil  Corporation,  owner. 

SUBJECT — Application  February  28,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Mobil  Windshield  Washer 
Fluid”  in  y2  gallon  Polyethylene  bottle  with  plastic  screw 
cap,  not  in  compliance  with  Administrative  Code  of  New 
York  City. 


128- 74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 212A  Beach  117th  Street,  east 
side,  80  feet  north  of  Rockaway  Boulevard,  Block  16212, 
Lot  43,  Rockaway,  Borough  of  Queens. 

129- 74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT— Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 


PREMISES  AFFECTED— 212B  Beach  117th  Street,  east 
side,  80  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  143,  Rockaway,  Borough  of  Queens. 


130-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 212C  Beach  117th  Street,  east 
side,  80  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  44,  Rockaway,  Borough  of  Queens. 


131-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 212D  Beach  117th  Street,  east 
side,  80  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  144,  Rockaway,  Borough  of  Queens. 


132-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 214A  Beach  117th  Street,  east 
side,  110  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  45,  Rockaway,  Borough  of  Queens. 


133-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 214B  Beach  117th  Street,  east 
side,  110  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  145,  Rockaway,  Borough  of  Queens. 


134-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 214C  Beach  117th  Street,  east 
side,  110  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  146,  Rockaway,  Borough  of  Queens. 


135-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 214D  Beach  117th  Street,  east 
side,  110  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  246,  Rockaway,  Borough  of  Queens. 

JOSEPH  B.  KLEIN,  Chairman  , 
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REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  30,  1974,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll,  and 
Commissioner  Walsh. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  April  9,  1974,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  April  25,  1974  Vol  59 
Nos.  16  and  17.  ’ 


16-52-BZ 


APPLICANT  Donald  D.  Fisher  for  The  Truckmens  Rep¬ 
resentative,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  October  15,  1968— decision 
of  the  Borough  ^Superintendent ;  previously  granted  on 
condition  under  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  parking  and  storage  of 
motor  vehicles. 

PREMISES  AFFECTED — 365-369  East  8th  Street,  north 
side,  183  feet  east  of  Avenue  C,  Block  378,  Lots  56,  57 
and  58,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher. 

ACTION  OF  BOARD — Application  to  waive  the  Rules  of 
Procedure,  reopen  and  extend  the  term  of  variance  denied. 

rHE  VOTE— To  waive  the  Rules  of  Procedure,  reopen 
and  extend  the  term  of  variance. 

Affirmative :  .  g 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  :  .  5 

rHE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
vlay  20,  1952,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
>n  April  30,  1974,  after  due  notice  by  publication  in  the 
bulletin;  and 

Whereas,  the  Board  finds  that  the  Rules  of  Procedure 
hould  not  be  waived  and  the  term  of  this  variance  should 
ot  be  extended. 

Resolved,  that  the  application  to  waive  the  Rules  of  Pro- 
edure,  reopen  and  extend  the  term  of  the  variance  be  and  it 
ereby  is  denied. 

28-53-BZ  * 


APPLICANT— Walter  T.  Gorman  for  Sun  Oil  Company, 
owner.  J  ’ 


UBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution— decision  of  the  Borough  Super¬ 
intendent  previously  granted  on  condition  under  Section 
/i  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  auto  washing,  lubritorium,  storage  and  sale  of 
accessories  and  office. 


AFFECTED — 1982-1992  Utica  Avenue  and 
W14-4924  Avenue  L,  southwest  corner,  Block  7847,  Lot  44 
(formerly  Lots  44,  46  and  47),  Borough  of  Brooklyn. 
PPEARANCES — 


For  Applicant:  Carl  Sulfaro. 

CTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


HE  VOTE— 


Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 

Negative :  .  . 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  15,  1954,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  July  15,  1969;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  [une 
15,  1954,  as  amended  through  July  15,  1969,  by  adding 
thereto : 

“that  the  brick  wall  along  the  westerly  lot  line  and  the 
gasoline  pumps  shall  substantially  conform  to  revised 
drawing  of  proposed  conditions  marked  ‘Received  March 
6,  1974’,  one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Misc.  1157-73) 

37-57-BZ 

APPLICANT — Harry  G.  Savran  for  Mary  Messineo, 
owner. 

SUBJECT — Application  for  consideration  to  dismiss  the 
application  to  waive  the  Rules  of  Procedure  and  for  exten¬ 
sion  of  term  of  variance  which  expired  February  19,  1973 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Res¬ 
olution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 431-435  Warren  Street,  north 
side,  23  feet  6  inches  east  of  Bond  Street,  Block  393,  Lots 
66,  67  and  68,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  G,  Savran. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
compliance  with  the  terms  and  condtions  of  the  Board’s 
resolution. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative  : . ’  ’  g 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  17,  1957,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  30,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  and 

)\  hf.reas,  the  Board  finds  that  the  premises  does  not  comply 
with  the  terms  and  conditions  of  the  resolution  adopted  by 
i^Board  on  December  17,  1957  as  amended  through  April  2. 

Resolved,  that  the  application  to  waive  the  Rules  of  Pro¬ 
cedure,  reopen  and  extend  the  term  of  the  variance  be  and 
it  hereby  is  dismissed. 


931-57-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Chevron  Oil 
Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  July  29,  1973— decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Section  7c,  7 i  and  7h  of  the  Zoning  Res¬ 
olution,  permitting  in  a  residence  and  retail  use  district, 
the  erection  and  maintaince  of  a  gasoline  service  station,’ 
lubritorium,  car  washing,  minor  motor  vehicle  repairs 
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with  hand  tools  only,  sale  of  accessories  and  parking  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 535  Vanderbilt  Avenue  and  1047 
Van  Duzer  Street,  northeast  corner,  Block  650,  Lot  30 
(formerly  Lot  28),  Concord,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  29,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  30,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  29,  1958,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  862-57) 


230-5843Z 

APPLICANT— Arthur  D.  Greenfield  for  91  East  111th 
Street  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  September  30,  1973 — de¬ 
cision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Res¬ 
olution,  permitting  in  a  local  retail  use  district,  the  erection 
of  a  one  story  masonry  building  for  use  as  a  retail  store 
and  office  and  wholesale  bananas  and  tropical  products, 
with  store  front  and  sign  within  75  feet  of  a  residence  use 
district. 

PREMISES  AFFECTED — 91  East  111th  Street,  north  side, 
22  feet  west  of  Park  Avenue,  Block  1617,  Lots  34  and  134, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  D.  Greenfield. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  30,  1958,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  30,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolves ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  September  30,  1958,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 


“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects;  and  that  a  new  Certificate 
of  Ocupancy  shall  be  obtained.”  (N.B.  135-57) 

1847-61-BZ 

APPLICANT — Charles  Rizzo  for  L.  W.  I.  Realty  Company, 
owner. 

SUBJECT — Application  for  consideration — to  dismiss  the 
application  to  waive  the  Rules  of  Procedure  and  for  exten¬ 
sion  of  term  of  variance  which  expired  November  10,  1973 
—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  21  of  the  Zoning  Res¬ 
olution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  a  parking  lot  for  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 459-463  West  46th  Street,  north 
side,  100  feet  east  of  10th  Avenue,  Block  1056,  Lots  5,  6 
and  7,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  to  waive  the  Rules  of 
Procedure,  reopen  and  extend  the  term  of  variance  denied. 

THE  VOTE — To  waive  the  Rules  of  Procedure,  reopen  and 


extend  term  of  variance. 

Affirmative  : . . 0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  . 5 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  23,  1962,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  30,  1974,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  Board  finds  that  the  Rules  of  Procedure 
should  not  be  waived  and  the  term  of  this  variance  should 
not  be  extended. 

Resolved,  that  the  application  to  waive  the  Rules  of 
Procedure,  reopen  and  extend  the  term  of  the  variance  be 
and  it  hereby  is  denied. 


304-69-BZ 

APPLICANT — Larry  Meltzer  for  Exxon  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
72-21  and  73-211  of  the  Zoning  Resolution,  permitting  in 
a  C2-2  and  R5  district,  the  erection  and  maintenance  of  an 
automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 26-34  21st  Street,  18-33  27th 
Avenue,  northeast  corner,  Block  885,  Lot  1,  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  . 5 

Negative : . 0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  16,  1969,  on  certain  conditions;  and 
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Whereas,  the  resolution  was  amended  on  May  26,  1970  * 

and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  September 
16,  1969,  as  amended  through  May  26,  1970,  by  adding 

thereto : 

“that  the  accessory  building  shall  substantially  conform 
to  revised  drawings  of  proposed  conditions  marked 
‘Received  March  6,  1974’,  three  sheets,  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (Alt.  18-74) 


54-72-BZ 

APPLICANT — Charles  A.  Brown  for  Presbyterian  Home 
for  Aged  Women,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expires  May  15,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  erection  of  a 
12  story  non-profit  residence  for  the  elderly  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  lot  area  per  room  and  accessory  parking. 

PREMISES  AFFECTED — 49  East  73rd  Street,  north  side, 
125.0  feet  east  of  Madison  Avenue,  Block  1388,  Lot  26, 
Borough  of  Manhattan. 

APPEARANCES — 

For  Applicant:  Charles  A  .Brown. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

rHE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  0 

rHE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
darch  28,  1972,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
ast  extended  on  May  15,  1973;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
ime  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby_  reopen  and  amend  the  resolution  adopted  on  March 
8,  1972,  as  amended  through  May  15,  1973,  only  as  to  the 
ime  to  complete  the  work,  so  that  as  amended  this  portion 
f  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  May  15,  1974.”  (N.B.  89-71) 


36-72-BZ 

PPLICANT — Lama  and  Vassalotti  for  Rine  Realty  Cor¬ 
poration,  owner. 

UBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  27, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  a  Cl -2  district,  the  enlargement 
in  lot  area  and  floor  area  of  an  existing  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 
REMISES  AFFECTED — 122-05  Merrick  Boulevard  and 
175-02  to  175-10  Baisley  Boulevard,  northeast  corner, 
Block  12480,  Lots  1,  42,  43,  45,  St.  Albans,  Borough  of 
Queens. 


APPEARANCES— 

For  Applicant:  James  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . !.!.... . 0 

THE  RESOLUTION— 

Whereas  this  application  was  granted  by  the  Board  on 
March  27,  1973,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
27,  1973,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portiion  of  the  resolution  shall  read : 

that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 


300-73-BZ  - 

APPLICANT— Dominick  T.  Farruggio  for  Vito  Santoro, 
owner. 

SUBJECT  Application  May  17,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  commercial  vehicle 
storage  establishment  that  encroaches  on  the  required  open 
space. 

PREMISES  AFFECTED— 101-08  to  101-10  97th  Street, 
south  side,  50  feet  West  of  102nd  Street,  Block  9403,  Lots 
3  and  5,  Borough  of  (Woodhaven)  Queens.  Community 
Board  #9. 

APPEARANCES— 

For  Applicant :  Dominick  T.  Farruggio. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1974,  at  10 
A.M.,  for  decision;  hearing  closed;  previously  inspected. 

435-73-BZ  - - 

APPLICANT  Meier-Marus  for  E.  N.  Madison,  owner. 
SUBJECT  Application  July  26,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-33  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  district,  the  in¬ 
stallation  of  an  oxygen  storage  tank  that  exceeds  the  per¬ 
mitted  size. 

PREMISES  AFFECTED — 40-14  19th  Avenue,  southwest 
corner  of  41st  Street,  Block  801,  Lots  35  and  41,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Frank  G.  Meier  and  R.  M.  Neary. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1974,  at  10 
A.M.,  for  decision;  additional  information;  hearing  closed. 

633-73-BZ 

APPLICANT— Harry  Soled  for  Solomon  and  Lea  Miller, 
owners. 

SUBJECT— Application  November  29,  1973— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  fur¬ 
niture  upholstery  and  display  establishment  that  increases 
the  degree  of  non-conformity. 
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PREMISES  AFFECTED— 1870-1886  Stillwell  Avenue, 
southwest  corner  of  82nd  Street,  Block  6852,  Lot  18, 
Borough  of  Brooklyn.  Community  Board  #11. 

APPEARANCES— 

For  Applicant :  Harry  Soled  and  Solomon  Miller. 

For  Opposition:  Samuel  A  Schwartz,  M.  Naponlano, 
Michael  Marglincca,  Jack  Cohen,  B  Yarlowitz,  Z.  Nap- 
alito  and  Vitto  Mimosillo. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


ACTION  OF  BOARD — Hearing  Reopened  and  laid  over 
to  May  14,  1974,  at  10  A.M.,  for  decision;  additional  in¬ 
formation  ;  previously  inspected ;  hearing  closed. 


670-73-BZ 

APPLICANT — Guerino  Salerni  for  Rago  Holding  Corpor¬ 
ation,  owner ;  Rago  Foundations,  Incorporated,  lessee. 
SUBJECT — Application  December  12,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  enlarge¬ 
ment  in  area  of  an  existing  clothing  manufacturing 
establishment  previously  before  the  Board. 

PREMISES  AFFECTED— 18-15  27th  Avenue  and  18-10 
26th  Road,  north  side,  77.06  feet  east  of  18th  Street,  Block 
885,  Lots  12  and  25,  Long  Island  City,  Borough  of  Queens. 
Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Guerino  Salerni  and  Americ  Nazenisella. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1974,  at 
10  A.M.,  for  decision;  additional  information;  previously 
inspected ;  hearing  closed. 


678-73-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  December  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  &  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  a  one  story  enlargement  and  the  rehabilitation 
of  an  automotive  service  station  structure  that  will  en¬ 
croach  on  the  required  side  yard. 

PREMISES  AFFECTED — 73-15  Elliot  Avenue,  northwest 
corner  of  74th  Street,  Block  2843,  Lot  41,  Maspeth,  Borough 
of  Queens.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

For  Opposition:  Kurt  Liotta,  Michael  Conti,  Peter 
Segaredo  and  N.  Buono. 

ACTION  OF  BOARD — Laid  over  to  May  21,  1974,  at 
10  :00  A.M.,  for  continued  hearing. 


701-73-BZ 

APPLICANT — Sheldon  Lobel  for  Banner  County  Realty 
Corporation,  owner ;  Concord  Beauty  School,  lessee. 

SUBJECT — Application  December  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -3  district,  in  an  existing 
two  story  building  the  maintenance  of  a  trade  school  on 
the  second  floor. 

PREMISES  AFFECTED — 5606  5th  Avenue,  west  side,  25.2 
feet  south  of  56th  Street,  Block  839,  Lots  39  and  40,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #7. 


APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  May  14,  1974,  at 
10  A.M.,  for  decision;  hearing  closed. 


3-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Bims  Associates,  Incorporated,  owner. 

SUBJECT — Application  January  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-4  district,  the  erection  of 
a  twenty  story  mixed  building  that  exceeds  the  permitted 
floor  area  ratio  and  tower  coverage,  encroaches  on  the  re¬ 
quired  tower  setback,  exceeds  the  height  of  the  front  wall 
and  the  lot  area  requirements. 

PREMISES  AFFECTED — 846-850  Second  Avenue  and 
301-303  East  45th  Street,  northeast  corner,  Block  1338, 
Lots  1  and  3,  Borough  of  Manhattan.  Community  Board 
#6. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Howard  A. 
Zipser,  Burton  P.  Resnick,  Philip  Birnbaum  and  Elliot 
Vilkas. 

For  Opposition:  Marion  M.  Reider  and  David  I.  Shivetz. 

ACTION  OF  BOARD— Laid  over  to  June  4,  1974.  at 
10  :00  A.M.,  for  continued  hearing. 

137-74-BZ 

APPLICANT — Jack  Brown  for  Samuel  J.  Lefrak  D/B/A 
Federal  Leasing  Company,  owner.  1 

SUBJECT — Application  March  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  an  8  story  enlargement  to  an  existing  13  story  and 
penthouse  commercial  building  that  will  exceed  the  per¬ 
mitted  floor  area  ratio  and  penetrate  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 97-57,  97-77  Queens  Boulevard, 
west  side,  from  64th  Road  to  65th  Avenue,  64-24  to 
64-40  98th  Street,  Block  2092,  Lot  1,  Forest  Hills,  Bor¬ 
ough  of  Queens.  Community  Board  #6. 

APPEARANCES— 

For  Applicant:  Jack  Brown. 

For  Opposition:  Fred  Fox. 

ACTION  OF  BOARD — Laid  over  to  May  28,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  applicant  to  send 
out  new  notices. 


635-73-BZ 

APPLICANT — Ronald  S.  Platt  for  Gail  Martin  Realty 
Corporation,  owner;  Wellman  Management  Incorporated, 

lessee. 

SUBJECT — Application  November  30,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4  district,  in  an  existing 
one  story  building  previously  before  the  Board,  the  con¬ 
version  of  a  portion  of  the  building  from  stockbroker’s 
office  to  a  reducing  salon  that  encroaches  on  the  required 
distance  from  a  street  wall. 

PREMISES  AFFECTED— 2231-2237  Church  Avenue,  north 
side,  329J/2  feet  east  of  Flatbush  Avenue,  Block  5089,  Lot 
65,  Borough  of  Brooklyn.  Community  Board  #14. 

APPEARANCES— 

For  Applicant:  Joel  Levy. 

For  Opposition :  None. 
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RECOMMENDATION  OF  THE  COMMUNITY 

BOARD— Favorable  to  the  application. 

At  I  ION  Oh  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  5 

Negative : . q 

THE  RESOLUTION— 

W  hereas,  a  public  hearing  was  held  on  this  application  on 
March  19,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  23,  1974;  then  to  April  30,  1974; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  13,  1973,  acting  on  Alt.  Applic.  1558/1972, 
reads : 

“1.  Proposed  reducing  salon,  Use  Group  9,  within 
C4  zone  on  ground  floor,  within  50  ft.  of  street  wall  and 
having  show  window  facing  on  the  street  is  contrary 
to  Z.R.  sec.  32-423.” 

and 

Whereas,  the  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Res¬ 
olution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C-4  district,  in  an  existing  one-story  building  previously  be¬ 
fore  the  Board,  the  conversion  of  a  portion  of  the  building 
from  stockbroker’s  office  to  a  reducing  salon  that  encroaches 
on  the  required  distance  from  a  street  wall,  on  condition  that 
ill  work  shall  substantially  conform  to  drawings  filed  with 
his  application,  marked  “Received  November  29,  1973”,  4 
sheets,  and  “February  13,  1974”,  one  sheet;  and  that  all  laws, 
-ules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
he  date  of  this  resolution. 


■0-74-BZ 

\PPLICANT— Raymond  McKaba  for  Robert  Sabbagh, 
owner. 

iURJECT — Application  January  16,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  premit  in  a  C8-1  district,  the  enlargement 
in  area  of  a  two  story  commercial  building  that  will  exceed 
the  permitted  floor  area  ratio,  and  has  less  than  the  re¬ 
quired  accessory  parking. 

’REMISES  AFh ECTED — 8714  Fifth  Avenue,  northwest 
corner  of  88th  Street,  Block  6050,  Lot  40,  Borough  of 
Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant :  Raymond  McKaba  and  Robert  Sabbagh. 
For  Opposition :  None. 

1ECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

CTION  Oh  BOARD — Application  granted  on  condition. 

HE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative: .  .  n 


THE  RESOLUTION— 

Whereas  a  public  hearing  was  held  on  this  application  on 
n  ti  •  °  •  j  a^ter  due  notice  by  publication  in  the 

Bulletin;  laid  over  to  April  23,  1974;  then  to  April  30,  1974; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  November  13,  1973,  acting  on  Alt.  Applic.  1182/1973’ 
reads : 

“1.  Proposed  second  story  enlargement  exceeds  the 
floor  area  ratio  for  C8-1  districts  contrary  to  Sec.  33-122 
of  the  Zoning  Resolution. 

_  2k.PIovid,e  °ff~street  parking  spaces  as  required  by 
Sec.  36-21  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
die  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  J:he  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C8-1  district,  the  enlargement  in  area  of  a  two-story  com¬ 
mercial  building  that  will  exceed  the  permitted  floor  area 
ratio  and  less  than  the  required  accessory  parking,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application,  marked  “Received  January 
16,  1974”,  6  sheets,  “April  5,  1974”,  2  sheets,  and  “April  11, 
1974”,  2  sheets;  on  further  condition  that  off-site  parking 
for  45  cars  be  provided  on  Block  6062,  Lots  14,  45  and  48; 
that  the  door  on  the  second  floor  separating  the  uses  be  kept 
open  at  all  times ;  that  trees  be  planted  along  both  street 
frontages ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


31-74-A 


APPLICANT— Raymond  McKaba  for  Robert  Sabbagh, 
owner. 

SUBJECT — Applicaton  January  16,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  exits,  ventila¬ 
tion,  etc. 

PREMISES  AFFECTED — 8714  Fifth  Avenue,  northwest 
corner  of  88th  Street,  Block  6050,  Lot  40,  Borough  of 
Brooklyn. 


APPEARANCES— 

For  Applicant:  Raymond  McKaba  and  Robert  Sabbagh. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative  :  . q 

THE  RESOLUTION— 


^  ri^aEAS>  die  decision  of  the  Borough  Superintendent, 
dated  November  13,  1973,  on  Alt.  Applic.  1182/73,  reads: 

“3.  Provide  two  remote  exists  from  each  portion  of 
the  second  floor  leading  to  an  open  exterior  space  as  per 
C26-603.2  B.C.  ‘ 

4.  Provide  two  acceptable  exits  from  the  cellar  as 
per  C26-603.2  B.C. 

5.  I  rovide  access  to  the  cellar  for  the  fire  department 
as  per  C26-401.2  B.C. 
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6.  Provide  minimum  35  sq.  ft.  of  national  ventilation 
per  10,000  cu.  ft.  of  cellar  volume  or  install  a  sprinkler 
system  per  C26-1703.1  B.C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  reommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  13,  1973,  acting  on  Alt.  Applic.  1182/73, 
Objection  No.  3,  4,  5  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  all 
work  conform  to  the  resolution  adopted  this  date  under  Cal¬ 
endar  Number  30-74-BZ;  that  Objection  Number  6  be 
affirmed;  and  that  all  laws,  rules  and  regulations  be  com¬ 
plied  with. 

Adjourned:  12:45  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  30,  1974,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll,  and 
Commissioner  Walsh. 


9-74-BZY — B.B. — 2316  Surf  Avenue,  Block  7070,  Lots 
120  and  126,  N.B.  89-73. 

APPEARANCES— 

For  Applicant:  Julius  J.  Rosen. 

ACTION  OF  BOARD— Laid  over  to  May  21,  1974,  at 
2  P.M.,  for  continued  hearing. 


248-73- A — Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Frank  Raccuglia, 
owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent — filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  legal  street;  previously  denied 
PREMISES  AFFECTED — Whitwell  Place,  south  side, 
720.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  190, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  R.  Gucciardo  and  A.  J.  Calvanico. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1973,  on  N.B.  Applic.  403/73,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  upon 
legally  mapped  street  or  frontage  space  contrary  to 
Section  C26-401.1  of  the  building  code.” 
and 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1973,  acting  on  N.B.  Applic.  403/73, 
Objection  Nos.  1  and  2  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  curb,  curb  cuts  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  standards  of  the 
Department  of  Highways;  that  the  building  shall  substan¬ 
tially  comply  with  drawings  marked  “Received”  January  9, 
1974,  2  sheets;  March  18,  1974,  1  sheet;  and  March  21, 
1974,  1  sheet;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


249-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Frank  Raccuglia, 

owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent — filed  pursuant  to  Section  36, 
Article  3,  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street ;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  south  side, 
620.42  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  185, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES—  ' 

For  Applicant:  R.  Gucciardo  and  A.  J.  Calvanico. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  . 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1973,  on  N.B.  Applic.  402/73,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not  included 
in  the  Official  Map  of  the  City  of  New  York  and  is  con-  1 
trary  to  Art.  Ill,  Paragraph  36  of  the  General  City  Law 
as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  upon 
legally  mapped  street  or  frontage  space  contrary  to 
Section  C26-401.1  of  the  building  code.” 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1973,  acting  on  N.  B.  Applic.  402/73, 
Objection  Nos.  1  and  2  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  curb,  curb  cuts  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  standards  of  the 
Department  of  Highways ;  that  the  building  shall  substantially 
comply  with  drawings  marked  “Received”  January  9,  1974, 

2  sheets;  March  18,  1974,  1  sheet;  and  March  21,  1974,  1 
sheet ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


250-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond 
Gucciardo,  owner.  jm 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent — filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law — re-  building  not  front¬ 
ing  on  legal  street;  previously  denied. 
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PREMISES  AFFECTED — Whitwell  Place,  north  side, 

420.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  127, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  R.  Gucciardo  and  A.  J.  Calvanico. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1973,  on  N.B.  Applic.  404/73,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not  included  in 
the  Official  Map  of  the  City  of  New  York  and  is  contrary 
to  Art.  Ill,  Paragraph  36  of  the  General  City  Law  as 
amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  upon 
legally  mapped  street  or  frontage  space  contrary  to  Sec¬ 
tion  C26-401.1  of  the  building  code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1973,  acting  on  N.B.  Applic.  404/73, 
Objection  Nos.  1  and  2  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  curb,  curb  cuts  and  pavement  to'  the  middle 
of  the  street  be  in  accordance  with  standards  of  the  Depart¬ 
ment  of  Highways ;  that  the  building  shall  substantially  com¬ 
ply  with  drawings  marked  “Received”  January  9,  1974,  2 
sheets;  March  18,  1974,  1  sheet;  and  March  21,  1974,  1  sheet; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


251-73-A — Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc¬ 
ciardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent-filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street ;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 

525.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  122, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES — 

For  Applicant :  R.  Gucciardo  and  A.  J.  Calvanico. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

:he  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . .  0 

'HE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

ated  December  10,  1973,  on  N.B.  Applic.  405/73,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 


and 


2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  upon 
legally  mapped  street  or  frontage  space  contrary  to  Sec¬ 
tion  C26-401.1  of  the  building  code.” 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  December  10,  1973,  acting  on  N.B.  Applic.  405/73,’ 
Objection  Nos.  1  and  2  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  curb,  curb  cuts  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  standards  of  the 
Department  of  Highways;  that  the  building  shall  substan¬ 
tially  comply  with  drawings  marked  “Received”  January  9 
1974,  2  sheets;  March  18,  1974,  1  sheet;  and  March  21,  1974,’ 
1  sheet ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


252-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc¬ 
ciardo,  owner. 

SUBJECT — Application  for  construction — reopening  as 
Volume  II  subject  to  regular  procedure— decision  of  the 
Borough  Superintendent  re-  filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street;  previously  denied. 

P-^^^JSES  AFFECTED — Whitwell  Place,  north  side, 

630.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  117. 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  R.  Gucciardo  and  A.  J.  Calvanico. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  . *'*"[*’]"  q 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1973,  on  N.B.  Applic.  406/73,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  front  directly 
upon  legally  mapped  street  or  frontage  space  contrary 
to  Section  C26-401.1  of  the  building  code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1973  acting  on  N.B.  Applic.  406/73^ 
Objection  Nos.  1  and  2  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  curb,  curb  cuts  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  standards  of  the 
Department  of  Highways;  that  the  building  shall  substan¬ 
tially  comply  with  drawings  marked  “Received”  January  9 
1974,  2  sheets;  March  18,  1974,  1  sheet;  and  March  21* 
1974,  1  sheet;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 
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253-73- A — Vol.  II 


APPLICANT — Aplhonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT— Application  for  consideration— reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent  re-  filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  front¬ 
ing  on  a  legal  street;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 
735.15  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  112, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Alphonse  J.  Calvanico  and  R.  Gucciardo. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 

Negative: . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1973,  on  N.B.  Applic.  407/73,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  upon 
legally  mapped  street  or  frontage  space  contrary  to  Sec¬ 
tion  C26-401.1  of  the  building  code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1973,  acting  on  N.B.  Applic.  407/73, 
Objection  Nos.  1  and  2  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  curb,  curb  cuts  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  standards  of  the 
Department  of  Highways;  that  the  building  shall  substan¬ 
tially  comply  with  drawings  marked  “Received”  January  9, 
1974,  2  sheets ;  March  18,  1974,  1  sheet ;  and  March  21,  1974, 
1  sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


254-73-A— Vol.  II 

APPLICANT — Alphonse  J.  Calvanico  for  Raymond  Guc- 
ciardo,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II,  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent  re-  filed  pursuant  to  Section  36, 
Article  3  of  the  General  City  Law  re-  building  not  fronting 
on  legal  street ;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 
851.29  feet  east  of  Todt  Hill  Road,  Block  811,  Lot  107, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  R.  Gucciardo  and  A.  J.  Calvanico. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1973,  on  N.B.  Applic.  408/73,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Paragraph  36  of  the  Gen¬ 
eral  City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  front  directly 
upon  legally  mapped  street  or  frontage  space  contrary 
to  Section  C26-401.1  of  the  building  code.” 


and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1973  acting  on  N.B.  Applic.  408/73, 
Objection  Nos.  1  and  2  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  Gen¬ 
eral  City  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  curb,  curb  cuts  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  standards 
of  the  Department  of  Highways;  that  the  building  shall 
substantially  comply  with  drawings  marked  Received 
January  9,  1974,  2  sheets;  March  18,  1974,  1  sheet;  and 
March  21,  1974,  1  sheet;  and  that  all  laws,  rules  and  regula- 

1  Ko  with 


255-73-A— Vol.  II 


APPLICANT— Alphonse  J.  Calvanico  for  Raymond  Guc¬ 
ciardo,  owner. 

SUBTECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure— decision  of  the 
Borough  Superintendent  re-  filed  pursuant  to  Section  36, 
Article  3,  of  the  General  City  Law  re-  building  not  fronting 
on  a  legal  street ;  previously  denied. 

PREMISES  AFFECTED— Whitwell  Place,  north  side, 
951.29  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  102, 
Todt  Hill,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  R.  Gucciardo  and  A.  J.  Calvanico. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  . jj 

Negative :  . " 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1973,  on  N.B.  Applic.  409/73,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not  included 
in  the  Official  Map  of  the  City  of  New  York  and  is  con¬ 
trary  to  Art.  Ill,  Paragraph  36  of  the  General  City  Law 
as  amended.  , 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  front  directly  upon 
legally  mapped  street  or  frontage  space  contrary  to 
Section  C26-401.1  of  the  building  code.” 

and 

W hereas,  the  premises  was  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1973,  acting  on  N.B.  Applic.  409/73, 
Objection  Nos.  1  and  2  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
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Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  curb,  curb  cuts  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  standards  of  the  Depart¬ 
ment  of  Highways;  that  the  building  shall  substantially  com¬ 
ply  with  drawings  marked  “Received”  January  9  1974  2 
sheets;  March  18,  1974,  1  sheet;  and  March  21,  1974,  1  sheet; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


12-74-A 

•API  LICAN  1  — H.  M.  Cole  for  31  Union  Square  West  Cor¬ 
poration,  owner. 

SUBJECT— Application  January  10,  1974— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fire  resistant 
enclosures,  egress,  etc. 

PREMISES  AFFECTED — 31  Union  Square  West  and  21 
East  16th  Street,  northwest  corner,  Block  844,  Lot  17 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  H.  M.  Cole  and  R.  Korn. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative : .  . . q 

THE  RESOLUTION— 

V  hereas,  the  decision  of  the  Borough  Superintendent 
dated  January  8,  1974,  on  Alt.  Applic.  1157/73,  reads: 

C-l  Provide  a  3  hr.  fire  resistant  enclosure  around 
both  required  stairways  as  per  Violation  7478/65  and 
Section  C26-292.0  (b)(1)(a). 

C-2  All  elevator  shafts  must  be  enclosed  with  a 
3  hr.  enclosure  as  per  C26-638.0(b)  (1)  (a). 

C-3  Provide  enclosed  public  corridors  in  cellar  and 
on  2nd  to  16th  floors  as  per  C26- 290.0(c). 

C-4  Provide  two  required  means  of  egress  avail¬ 
able  to  all  occupants  from  cellar  as  per  C26-273.0(b)  (3). 

C-5  Provide  two  required  means  of  egress  avail¬ 
able  to  all  the  occupants  independent  one  from  the  other 
as  per  C26-273.0(b)  (3),  unobstructed  and  remote  from 
one  another  as  per  C26-273(d)  (3)  and  C26-273.0.d  (4) 
for  floors  2nd  to  16th. 

C-6  The  use  of  winding  stairs  is  contrary  to 
C26-292.e(d). 

C-7  The  length  of  landings  of  required  stairs  is 
contrary  to  C26-292.e(c)  on  floor  2nd  to  16th. 

C-8  Only  one  of  the  two  required  stairways  termi¬ 
nates  at  roof  contrary  to  C26-292.e.” 

nd 

Whereas,  the  premises  were  inspected  by  a  committee  of 
ie  Board  which  recommended  that  the  appeal  be  granted 
nder  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
'^"^ent., dated  January  8,  1974,  acting  on  Alt.  Applic. 

1  0bj.ectlon  Nos‘  C_1  thru  C'8  be  and  ^  hereby  is 
lodified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
mdition  that  the  exit  door  at  Stand  No.  1  first  floor  shall 
•vmg  in  the  direction  of  egress ;  on  further  condition  that 
ie  building  shall  substantially  conform  to  drawings  marked 
Received  February  15,  1974,  32  sheets;  April  4,  1974,  1 
ieet;  and  April  17,  1974,  3  sheets”,  and  that  all  laws,  rules 
id  regulations  shall  be  complied  with. 


32-73-A 

t/ ^ NT— Leonard  F.  Rothkrug  for  Lincoln  Square 
Home  Associates,  owner. 


SUBJECT— Application  December  19,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #5529/73. 

PREMISES  Ah  b EC  1  ED — 201  West  74th  Street  and  2120 
Broadway,  northeast  corner,  Block  1166,  Lot  25,  Borough 
of  Manhattan.  e 

APPEARANCES— 

For  Applicant:  Leonard  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  May  21,  1974,  at 
2  Jr.M.,  for  hearing. 


695-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Liana  Properties, 
Incorporated,  owner;  Somersey  Home  for  Adults,  lessee.’ 

SUBJECT  Application  December  20,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
Building  Permit  #5095/73. 

PREMISES  AFFECTED — 150  West  47th  Street,  south 
side,  216  feet  east  of  Broadway,  Block  999,  Lot  54,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  May  21,  1974  at 
2  P.M.,  for  hearing. 


698-73-A 


APPLICANT— Meyer,  Temkin,  Joy  Springer  and  Fred 
Springer,  d/b/a  Rockaway  Care  Center,  owners. 
SUBJECT  Application  December  21,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
Building  Permit  #3262/73. 


PREMISES  AFFECTED — 353  Beach  48th  Street,  south- 
west  corner  of  Beach  Channel  Drive,  Block  15840,  Lots 
1,  ,  1_,  14,  18,  _0,  23,  25,  29,  31,  35,  45  and  52,  Edgemere, 
Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  May  7  1974 
2  P.M.,  for  hearing. 


at 


14-74-A 

APPLICANT  Henry  Wolinsky  for  Calvary  Pentecostal 
Church,  Incorporated,  owner. 

SUBJECT  Application  January  11,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
church  and  pastor’s  residence. 

PREMISES  AFFECTED — 1627  Broadway,  north  side,  70 
feet  east  of  Eldert  Street,  Block  3414,  Lot  5,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  Wolinsky. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


63-74-A 

APPLICANT— Morris  L.  Levinson  for  60  East  65th  Street 
Corporation,  owner. 

SUBJECT— Application  February  8,  1974— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  reinstatement 
of  approval  of  B.N.  #3820-73  and  permit  #5465-73. 

PREMISES  AFFECTED — 60  East  65th  Street,  southwest 
corner  of  Park  Avenue,  Block  1379,  Lot  37,  Borough  of 
Manhattan. 
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APPEARANCES— 

For  Applicant :  R.  S.  Hardy  and  William  C.  Krastenstein. 
ACTION  OF  BOARD— Laid  over  to  May  14,  1974,  at 
2  P.M.,  for  hearing,  at  the  request  of  the  owner. 


155-74-A 

APPLICANT— Demov,  Morris,  Levin  &  Shein  for  1100 
Park  Avenue  Cooperative  Corporation,  objectors. 

SUBJECT— Application  March  15,  1974 — appeal  from  a  de¬ 
cision  of  the  Building  Superintendent  re-  revocation  of 
Building  Permit  #1276/73,  Restaurant. 

PREMISES  AFFECTED— 1108  Park  Avenue,  south  side, 
75  feet  south  of  90th  Street,  Block  1501,  Lot  73,  Borough 
of  Manhattan. 


APPEARANCES— 

For  Applicant:  Steven  Shein,  Rudolph  Bergenfeld,  Thomas 
J.  O’Neill,  Tanya  Corbin,  Clicord  Van  Voorhees. 

For  Opposition:  Cornelius  F.  Dennis  (Dept.  Bldgs.),  Pau 
Mok  and  F.  Papert. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1974,  at 
2  P.M.,  for  decision;  hearing  closed. 


Adjourned:  4:00  P.M. 

John  B.  Cincotta,  Executive  Director 


CORRECTIONS 


CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board  of 
Standards  and  Appeals  held  on  April  23,  1974,  as  they  ap¬ 
peared  in  Bulletin  18,  Vol.  59,  are  corrected  to  read  as 
follows  : 


128-73-BZ 


APPLICANT — Weinberg  &  Kirshenbaum  for  Albert  Fish¬ 
man,  owner. 

SUBJECT— Application  February  26,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
ing  Resolution,  to  permit  in  an  R5  district,  the  conversion 
of  a  one  story  and  basement  building  from  store  and  two 
family  dwelling  to  an  animal  hospital  and  one  family 
dwelling. 

PREMISES  AFFECTED — 8423  Flatlands  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  8005,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #17. 

APPEARANCES— 

For  Applicant:  Harold  Weinberg. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Klein,  Commissioner  Hornstein, 
Commissioner  Carroll  and  Commissioner  Walsh  4 

Negative :  .  '  ”  q 

Not  Voting:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 

WHEREAS,  a  public  hearing  was  held  on  this  application 
on  February  13,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  26,  1974;  and  then  to  April  23, 
1974;  and 

j  lJ  1^7 REAS ,  the  decision  of  the  Borough  Superintendent, 
dated,  February  23,  1973,  acting  on  Alt.  Applic.  2272/1967 
reads: 

“1.  The  proposed  conversion  of  the  basement  floor 
and  the  rear  portion  of  the  1st  floor  from  ‘ A  store  and 
one  family  to  an  animal  hospital’  U.G.  16,  within  an 
K-5  district  is  contrary  to  Section  22-00  of  the  Z  R” 

and 


V  hereas,  the  premises  and  surounding  area  were  inspected 
by  a  committee  of  the  Board;  and 

.  ^  hereas,  the  Board  has  determined  that  the  evidence 
m  the  record  supports  the  findings  required  to  be  made  under 
section  /2-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
Hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
anc  t  at  the  application  be  and  it  hereby  is  granted  under 
Section  /2-21  of  the  Zoning  Resolution,  to  permit  in  an  R5 
district,  the  conversion  of  a  one-story  and  basement  building 
trom  store  and  two-family  dwelling  to  an  animal  hospital 
and  one  family  dwelling,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
jP^ed  ^ec?,ved  February  26,  1974”,  2  sheets,  and  “January 
’  r  /,  5,sheets:  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 

,  Correction :  In  the  Resolution  Section  the  decision  of 
the  Borough  Superintendent  has  been  inserted  to  read  as 
shown  above  in  italics. 


CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
ot  Standards  and  Appeals  held  on  April  23,  1974,  as  they 


appeared  in  Bulletin  18,  Vol.  59,  are  corrected  to  read  as 
iollows : 

129-73-A 

APPLICANT — Weinberg  &  Kirshenbaum  for  Albert  Fish¬ 
man,  owner. 

SUBJECT— Application  February  26,  1973— appeal  from  a 
decision  oi  the  Borough  Superintendent,  re-extension  of 
commercial  use  within  a  frame  building. 

PREMISES  AFFECTED — 8423  Flatlands  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  8005,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harold  Weinberg. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Commissioner  Hornstein, 

Commissioner  Carroll  and  Commissioner  Walsh . 4 

Negative :  . '  q 

Not  Voting:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 

WHEREAS,  the  decision  of  the  Borough  Superintendent 
dated  February  23,  1973,  on  Alt.  Applic.  2272/1967,  reads’: 

.  2.  The  proposed  extension  of  a  commercial  use 

imthin  an  existing  wood  frame,  Class  4  Building  is  con¬ 
trary  to  Sections  C26-254.0  &  C26-250,  &  C26-248  of 
old  building  code. 

(NOTE-.  Building  is  located  within  ‘ Old  Bldg.  Code * 
fire  limits,  and  ‘New  Bldg.  Code’  fire  districts .)” 
Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  23,  1973,  acting  on  Alt.  Applic.  2272/1967, 
Objection  No.  2,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
shall  conform  to  the  resolution  adopted  this  date  under 
Calendar  Number  128-73-BZ ;  and  that  all  laws,  rules  and 
regulations  be  complied  with. 

*  Correction :  In  the  Resolution  Section  the  decision  of 
the  Borough  Superintendent  has  been  inserted  to  read  as 
shown  above  in  italics. 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  April  23,  1974,  as  they 
appeared  in  Bulletin  18,  Vol.  59,  are  corrected  to  read  as 
follows : 

606-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Rose  Associates,  owner. 

SUBJECT — Application  November  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter 
to  permit  in  a  Cl -9  district,  the  erection  of  a  two  story 
enlargement  to  an  existing  16  story  mixed  building  for  an 
accessory  swimming  pool  and  related  facilities  that  in¬ 
creases  the  degree  of  non-compliance  in  floor  area  ratio. 
PREMISES  AFFECTED— 240  East  76th  Street  and  1441 
to  1455  Second  Avenue,  southwest  corner,  Block  1430,  Lot 
21,  Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum  and  Vincent 
Grasso. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 
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i 


ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

WHEREAS,  a  public  hearing  was  held  on  this  application 
on  January  29,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  26,  1974;  then  to  March  12, 
1974,  then  to  March  26,  1974;  then  to  April  9,  1974;  then  to 
April  23,  1974;  and 

WHEREAS,  the  decision  of  the  Borough  Superintendent, 
dated  November  7,  1973 ,  acting  on  Alt.  Applic.  1037/1973, 
reads : 

“C2.  Proposed  addition  of  a  17th  and  18th  floor  in¬ 
creases  the  degree  of  non-compliance  contrary  to  provi¬ 
sions  of  Section  54-31  of  Z.R. 

C3.  Total  floor  area  is  contrary  to  provisions  of 
Section  23-15  of  Z.R.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-01  (b)  of  the  Zoning  Resolution  and  Section  666 
of  the  N.  Y.  C.  Charter,  and  that  the  applicant  is  therefore 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and/or 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-01 (b)  of  the  Zoning  Resolution  and  Section 
666  of  the  New  York  City  Charter,  to  permit  in  a  Cl-9 
district,  the  erection  of  a  two-story  enlargement  to  an  exist¬ 
ing  16-story  mixed  building  for  an  accessory  swimming  pool 
and  related  facilities  that  increase  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application, 
marked  “Received  November  14,  1973”,  14  sheets;  on  further 
condition  that  the  accessory  swimming  pool  and  related  fa¬ 
cilities  will  be  for  the  exclusive  use  of  the  tenants  of  the 
building  and  their  guests ;  that  the  tenant  use  of  the  pool  be 
on  a  voluntary  basis;  that  the  tenants  of  the  building  will 
not  be  assessed  to  pay  for  the  cost  of  the  swimming  pool 
and  related  facilities;  that  the  cost  of  the  construction  will 
be  borne  entirely  by  the  owners ;  that  the  roof  terrace  be 
left  open  for  tenant  recreation ;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 

*  Correction :  In  the  Resolution  Section  the  decision  of  the 
Borough  Superintendent  has  been  inserted  to  read  as  shown 
above  in  italics. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board  of 
Standards  and  Appeals  held  on  April  23,  1974,  as  they  ap¬ 
peared  in  Bulletin  18,  Vol.  59,  are  corrected  to  read  as  fol¬ 
lows  : 

610-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Cleto  Jordan  and 
Jeanette  Jordan,  his  wife,  owner. 

SUBJECT — Application  November  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  maintenance  of 


a  one  story  enlargement  to  a  one  family  dwelling  that  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 1938  65th  Street,  south  side,  300 
feet  west  of  19th  Avenue,  Block  5555,  Lot  18,  Borough  of 
Brooklyn.  Community  Board  #11. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Commissioner  Hornstein, 


Commissioner  Carroll  and  Commissioner  Walsh . 4 

Negative :  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


WHEREAS ,  a  public  hearing  was  held  on  this  application 
on  April  2,  1974,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  23,  1974;  and,  , 

WHEREAS,  the  decision  of  the  Borough  Superintendent, 
dated  October  17,  1973,  acting  on  Alt.  Applic.  919/1973, 
reads: 

“1.  Proposed  rear  extension  and  terrace  in  required 
rear  yard  in  R-5  Zoning  District  is  contrary  to  Section 
23-47  of  Z.R.”  \ 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  maintenance  of  a  one-story  enlargement  to 
a  one-family  dwelling  that  encroaches  on  the  required 
rear  yard,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application,  marked  “Re¬ 
ceived  November  16,  1973”,  5  sheets :  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub-  i 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 

*  Correction :  In  the  Resolution  Section  the  decision  of  the 
Borough  Superintendent  has  been  inserted  to  read  as  shown 
above  in  italics. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  April  23,  1974,  as  they 
„  appeared  in  Bulletin  18,  Vol.  59,  are  corrected  to  read  as 
follows : 

611-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Cleto  Jordan  and 
Jeanette  Jordan,  his  wife,  owners. 

SUBJECT — Application  November  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  extension  to 
frame  building  within  the  fire  limits. 

PREMISES  AFFECTED— 1938  65th  Street,  south  side,  300 
feet  west  of  19th  Avenue,  Block  5555,  Lot  18,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Commissioner  Hornstein, 

Commissioner  Carroll  and  Commissioner  Walsh . 4 

Negative:  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 

WHEREAS,  the  decision  of  the  Borough  Superintendent, 
dated  October  17,  1973,  on  Alt.  Applic.  919/73,  reads: 

"1.  Frame  Extension  on  a  Class  III  Bldg,  inside  the 
fire  limits  is  contrary  to  Sec.  4.1.2  A.C. 

2.  Proposed  Rear  Extension  and  Terrace  in  required 
Rear  Yard  in  R5  Zoning  District  is  contrary  to  Sec. 
23-47  of  Z.R.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  17,  1973,  acting  on  Alt.  Applic.  919/73  Objec¬ 
tion  Nos.  1  and  2,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
shall  conform  to  the  resolution  adopted  this  date  under 
Calendar  Number  610-73-BZ ;  and  that  all  other  laws,  rules 
and  regulations  be  complied  with. 

*Correction :  In  the  Resolution  Section  the  decision  of  the 
Borough  Superintendent  has  been  inserted  to  read  as  shown 
above  in  italics. 


2.  Proposed  caretakers  apartment  (Use  Group  1) 
located  in  an  Ml-1  zone  is  contrary  to  Section  42-00  of 
the  Zoning  Resolution. 

3.  Since ■  there .  arc  no  applicable  Bulk  Regulations 
for  community  facilities  (Use  Group  3)  in  a  manufactur¬ 
ing  zone  this  application  is  referred  to  the  Board  of 
Standards  and  Appeals  for  their  consideration .” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-19  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
Section  73-19  of  the  Zoning  Resolution,  to  permit  in 
an  Ml-1  district,  the  erection  of  a  two-story  and  basement 
enlargement  to  an  existing  school  with  an  accessory  care¬ 
taker  s  apartment,  on  condition  that  all  work  shall  substan- 
tially  conform  to  drawings  filed  with  this  application,  marked 
•Received  January  3,  1974”,  6  sheets ;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub- 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 

*  Correction :  In  the  Resolution  Section  the  decision  of 
the  Borough  Superintendent  has  been  inserted  to  read  as 
shown  above  in  italics. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  April  23,  1974,  as  they 
appeared  in  Bulletin  18,  Vol.  39,  are  corrected  to  read  as 
follows : 


5-74-BZ 


APPLICANT — Joseph  B.  Raia  for  Ivan  Marshall,  owner. 

SUBJECT— Application  January  3,  1973— decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  erection  of 
a  two-story  and  basement  enlargement  to  an  existing 
school  with  an  accessory  caretakers  apartment. 

PREMISES  AFFECTED — 250  Parkinson  Avenue,  west 
side,  303.40  feet  south  of  Ledyard  Place,  Block  3223,  Lot 
1/,  Grasmere,  Borough  of  Richmond  Community  Board 
#3. 


APPEARANCES— 

For  Applicant:  Joseph  B.  Raia. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACI  ION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE — 


Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 

Negative :  . . 

THE  RESOLUTION— 


5 

0 


WHEREAS,  a  public  hearing  was  held  on  this  application 
on  April  9,  19/4,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  23,  1974,  and 

WHEREAS,  the  decision  of  the  Borough  Superintendent 
reads  DCCCmbCr  21‘  1972 ’  acting  on  Alt:  Applic.  328/1973, 


1.  Proposed  extension  to  an  existing  school  (Use 
Group  3)  located  in  an  Ml-1  zone  is  contrary  to  Section 
42-00  of  the  Zoning  Resolution. 


CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  April  23,  1974,  as  they 
appeared  in  Bulletin  18,  Vol.  59,  are  corrected  to  read  as 
follows : 

21-74-BZ 

APPLICANT — McGee  &  Morsellino  for  Ciampa  Properties 
Incorporated,  owner. 

SUBJECT— Application  January  15,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  the  reduction  in 
the  required  accessory  parking  spaces  for  a  proposed  seven 
story  office  building. 

AFFECTED — 136-26  37th  Avenue,  south  side, 
60.35  feet  west  of  138th  Street,  Block  4978,  Lot  13,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
TPIE  VOTE— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 
Hornstein,  Commissioner  Carroll  and  Commissioner 

Walsh .  4 

Negative :  Chairman  Klein  . .  1 

THE  RESOLUTION— 

WHEREAS,  a  public  hearing  was  held  on  this  application 
on  April  2.  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  23,  1974;  and 

WHEREAS,  the  decision  of  the  Borough  Superintendent, 
dated  December  21,  1973,  acting  on  N.B.  Applic.  827/1973, 
reads  : 

“1.  Parking  to  be  provided  for  the  proposed  office 
building  (Use  Group  6,  parking  category  B-l)  located 
in  a  C4-2  district  is  contrary  to  Sec.  36-21  of  Z.R.” 

and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-44  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-44  of  the  Zoning  Resolution,  to  permit  in 
a  C4-2  district,  the  reduction  in  the  required  accessory  park¬ 
ing  spaces  for  a  proposed  seven-story  office  building,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application,  marked  “Received  January 
15,  1974”,  7  sheets,  and  “April  17,  1974”,  2  sheets;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 

*  Correction :  In  the  Resolution  Section  the  decision  of 
the  Borough  Superintendent  has  been  inserted  to  read  as 
shown  above  in  italics. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  April  23,  1974,  as  they 
appeared  in  Bulletin  18,  Vol.  59,  are  corrected  to  read  as 
follows : 

27-74-BZ 

APPLICANT — Charles  A.  Magrino  for  Cangiano  Pork 
Stores,  Incorporated,  owner. 

SUBJECT — Application  January  16,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  food  store  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED— 6502  to  6508  14th  Avenue,  south¬ 
west  corner  of  65th  Street,  Block  5754,  Lots  38  and  41, 
Borough  of  Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  Charles  A.  Magrino. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative: .  0 

THE  RESOLUTION— 


WHEREAS ,  a  public  hearing  was  held  on  this  application 
on  April  2,  1974 ,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  23,  1974;  and 

WHEREAS,  the  decision  of  the  Borough  Superintendent, 
dated  January  11,  1974,  acting  on  Alt.  Applic.  1670/1973, 
reads  : 

“1.  Proposed  enlargement  of  an  existing  non-con¬ 
forming  use  in  an  R5  district  (food  store  with  accessory 
preparation  and  storage,  use  group  # 6 )  is  contrary  to 
Sec.  52-41  and  22-00  of  the  Z.R. 

2.  Proposed  structural  alteration  to  a  building  sub¬ 
stantially  occupied  by  a  non-conforming  use  is  contrary  to 
Sec.  52-22  of  the  Z.R. 

3.  Since  there  are  no  bulk  and  parking,  loading 
regulations  for  an  non-conforming  use  in  an  R5  district, 
these  matters  shall  be  referred  to  the  Board  for  deter¬ 
mination.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  a  one-story  enlargement  to  an 
existing  food  store  with  accessory  uses,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application,  marked  “Received  January  16,  1974”,  6 
sheets,  and  “April  10,  1974”,  one  sheet;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

*  Correction :  In  the  Resolution  Section  the  decision  of  the 
Borough  Superintendent  has  been  inserted  as  shown  above  in 
italics. 
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PUBLIC  NOTICE 
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COURT  DECISION 


Matter  of  Diloretto  &  Sciortino  vs.  The  Board  of  Standard 
and  Appeals— On  May  15,  1973  the  Board  denied  the  applicatioi 
based  on  a  decision  of  the  Borough  Superintendent,  under  Sectioi 
,  1  ot  the  Zoning  Resolution,  to  permit  in  an  R2  district  the  en 

largement  in  area  of  an  existing  swimming  club  previously  before  th< 
tfoard  tor  use  as  tennis  court  and  additional  accessory  parking.  Cal 
endar  Number  418-70-BZ  Vol.  II,  premises  affected,  28-51  216tl 
nast  •  *lde>  25  feet  south  of  28th  Road,  Block  6019,  Lots  2,  5 
56  Bayside,  Borough  of  Queens. 

At  New  York  County  Supreme  Court,  Special  Term,  Part  I,  Mr 
Justice  Anthony  M.  Livoti  rendered  the  following  decision: 

“.  .  .  In  view  of  the  low  population  density  and  residentia 
cnaracter  of  the  neighborhood  in  which  petitioners’  premises  ar< 
located,  the  respondent  Board  could  find  that  the  variance  appliec 
tor  would  alter  the  essential  character  of  the  neighborhood,  sub 
stantially  impair  the  appropriate  use  or  development  of  adjacent 
property  or  would  have  a  detrimental  effect  on  the  public  welfare 
(New  York  City  Zoning  Resolution,  72-21  (c).)  Hence,  the  re 
tusal  of  the  Board  to  grant  the  variance  applied  for  was  not 

LaSyirNYP2dC120l')  (S“'  °f  Lf”"r  Realty  Cor*-  v- 

The  petition  is  dismissed.  .  .  .” 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  May  7, 
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i.NWt  -^8-7 3- SM 

1  74-74-SA 

318-73-SA 


380-73-SM 
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529-73-SM 

647- 73-A 
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673-73-A 
6-74-A 
650-73-A 
676-73-A 
698-73-A 
704-73-A 
4-74-A 
32-74-A 
127-74-A 


Correction  Affecting  Calendar  Number — 
593-73-A 
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New  Cases  Filed  up  to  May  7,  1974 

Cal.  No.  Dept.  Premises  Affected 

256-74- A — B.B. — 1371  42nd  Street,  north  side,  100  feet 
west  of  14th  Avenue,  Block  5594,  Lot  48,  Borough  of 
Brooklyn,  Alt.  No.  412-74,  re-  proposed  school  and  office, 
R-6  district. 


257- 74-A — B.M. — 1  Chase  Manhattan  Plaza,  southeast 
corner  of  Nassau  and  Liberty  Street,  Block  45,  Lot  1, 
Borough  of  Manhattan,  BN  566-74,  re-  stairs,  C5-5. 

258- 74-SM — Hico  Corporation  of  America,  pressed  steel 
wedge  insert,  manufactured  by  Hico  Corporation  of 
America,  Material. 

259- 74-BZ — B.M. — 1886  to  1896  Broadway,  23  to  25  West 
62nd  Street,  northeast  corner  and  24  to  40  West  63rd 
Street,  Block  1115,  Lots  22,  43,  47,  17,  Borough  of  Man¬ 
hattan,  Community  Board  #7,  N.B..  10-74,  re-  proposed 
43  story  mixed  building,  C4-7L  district. 

260- 74-SM — Cury  Engineering  Company,  Cury  jumbo 
hoist  model  5000  CA,  manufactured  by  Cury  Engineering 
Company,  Material. 

261- 74-BZ — B  Q. — 67-67  Eliot  Avenue,  northwest  corner 
of  68th  Street,  Block  2780,  Lot  100,  Middle  Village,  Bor¬ 
ough  of  Queens,  Community  Board  #2,  Alt  No.  1217-73, 
re-  proposed  conversion  of  a  food  store  into  a  funeral 
establishment,  R4  district. 


262-74-A — F.D. — 287  Maspeth  Avenue,  northeast  corner 
of  Varick  Avenue,  Block  2838,  Lot  1,  Borough  of  Brook¬ 
lyn,  F.D.  letter  of  4/2/74,  re-  oil  water  separator,  M3-1 
district. 


263-74-SA — Bennett  Pump  Company,  Bennett  pump  com¬ 
pany  remote  gasoline  dispensers  5000  series,  manufactured 
by  Bennett  Pump  Company,  Appliance. 


264-74-SA — B  &  F  Medical  Products  Company,  vacuum 
powered  retractable  ceiling-mounted  service  unit  in  fiber 
glass  various  models,  manufactured  by  B  &  F  Medical 
Products  Company,  Appliance. 


265-74-BZ — B.Q. — 62-19  62nd  Avenue,  north  side,  188.36 
feet  west  of  64th  Street,  Block  2764,  Lot  34,  Middle  Vil¬ 
lage,  Borough  of  Queens,  Community  Board  #5,  N.B. 
880-73,  re-  two  family  dwelling,  rear  and  side  yard,  R-4 
district. 


266-74-A — B.Q. — 62-19  62nd  Avenue,  north  side,  188.36 
feet  west  of  64th  Street,  Block  2764,  Lot  34,  Middle  Vil¬ 
lage,  Borough  of  Queens,  N.B.  880-73,  re-  building  in  bed 
of  mapped  street,  General  City  Law. 


267-74-BZ — B.Q. — 62-17  62nd  Avenue,  north  side,  188.03 
feet  west  of  64th  Street,  Block  2764,  Lot  134,  Middle  Vil¬ 
lage,  Borough  of  Queens,  Community  Board  #5,  N.B. 
879-73,  re-  two  family  dwelling,  rear  yard,  R-4  district. 


268-74-A — B.Q. — 62-17  62nd  Avenue,  north  side,  188.36 
feet  west  of  64th  Street,  Block  2764,  Lot  134,  Middle  Vil¬ 
lage,  Borough  of  Queens,  N.B.  879-73,  re-  building  in  bed 
of  mapped  street,  General  City  Law. 


269-74-BZ — B.Q. — 62-15  62nd  Avenue,  north  side,  188.36 
feet  west  of  64th  Street,  Block  2764,  Lot  36,  Middle  Vil¬ 
lage,  Borough  of  Queens,  N.B.  881-73,  Community  Board 
#5,  re-  two  family  dwelling,  rear  yard,  R-4  district. 


270-74-A— B.Q. — 62-15  62nd  Avenue,  north  side,  188.36 
feet  west  of  64th  Street,  Block  2764,  Lot  36,  Middle  Vil¬ 
lage,  Borough  of  Queens,  N.B.  881-73,  re-  building  in  bed 
of  mapped  street,  General  City  Law. 


271- 74-BZ — B.Q. — 72-50  Grand  Avenue,  south  side,  72.03 
feet  west  of  73rd  Place,  Block  2802,  Lot  1,  Maspeth,  Bor¬ 
ough  of  Queens,  Community  Board  #2,  Alt.  No.  4-74,  re¬ 
proposed  addition  to  supermarket,  C2-2  and  R-4  district,  i 

272- 74-SA — -Grunau  Company  Incorporated,  Grunau 
alarm  check  valve  system,  various  models,  manufactured 
by  Grunau  Company  Incorporated,  Appliance. 


273-74-SA— Grunau  Company  Incorporated,  Grunau  dry 
pipe  valve  system,  various  models,  manufactured  by  Gru¬ 
nau  Company  Incorporated,  Appliance. 


274-74-SA — Grunau  Company  Incorporated,  Grunau  auto¬ 
matic  sprinklers,  various  models,  manufactured  by  Gru¬ 
nau  Company  Incorporated,  Appliance. 


275-74-BZ — B.Q. — 167.04  144th  Drive,  southeast  corner  of 
167th  Street,  Block  13283,  Lot  156,  Springfield  Gardens, 
Borough  of  Queens,  Community  Board  #12,  Alt.  No. 
265-74,  re-  proposed  enlargement  of  existing  two  family 
dwelling,  R3-2  district. 


276-74-A — -B.Q. — 167-04  144th  Drive,  southeast  corner  of 
167th  Street,  Block  13283,  Lot  156,  Springfield  Gardens, 
Borough  of  Queens,  Alt.  No.  265-74,  re-  proposed  frame 
extension  within  fire  limits,  R3-2  district. 


277-74-BZ — B.R. — 1736  Richmond  Avenue,  west  side, 
50.45  feet  north  of  Forest  Street,  Block  2158,  Lot  52, 
Bulla  Head,  Borough  of  Richmond,  Community  Board 
#3,  N.B.  1699-72,  re-  proposed  retail  store,  R3-2  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings.  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D.— 
Health  Department:  F.D. — Fire  Department. 


MAY  30,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Thursday  viorning,  May  30,  1974,  at  10  o’clock  at  80  Lafa¬ 
yette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow-  | 
ing  matters : 

2-74-BZ 

APPLICANT — Peirez,  Ackerman  &  Levine  for  St.  Anas¬ 
tasia’s  Roman  Catholic  Church,  owner ;  4105  Church  Av¬ 
enue  Realty  Corporation,  contract  vendee. 

SUBJECT — Application  January  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2,  R3-2  and  Rl-2  district, 
the  erection  of  a  two  level  shopping  mall  with  retail  stores  , 
and  supermarket  that  will  create  non-compliance  within 
the  residential  front  and  side  yards,  has  less  than  the  re¬ 
quired  accessory  parking  and  with  off-site  parking. 
PREMISES  AFFECTED— 245-01  to  245-41  Northern 
Boulevard,  north  side,  140  feet  east  of  244th  Street,  Block 
8112,  Lots  106,  11  and  17,  Douglaston,  Borough  of  Queens. 
Community  Board  #11. 

Laid  over  from  May  9,  1974,  for  continued  hearing. 

JOSEPH  B.  KLEIN,  Chairman 
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JUNE  4,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  to  a  public  hearing 

Tuesday  morning,  June  4,  1974,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

312-63-A 

APPLICANT — Castro-Bianco,  Piscioneri  and  Feder 
for  Churchill  School,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Borough  Supeintendent  re-  Class  3  construction,  public 
use  (school),  egress,  hallway,  etc.;  previously  granted  on 
condition. 

PREMISES  AFFECTED — 22  East  95th  Street,  south  side, 
98  feet  9y2  inches  east  of  Madison  Avenue,  Block  1506,  Lot 
60^,  Borough  of  Manhattan. 

575- 72-BZ  " 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted,  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall,  has 
less  than  the  required  open  space  ratio  and  lot  area  per 
room,  lot  area,  and  encroaches  on  the  required  front  and 
rear  yard. 

PREMISES  AFFECTED — 2420  East  16th  Street,  west  side, 
200  feet  south  of  Avenue  X,  Block  7417,  Lot  14,  Borough 
of  Brooklyn. 

576- 72-BZ  ' 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED— 2424  East  16th  Street,  west 
side,  242  feet  south  of  Avenue  X,  Block  7417,  Lot  16,  Bor¬ 
ough  of  Brooklyn. 


577-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted,  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED— 2428  East  16th  Street,  west 
side,  284  feet  south  of  Avenue  X,  Block  7417,  Lot  18,  Bor¬ 
ough  of  Brooklyn. 


578-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED — 2432  East  16th  Street,  west 
side,  376  feet  south  of  Avenue  X,  Block  7417,  Lot  20,  Bor¬ 
ough  of  Brooklyn. 


579-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED — 2436  East  16th  Street,  west 
side,  368  feet  south  of  Avenue  X,  Block  7417,  Lot  22,  Bor¬ 
ough  of  Brooklyn. 


580-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED — 2440  East  16th  Street,  west 
side,  301  feet  north  of  Avenue  Y,  Block  7417,  Lot  24,  Bor¬ 
ough  of  Brooklyn. 


581-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED— 2444  East  16th  Street,  west 
side,  259  feet  north  of  Avenue  Y,  Block  7417,  Lot  28,  Bor¬ 
ough  of  Brooklyn. 
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582-72-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED— 2448  East  16th  Street,  west 
side,  217  feet  north  of  Avenue  Y,  Block  7417,  Lot  30,  Bor¬ 
ough  of  Brooklyn. 


583-72-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED— 2452  East  16th  Street,  west 
side,  175  feet  north  of  Avenue  Y,  Block  7417,  Lot  32,  Bor¬ 
ough  of  Brooklyn. 


584-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED— 2456  East  16th  Street,  west 
side,  133  feet  north  of  Avenue  Y,  Block  7417,  Lot  34,  Bor¬ 
ough  of  Brooklyn. 


585-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED— 2460  East  16th  Street,  west 
side,  91  feet  north  of  Avenue  Y,  Block  7417,  Lot  36,  Bor¬ 
ough  of  Brooklyn. 


586-72-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED— 2466  East  16th  Street,  west 
side,  49  feet  north  of  Avenue  Y,  Block  7417,  Lot  39,  Bor¬ 
ough  of  Brooklyn. 


587-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED— 2470  East  16th  Street,  north¬ 
west  corner  of  Avenue  Y,  Block  7417,  Lot  41,  Borough 
of  Brooklyn.  , 


17-72-BZ 

APPLICANT — M.  Martin  Elkind  for  Louis  Guerra,  owner. 

SUBJECT — Application  for  consideration— reopening  for  [ 
amendment  of  resolution — decision  of  the  Borough  Super-  r 
intendent;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  an  R6 
district,  the  erection  of  a  one  story  enlargement  to  a  retail 
store  that  creates  non-compliance  in  floor  area  ratio  and 
encroachment  within  the  rear  yard. 

PREMISES  AFFECTED— 86-01  Justice  Avenue,  north¬ 
west  corner  of  Broadway,  Block  1837,  Lots  100,  102,  Elm¬ 
hurst,  Borough  of  Queens. 


816-53-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Weis  Volks-  ( 
wagen  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  30,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  and  7h  of  the  Zon- 
use,  D  and  E-l  area  districts,  the  addition  of  Lot  60  for 
use  for  parking  of  more  than  five  motor  vehicles,  for 
patrons  and  employes  and  for  the  display  for  sale  of  more 
than  five  motor  vehicles  in  conjunction  with  the  automobile 
showroom,  motor  vehicle  repair  shop  and  storage  garage. 

PREMISES  AFFECTED— 218-25  Hempstead  Avenue, 

north  side,  182.25  feet  east  of  218th  Street,  Block  10766, 
Lot  53,  Queens  Village,  Borough  of  Queens. 


1017-65-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  John  and  Filo- 
mena  Valerio,  owners;  Shell  Oil  Company,  lessee. 
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SUBJECT — Application  for  consideration — to  reopen  and 
restore  to  docket,  subject  to  regular  procedure,  in  ac¬ 
cordance  with  the  order  of  the  Court— decision  of  the 
Borough  Superintendent ;  previously  denied  under  Section 
73-211  of  the  Zoning  Resolution,  permitting  in  a  C2-1 
district,  the  erection  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED — 240-10  Merrick  Boulevard, 
southeast  corner  of  Brookville  Boulevard,  Block  13204, 
Lot  104,  Rosedale,  Borough  of  Queens. 


614-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Paramount  Fill¬ 
ing  Stations  Incorporated,  owner. 

SUBJECT — Application  November  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  11-413  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C6-3  district,  the 
conversion  of  an  existing  two  story  and  cellar  building 
from  a  lumber  storage  establishment  previously  before  the 
Board  to  a  commercial  vehicle  storage  garage. 

PREMISES  AFFECTED — 138-40  East  25th  Street,  south 
side,  94  feet  east  of  Lexington  Avenue,  Block  880,  Lot  61, 
Borough  of  Manhattan.  Community  Board  #6. 

Laid  over  from  May  7,  1974  for  hearing  at  the  request 
of  the  Community  Board. 

77-74-BZ 

APPLICANT — Savignano,  Strange  &  Vella  for  Juan 
Aranalde,  M.  D.,  owner. 

SUBJECT — Application  February  19,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  mainte¬ 
nance  of  a  two  story  and  basement  Doctor’s  Offices  and 
medical  laboratory. 

PREMISES  AFFECTED — 464  44th  Street,  south  side, 
160.0  feet  west  of  5th  Avenue,  Block  738,  Lot  32,  Borough 
of  Brooklyn.  Community  Board  # 7 . 

Laid  over  from  May  7,  1974  for  hearing  at  the  request 
of  the  Community  Board. 

205-72-BZ  ‘ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
five  story  health  related  facility  that  exceeds  the  permitted 
floor  area  ratio  and  lot  coverage,  encroaches  on  the  re¬ 
quired  front  and  side  yards  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn. 

247-73-BZ 

APPLICANT — Aaron  Halpern  for  Mickey  Realty  Corpor¬ 
ation,  owner. 

SUBJECT — Application  April  26,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  two  story  office  building  with  accessory  parking  in 
the  open  area. 

PREMISES  Ah  FECTED — 2288  Hyland  Boulevard,  south¬ 
east  corner  of  Maplewood  Place,  Block  3701,  Lot  12,  Bor¬ 
ough  of  (Grant  City)  Richmond.  Community  Board  #3. 


20-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Midboro  Realty 
Company,  owner. 

SUBJECT — Application  January  15,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  in  a  portion  of 
an  existing  one  story  building,  the  change  in  occupancy 
from  store  and  parking  to  an  automobile  repair  shop. 

PREMISES  AFFECTED — 1882/86  Jerome  Avenue,  east 
side,  51.45  feet  north  of  Mt.  Hope  Place,  Block  2852,  Lot  4, 
Borough  of  The  Bronx.  Community  Board  #5. 

191-74-BZ 

APPLICANT — Peter  Casine  for  Lafayette  Associates, 
owner ;  United  States  Postal  Service,  contract  vendee. 

SUBJECT — Application  April  2,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  one  story  building  for  use  as  a  post  office  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — Lafayette  Avenue,  south  side, 
between  Newman  Avenue  and  White  Plains  Road,  Blocks 
3605,  3606,  Lots  1  and  1,  Borough  of  The  Bronx.  Com¬ 
munity  Board  #8. 

201-74-BZ 

APPLICANT — H.  M.  Cole  for  National  Urban  League, 
Incorporated,  and  United  Negro  College  Fund,  Incorpo¬ 
rated,  owners. 

SUBJECT — Application  April  9,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-4  district,  the  conversion 
of  a  20  story  community  facility  building  to  commercial 
offices  that  creates  non-compliance  in  floor  area  ratio  and 
penetration  of  the  sky  exposure  plane. 

PREMISES  AFFECTED — 1134  to  1148  York  Avenue,  501 
East  61st  Street,  northeast  corner  and  500  East  62nd 
Street,  Block  1474,  Lot  31,  Borough  of  Manhattan.  Com¬ 
munity  Board  #8. 


202-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Europaeische  Treuhand  Corporation,  owner. 

SUBJECT — Application  April  8,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-4  district,  the  erection 
of  a  21  story  mixed  building  that  will  exceed  the  per¬ 
mitted  floor  area  ratio  and  tower  coverage,  has  less  than 
the  required  lot  area  per  room  and  encroaches  on  the 
required  tower  setback. 

PREMISES  AFFECTED — 309  to  315  East  48th  Street, 
north  side,  125  feet  east  of  Second  Avenue,  Block  1341, 
Lots  6,  8  and  9,  Borough  of  Manhattan.  Community  Board 
#6. 


206-74-B  Z 

APPLICANT — Dominick  Salvati  and  Son  for  Astoria  As¬ 
sociates,  Incorporated,  owner;  Me-Nas  Enterprises  Incor¬ 
porated,  lessee. 

SUBJECT — Application  April  12,  1974 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  two  story  day  care  center  that  exceeds  the  permitted 
lot  coverage  and  encroaches  on  the  required  front  side 
and  rear  yards. 

PREMISES  AFFECTED — 18-40  20th  Avenue,  southwest 
corner  of  19th  Street,  Block  894,  Lot  2,  Astoria,  Borough 
of  Queens.  Community  Board  #1. 
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242-74-A 

APPLICANT— Dominick  Salvati  and  Son  for  Astoria 
Associates  Incorporated,  owner ;  Me-Nas  Enterprises 
Incorporated,  lessee. 

SUBJECT— Application  April  22,  1974— appeal  from. a  deci¬ 
sion  of  the  Borough  Superintendent  re-  lot  line  windows. 

PREMISES  AFFECTED— 18-40  20th  Avenue,  southwest 
corner  of  19th  Street,  Block  894,  Lot  2,  Astoria,  Borough 
of  Queens. 


3-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Bims  Associates,  Incorporated,  owner. 

SUBJECT — Application  January  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-4  district,  the  erection  of 
a  twenty  story  mixed  building  that  exceeds  the  permitted 
floor  area  ratio  and  tower  coverage,  encroaches  on  the 
required  tower  setback,  exceeds  the  height  of  the  front 
wall  and  the  lot  area  requirements. 

PREMISES  AFFECTED— 846-850  Second  Avenue  and  301- 
303  East  45th  Street,  northeast  corner,  Block  1338,  Lots  1 
and  3,  Borough  of  Manhattan.  Community  Board  #6. 
Laid  over  from  April  30,  1974,  for  continued  hearing. 

JOSEPH  B.  KLEIN,  Chairman 


JUNE  4,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  4,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

122-73-SA 

APPLICANT — Electro  Signal  Lab,  Incorporated — smoke 
detectors. 


402-73-SA 

APPLICANT — The  Firbanks  Company — valves  for  sprin¬ 
kler  and  fire  protection  lines. 


419-73-SA 

APPLICANT — Fred  G.  Mackenzie  Company,  Incorporated 
of  Stanley  Door  Operating  Equipment,  Division  of  Stanley 
Works — automatic  swinging  fire  door  and  control  system. 


505-73-SA 

APPLICANT — Western  Progress,  Incorporated — heater  for 
manhole  and  underground  areas. 


10-74-SA 

APPLICANT — The  Viking  Corporation — controller  of  wa¬ 
ter  supply  for  sprinkler  system. 


40-74-SA 

APPLICANT — Von  Duprin,  Incorporated — door  locking  and 
releasing  device. 


57-74-SA 

APPLICANT — American  Trading  and  Production  Corpo¬ 
ration,  Atlas  Sound  Division — loud  speakers  for  Class  E 
fire  alarm  systems. 


171-74-SA 

APPLICANT — S.  Blickman  Incorporated — ventilator  grease 
extractor  and  fire  barrier. 


398-73-SM 

APPLICANT — Inmont  Corporation — wall  coverings. 


25-73-BZY — B.Q. — 353  Beach  48th  Street,  Block  14850, 
Lots  6,  8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45,  52,  N.B. 
775-72. 


1-74-BZY — B.Bx. — 685  White  Pains  Road,  Block  3563, 
Lots  1,  19,  20,  56,  61,  65,  66,  67,  68,  69,  71,  73,  N.B.  406-73. 


2-74-BZY — B.B. — 1702  to  1750  Avenue  R,  Block  6821, 
Lots  201,  212,  N.B.  91-73. 


4-74-BZY— B.Bx.— 3355  White  Plains  Road,  Block  4624. 
Lot  37,  N.B.  188-73. 


23-73-BZY — B.Q. — 112-12  Ocean  Promenade,  Block 
16185,  Lot  41,  N.B.  61-73. 


26-73-BZY — B.Q. — 2929  Far  Rockaway  Boulevard,  Block 
15688,  Lots  25,  29,  33,  N.B.  368-73. 


12-74-BZY — B.Q. — 140  Beach  25th  Street,  Block  15815, 
Lot  20— N.B.  984-72. 


15-74-BZY — B.Q. — 23-20  Beach  Channel  Drive,  Block 
15714,  Lots  155,  8  and  29 — N.B.  30-72,  Borough  of  Queens. 


650-73-A 

APPLICANT — Squadron,  Gartenberg,  Ellenoff  &  Plesent 
for  H.  V.  Associates,  owner ;  Mike’s  Farmers  Market, 
lessee. 

SUBJECT — Application  December  4,  1973 — appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  Revoca¬ 
tion  of  Building  Permit  #2148/73. 

PREMISES  AFFECTED — 136-19  Whitestone  Expressway, 
southwest  corner  of  28th  Avenue,  Block  4339,  Lots  65  and 
73,  Whitestone,  Borough  of  Queens. 


676-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Willow  Grove 
Realty  Corporation,  Owner ;  (Willow  Grove  Health  Re¬ 
lated  Facility). 

SUBJECT — Application  December  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
Building  Permit  #91-73. 

PREMISES  AFFECTED— 1702/50  Avenue  R,  southeast 
corner  of  East  17th  Street,  Block  6921,  Lots  201  and  212, 
Borough  of  Brooklyn. 


4-74-A 

APPLICANT — Leonard  F.  Rothkrug  for  Beaton  Associates, 
owner  (Waters  Edge  Manor  Adult  Residence). 
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SUBJECT — Application  January  8,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #4173/73.  (N.B.  735/73) 

PREMISES  AFFECTED — 420  Beach  49th  Street,  south¬ 
east  corner  of  Norton  Avenue,  Block  15973,  Lots  1  (1,  6, 
15  and  20),  Edgemere,  Borough  of  Queens. 


698-73-A 

APPLICANT — Meyer,  Temkin,  Joy  Springer  and  Fred 
Springer,  d/b/a  Rockaway  Care  Center,  owners. 

SUBJECT — Application  December  21,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Revocation  of 
Building  Permit  #3262/73. 

PREMISES  AFFECTED — 353  Beach  48th  Street,  south¬ 
west  corner  of  Beach  Channel  Drive,  Block  15840,  Lots  6, 
8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45  and  52,  Edgemere, 
Borough  of  Queens. 


36-74-A 

APPLICANT — Union  Carbide  Corporation,  owner. 
SUBJECT — Application  January  23,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Use  of  Mark  II 
Linde  Oxygen  Walker  System. 


69-74-A 

APPLICANT — The  Melniker  Partnership  for  Omnia  Prop¬ 
erties,  Incorporated,  owner. 

SUBJECT — Application  February  13,  1974 — filed  pursuant 
to  Section  35,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  structure  in  bed  of  mapped  street. 

PREMISES  AFFECTED — Emmet  Avenue,  northeast  cor¬ 
ner  of  Delwit  Avenue,  Block  4746,  Lot  46,  Oakwood,  Bor¬ 
ough  of  Richmond. 

102-74-A 

APPLICANT — Mobil  Oil  Corporation,  owner. 

SUBJECT — Application  February  28,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Mobil  Windshield  Washer 
Fluid’’  in  y2  gallon  Polyethylene  bottle  with  plastic  screw 
cap,  not  in  compliance  with  Administrative  Code  of  New 
York  City. 

128-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 212A  Beach  117th  Street,  east 
side,  80  feet  north  of  Rockaway  Boulevard,  Block  16212, 
Lot  43,  Rockaway,  Borough  of  Queens. 


129-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 212B  Beach  117th  Street,  east 
side,  80  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  143,  Rockaway,  Borough  of  Queens. 


130-74-A 

APPLICANT. — Mok  &  Sonber  for  Doris  Cirignano,  owner. 


SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 212C  Beach  117th  Street,  east 
side,  80  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  44,  Rockaway,  Borough  of  Queens. 

131-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 212D  Beach  117th  Street,  east 
side,  80  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  144,  Rockaway,  Borough  of  Queens. 


132-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 214A  Beach  117th  Street,  east 
side,  110  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  45,  Rockaway,  Borough  of  Queens. 


133-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 214B  Beach  117th  Street,  east 
side,  110  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  145,  Rockaway,  Borough  of  Queens. 


134-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 214C  Beach  117th  Street,  east 
side,  110  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  146,  Rockaway,  Borough  of  Queens. 


135-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 214D  Beach  117th  Street,  east 
side,  110  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  246,  Rockaway,  Borough  of  Queens. 

JOSEPH  B.  KLEIN,  Chairman 


JUNE  11,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  11,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

405-73-A 

APPLICANT — Rampulla  Associates  for  Cacciamani  Broth¬ 
ers,  owners. 


391 


CALENDAR 


SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent — appeal  pursuant  to  Section  36,  Article  3  of  the 
General  City  Law  re-  building  not  on  legally  mapped  street ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 1632  Richmond  Terrace,  south 
side,  105.7  feet  west  of  Tompkins  Center,  Block  187,  Lot 
42,  West  New  Brighton,  Borough  of  Richmond. 


743-72-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  long  term  lessee ;  Utopia  Associates,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  May  15,  1974 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  73-211  of  the  Zoning  Resolution, 
permitting  in  a  C2-2  district,  the  erection  and  maintenance 
of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED — 181-08  Horace  Harding  Ex¬ 
pressway  and  69-05  Utopia  Parkway,  southeast  corner, 
Block  7070,  Lot  2,  Flushing,  Borough  of  Queens. 


397-53-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Caroline  Della 
Monica,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  12,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  erection  and 
maintenance  of  a  two  car  garage,  a  four  car  garage,  and  a 
fourteen  car  garage  in  addition  to  existing  five  car  garage. 

PREMISES  AFFECTED — 178-180  15th  Street,  south  side, 
278  feet  east  of  4th  Avenue,  Block  1047,  Lots  22  and  23, 
Borough  of  Brooklyn. 


11-49-BZ — Vol.  II 

APPLICANT — Robert  S.  Garson  for  Benenson  Equities 
Company — Benenson  Investment  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  November  17, 
1974 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7c,  7e,  7h,  7  A  and  21  of 
the  Zoning  Resolution,  permitting  in  the  local  retail  use, 
D  area  district  portion  of  the  plot,  the  erection  and  mainte¬ 
nance  of  stores  and  a  super-market  using  more  than  the 
area  permitted,  with  off  street  parking  at  rear  of  stores  for 
customers’  and  employees’  cars,  extending  into  the  resi¬ 
dence  use  portion  of  the  plot,  with  entrances  and  curb  cuts 
nearer  to  the  residence  use  district  than  is  permitted;  and 
permitting  a  business  sign  above  the  level  of  the  1st  (first) 
story  in  the  local  retail  use  portion  of  plot. 

PREMISES  AFFECTED — 234-01  to  234-35  Merrick  Boule¬ 
vard,  northwest  corner  of  Laurelton  Parkway,  Block  12975, 
Lot  1,  Laurelton,  Borough  of  Queens. 

782-56-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Texaco,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  21, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f,  7i,  7e  and  7 A  of 
the  Zoning  Resolution,  permitting  in  a  retail  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  minor  auto  repairs,  car  washing,  storage,  office 
and  sales,  parking  and  storage  of  motor  vehicles  with  show 
window  and  sign  less  than  75  feet  from  a  residence  use 
district 


PREMISES  AFFECTED— 195-06  to  195-24  (195-02  offi¬ 
cial)  Northern  Boulevard,  south  side  from  195th  to  196th 
Street,  43-01  to  43-09  195th  Street,  and  43-02  to  43-10 
196th  Street,  Block  5519,  Lot  1,  Flushing,  Borough  of 
Queens. 


300-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Judith  Rothberg 
one  of  the  executors  of  the  Estate  of  Louis  Jablowsky, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  March  17,  1974 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition  under  Sections  7e,  7c,  7i  and  7 A  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  with 
accessory  uses  of  lubritorium,  auto  washing — non  auto¬ 
matic,  office,  sale  of  accessories,  minor  repairs  with  hand 
tools  only,  safety  inspection  station  and  the  parking  and 
storage  of  motor  vehicles  with  business  sign  and  show 
windows  within  75  feet  of  a  residence  use  district. 

PREMISES  AFFECTED — 7214-7224  20th  Avenue  and 
1773-1783  73rd  Street,  northwest  corner,  Block  6195,  Lots 
43  and  48,  Borough  of  Brooklyn. 


531-58-BZ 

APPLICANT — Camilla  Loria,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  14,  1974 
— decision  of  the  Borough  Superintendent ;  previously ! 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso- 
tion,  permitting  in  a  residence  use  district,  on  a  plot  with 
an  existing  two-story  dwelling,  the  use  of  the  unbuilt  upon 
portion  of  the  premises  for  a  parking  lot  for  the  parking  i 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 170-180  McKinley  Avenue  and 
408-414  Autumn  Avenue,  southwest  corner,  Block  4170, 
Lot  21,  Borough  of  Brooklyn. 


630-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  A  &  S  Pork 
Store,  Incorporated,  owner. 

SUBJECT — Application  November  27,  1973 — — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  within  an  R4  district, 
in  an  existing  two  story  building  the  erection  of  a  one 
story  enlargement  to  the  retail  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 361  Avenue  X,  north  side,  60 
feet  west  of  East  1st  Street,  Block  7176,  Lot  41,  Borough 
of  Brooklyn.  Community  Board  #13. 

Laid  over  from  May  7,  1974  for  hearing  at  the  request 

of  the  Community  Board. 


639-73-BZ 

APPLICANT — Sheldon  Lobel  for  Rita  Traulsen,  owner. 

SUBJECT — Application  December  3,  1973 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  N.  Y.  C.  Charter, 
to  permit  in  R2  district  on  a  lot  with  less  than  the  required  > 
lot  area  and  lot  width,  the  erection  of  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  dwelling  unit 
and  encroaches  front  and  side  yards. 

PREMISES  AFFECTED — 221-23  Corbett  Road,  northwest 
corner  of  222nd  Street,  Block  6185,  Lot  9,  Bay  side,  Bor¬ 
ough  of  Queens.  Community  Board  #11. 
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640- 73-BZ 

Al’PLICAN  T — Sheldon  Lobel  for  Rita  Traulsen,  owner. 

SUBJECT — Application  December  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  N.  Y.  C.  Charter  to 
permit  in  an  R2  district  on  a  plot  with  less  than  the 
required  lot  area  and  lot  width,  the  erection  of  4,  two 
family  dwellings  that  exceeds  the  permitted  floor  area  ratio, 
has  less  than  the  required  open  space  ratio  and  lot  area 
per  dwelling  unit  and  encroaches  on  the  required  side  and 
rear  yard. 

PREMISES  AFhECTED — 221-25  Corbett  Road,  northwest 
corner  of  222nd  Street,  Block  6185,  Lot  1,  Bayside,  Bor¬ 
ough  of  Queens.  Community  Board  #11. 

641- 73-BZ 

APPLICANT — Sheldon  Lobel  for  Rita  Traulsen,  owner. 

SUBJECT — Application  December  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  N.  Y.  C.  Charter,  to 
permit  in  an  R2  district,  on  a  plot  with  less  than  the  re¬ 
quired  lot  area  and  lot  width,  the  erection  of  two  family 
dwellings  that  exceeds  the  permitted  floor  area  radio,  has 
less  than  the  required  open  space  ratio  and  lot  area  per 
dwelling  unit  and  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 221-17  Corbett  Road,  northwest 
corner  of  222nd  Street,  Block  6185,  Lot  11,  Bayside,  Bor¬ 
ough  of  Queens.  Community  Board  #11. 


642-73-BZ 

APPLICANT — Sheldon  Lobel  for  Rita  Traulsen,  owner. 

SUBJECT — Application  December  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  N.  Y.  C.  Charter  to  permit  in 
an  R2  district,  on  a  plot  with  less  than  the  required  lot 
area  and  lent  width,  the  erection  of  two  family  dwellings 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  and  lot  area  per  dwelling 
unit  and  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED— 221-15  Corbett  Road,  northwest 
corner  of  222nd  Street,  Block  6185,  Lot  13,  Bayside,  Bor¬ 
ough  of  Queens.  Community  Board  #11. 


643-73-BZ 

APPLICANT — Sheldon  Lobel  for  Rita  Traulsen,  owner. 

SUBJECT — Application  December  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  N.  Y.  C.  Charter,  to  permit  in 
an  R2  district,  on  a  plot  with  less  than  the  required  lot 
area  and  lot  width,  the  erection  of  two  family  dwellings 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  and  lot  area  per  dwelling 
unit  and  encroaches  on  the  required  front  and  side  yards. 

PREMISES  AFFECTED— 221-11  Corbett  Road,  northwest 
corner  of  222nd  Street,  Block  6185,  Lot  15,  Bayside,  Bor¬ 
ough  of  Queens.  Community  Board  #11. 


81-74-BZ 

APPLICANT — A.  H.  Salkowitz-Carl  Heimberger  for 
Waldbaum’s  64,  Incorporated,  owner. 

SUBJECT — Application  February  19,  1974 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R6  and  Cl-2  dis¬ 
trict,  the  erection  of  a  one  story  enlargement  to  an  existing 
supermarket  previously  before  the  Board  with  accessory 
parking  in  the  open  area. 


PREMISES  AFFEC  I  ED — 97-27  57th  Avenue,  northwest 
corner  of  98th  Street,  Block  1906,  Lot  1,  Corona,  Borough 
of  Queens.  Community  Board  #4. 

106-74-BZ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-02  78th  Street,  west  side, 
270.62  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  21, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


107-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requrements. 

PREMISES  AFFECTED— 87-04  78th  Street,  west  side, 
290.08  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  22, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


108- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-06  78th  Street,  west  side, 
309.52  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  23, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

109- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-08  78th  Street,  west  side, 
328.96  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  24, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


110-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-10  78th  Street,  west  side, 
348.40  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  25, 
Woodhaven,  Borough  of  Queens,  Community  Board  #9. 


111-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 
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SUBJECT— Application  March  1,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-12  78th  Street,  west  side, 

348.34  feet  north  of  88th  Avenue,  Block  8908,  Lot  26, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


112-74-BZ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-14  78th  Street,  west  side, 

328.90  feet  south  of  88th  Avenue,  Block  8908,  Lot  27, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


113-74-BZ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  March  1,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-16  78th  Street,  west  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  28, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


114-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-18  78th  Street,  west  side, 
290  feet  north  of  88th  Avenue,  Block  8908,  Lot  29,  Wood¬ 
haven,  Borough  of  Queens.  Community  Board  #9. 


115-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED — 87-19  77th  Street,  east  side, 
290  feet  north  of  88th  Avenue,  Block  8908,  Lot  56,  Wood¬ 
haven,  Borough  of  Queens.  Community  Board  #9. 


116-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 


PREMISES  AFFECTED— 87-17  77th  Street,  east  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  57, 
Woodhaven,  Borough  of  Queens.  Community  #9. 


117-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-15  77th  Street,  east  side, 

328.90  feet  north  of  88th  Avenue,  Block  8908,  Lot  58, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


118-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — 'Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-13  77th  Street,  east  side, 

348.34  feet  north  of  88th  Avenue,  Block  8908,  Lot  59, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


119- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  story  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-11  77th  Street,  east  side, 

337.34  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  60, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

120- 74-BZ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-09  77th  Street,  east  side, 

317.90  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  61, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


121- 74-BZ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-07  77th  Street,  east  side, 
298.26  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  62, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

122- 74-BZ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 
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SI  BJECT— Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED — 87-05  77th  Street,  east  side, 
278.82  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  63, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

123-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED — 87-03  77th  Street,  east  side, 
259.36  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  64, 
Woodhaven,  Borough  of  Queens. 

170-74-BZ 


matters 9th  ^  N<iW  Y°rk’  N‘  Y'  10013  on  the  Allowing 

624-73-A 

c^nI/1l^NT~LOUiS  Licberman  for  Gregory  Flyer,  owner. 

bU  INJECT —Application  November  20,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  provision  of 
tow  exists  from  motor  vehicle  repair  shop. 

PIFM8  ^,FFA9TECD~86211  18th  Avenue,  east  side, 

of  Brooklyn11  H  °f  86  H  StreCt’  B1°ck  6369’  Lot  36’  Borough 


126-74-A  - ' 

cr^i^NT~JOSeph  B'  Raia  for  Joseph  Raia>  owner. 
SUBJECT— Apphcjition  March  6,  1974—filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street.  S 

P  AFFECTED — 12  Schubert  Street,  west  side 

110.00  feet  south  of  St  Johns  Avenue,  Block  3007,  Lot  13’ 
Rosebank,  Borough  of  Richmond. 


APPLICANT — Samuel  Lindenbaum  of  Lindenbaum  & 
Young  for  Barmic  Company,  owner. 

SUBJECT— Applicant  March  21,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  71-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  C5-2  district  the  erection  of  a  26  story  mul¬ 
tiple  dwelling  without  the  required  accessory  parking. 

PREMISES  AFFECTED — 40-52  Lexington  Avenue  and 
131  East  24th  Street,  northwest  corner,  Block  880,  Lots 
19,  69,  Borough  of  Manhattan.  Community  Board  #5. 


APPLICANT— Clinton  Brown  for  ICingsland  Estate  In¬ 
corporated,  owner. 

SUBJECT— Application  March  7,  1974-appeal  from  a 
decision  ot  the  Fire  Commissioner,  re-sprinkler  system. 

PREMISES  AFFECTED — 343-355  Kingsland  Avenue,  west 

7Qde7Q180  1%  T  ofLNo/"ian  Avenue,  Block  2608,  Lots 
/8,  79  and  82,  Borough  of  Brooklyn. 


139-74-A 


196-74-BZ 

APPLICANT — Atkin  &  Bassolino  for  Corrino  Civetta, 
owner,  New  York,  State  Department  of  Labor,  Unemploy¬ 
ment  Insurance  Division,  lessee. 

SUBJECT— Application  April  3,  1974 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R5  and  Cl -8  district,  the  erection 
of  a  three  story  and  cellar  office  building  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED— 1970  to  1974  to  White  Plains 
Road,  east  side,  110.93  feet  north  of  Sagamore  Street 
Block  4267,  Lots  8,  12,  14,  Borough  of  The  Bronx.  Com¬ 
munity  Board  #11. 

JOSEPH  B.  KLEIN,  Chairman 


JUNE  11,  1974,  2  P.M. 

NOTICE  IS  HERBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  June  11,  1974,  at  2  o’clock  at  80  Lafayette 


APPLICANT  Clinton  Brown  for  Kingsland  Estate  In¬ 
corporated,  owner. 

SUBJECT— Application  March  7,  1974 — appeal  from  a  deci¬ 
sion  ot  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 337-341  Kingsland  Avenue,  west 
Sldf- yr5  feet  north  of  Norman  Avenue,  Block  2608  Lots  84 
and  85,  Borough  of  Brooklyn. 


148-74-A 

APPLICANT— Frederick  J.  Fox  for  Arlen  Realty  &  De¬ 
velopment  Corporation,  owner ;  Lerner  Stores  Corporation 
lessee. 

SUBJECT— Application  March  11,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  re-entry  from  stair¬ 
ways. 

PREMISES  AFFECTED — 460  West  33rd  Street  and  404 
Tenth  Avenue,  east  side,  between  31st  and  33rd  Streets 
Block  729,  Lot  1,  Borough  of  Manhattan. 


JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MAY  7,  1974,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 

Tuesday  morning  and  afternoon,  April  23,  1974,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  May  2,  1974,  Vol.  59, 

No.  18. 

675-73-A 

APPLICANT— Leonard  F.  Rothkrug  for  B.  P.  Construc¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  December  14,  1973 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  revocation  of  building 
permit  #188/73. 

PREMISES  AFFECTED— 3355  White  Plains  Road,  west 
side,  96.72  feet  south  of  Magenta  Street,  Block  4625,  Lot 
37,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  .  0 


677-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Brookside  Build¬ 
ers,  Incorporated,  owner. 

SUBJECT — Application  for  consideration  to  withdraw  the 
application  of  December  14,  1973— appeal  from  a  decision 
of  the  Borough  Superintendent  re-  revocation  of  Building 
Permit  #406/73. 

PREMISES  AFFECTED— 685  White  Plains  Road,  south¬ 
west  corner  of  Seward  Avenue,  Block  3563,  Lots  1,  19,  20, 
56,  61,  65,  66,  67,  68,  69,  71  and  73,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request  of 
the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Oiairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh .  5 

Negative :  .  0 


436-53-BZ — V oL  I 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Superin¬ 
tendent;  previously  granted  on  condition  under  Sections  7e 
of  the  Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion,  lubritorium,  auto  wash  non  automatic,  motor  vehicle 
repairs,  storage  and  sale  of  accessories  and  office  and  per¬ 
mitting  the  parking  of  cars  waiting  to  be  serviced. 

PREMISES  AFFECTED — 141-50  Union  Turnpike,  south 
side,  44.96  feet  west  of  Main  Street,  Block  6634,  Lot  34, 
Flushing,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Qiairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

N egative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  I  on  February  24,  1954,  on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  extended  on  May  7, 
1957 ;  and 

Whereas,  the  resolution  was  last  amended  on  February  18, 
1969 ;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
24,  1954  as  amended  through  February  18,  1969,  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  March  11, 
1974’,  one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects.”  (Misc.  121-74) 


409-58-BZ 

APPLICANT — Andrew  DiCamillo  for  Joseph  Coscia,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  February  3,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  21,  7e  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence  use 
C  area  district,  the  erection  of  a  one  story  extension  to  the 
present  building  and  change  uses  of  auto  laundry,  auto  body 
repairs  and  paint  shop  and  parking  and  storage  of  more  than 
five  motor  vehicles  to  automatic  laundry,  auto  repairs  and 
parking  and  storage  of  more  than  five  motor  vehicles  and 
parking  of  cars  waiting  to  be  serviced,  the  new  extension 
occupying  more  than  the  permitted  area. 

PREMISES  AFFECTED— 8822-8824  4th  Avenue  and  361- 
383  89th  Street,  northwest  corner,  Block  6062,  Lots  41,  42, 
45  and  48,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Frank  Sellitto. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Augsta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  . 0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  3,  1959,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  7,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
3,  1959,  as  amended  through  October  10,  1961,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
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herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  1998-58) 


523-58-BZ 

APPLICANT — Larry  Meltzer  for  Joseph  Fish  and  Barnett 
D.  Asbel,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  27, 
1974 — decision  of  the  Borough  Superintendent:  previously 
granted  on  condition  under  Sections  7e  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  partly  in  a  retail  and  partly  in 
a  residence  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  auto  washing,  non-automatic,  office 
and  accessory  sales,  minor  repairs  with  hand  tools  only, 
auto  safety  inspection  station  and  parking  and  storage  of 
cars  awaiting  service. 

PREMISES  AFFECTED— 117-30  to  117-48  Farms  Boule¬ 
vard  (117-36  official)  and  187-22  to  187-34  Baisley  Boule¬ 
vard,  southwest  corner,  Block  12448,  Lot  31,  Hollis,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  . ' '  ”  "  q 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  27,  1959,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  7,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
27,  1959,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  2185-58) 


229-72-BZ 

APPLICANT — Edwin  Storch  and  Ernest  Steiner,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent ;  previously  denied  under  Section 
72-21  of  the  Zoning  Resolution  to  permit  in  an  R6  district, 
at  an  existing  beverage  store,  the  addition  to  the  uses  to 
include  accessory  ice  vending  machine. 

PREMISES  AFFECTED — 41-36  Junction  Boulevard,  west 
side,  50.88  feet  north  of  42nd  Avenue,  Block  1598,  Lot  19, 
Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

ACTION  OF  BOARD — Application  to  reopen  as  Vol.  II, 
subject  to  regular  procedure,  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  g 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  c 


THE  RESOLUTION— 

\\  hereas,  this  application  was  denied  by  the  Board  on 
January  9,  1973  ;  and 

Wereas,  the  applicant  requested  reopening  of  this  applica¬ 
tion  as  Vol  II,  subject  to  regular  procedure  and  rehearing 
based  on  alleged  substantial  new  evidence ;  and 

Whereas,  the  Board  found  that  the  statement  submitted  by 
the  applicant  does  not  present  sufficient  new  evidence  to  war- 
rant  reopening  of  this  application. 

Resolved,  that  this  application  be  and  it  hereby  is  denied. 


535-72-BZ 

-APPLICANT  Sidney  B.  Barnes,  Jr.  for  Consolidated  Edi¬ 
son  Company  of  New  York,  owner. 

SUBJECT  Application  for  consideration — reopening  for 

extension  of  time  to  complete  which  expired  April  3,  1974 _ 

decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Sections  73-11  (e)  and  73-16  of  the  Zon- 
mg  Resolution,  permitting  in  an  R3-2  district,  the  enlarge¬ 
ment  in  area  of  the  existing  electrical  distribution  substa¬ 
tion. 

PREMISES  AFFECTED — 2465-2479  Victory  Boulevard 
and  513-537  Steward  Avenue,  northeast  corner,  Block  485, 
Lot  6,  Willowbrook,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  S  Barnes. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

TH7  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
'Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . !!..!!!!!  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  3,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  3, 
1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (Alt. 


283-52-BZ 

APPLICANT  William  R.  H.  Mackay  for  Hillside  Queens 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  local  retail 
and  residence  use  district  on  a  plot  presently  occupied  with 
gasoline  service  station,  stores  and  parking,  the  exten¬ 
sion  of  the  present  parking  area  by  the  addition  of  an 
adjoining  lot  located  in  the  residence  portion  of  the  prem¬ 
ises  and  to  provide  an  additional  curb  cut. 

PREMISES  AFFECTED— 272-06  to  272-10  Union  Turn¬ 
pike,  southeast  corner  of  Langdale  Street,  Block  8675, 
Lots  55,  57,  59  and  61,  Bellerose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  R.  H.  Mackay  and  Susan  N. 

Noreika,  Community  Board  #13. 

ACTION  OF  BOARD — Laid  over  from  May  7,  1974  to 
May  21,  1974,  at  10  A.M.  for  decision. 
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467-58-BZ 

APPLICANT— Lama  and  Vassalotti  for  Morgan  Guaranty 
Trust  Company  of  New  York  as  Trustee  for  B.  F.  Good¬ 
rich  Retirement  Trust,  owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the’  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  December  16,  1973 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Sections  7e  and  7h  of  the  Zoning  Resolution, 
permitting  on  a  plot  partly  in  a  local  retail  and  partly  in  a 
residence  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  car  washing — non¬ 
automatic,  minor  repairs  with  hand  tools  only,  office,  stor¬ 
age  and  sale  of  acessories,  parking  and  storage  of  more 
than  five  (5)  cars  with  a  ground  sign  in  a  local  retail  use 
district. 

PREMISES  AFFECTED— 172-11  Northern  Boulevard, 
north  side  from  Utopia  Parkway  to  172nd  Street,  42-34  to 
42-42  Utopia  Parkway  and  42-33  to  42-41  172nd  Street, 
Block  5363,  Lot  1  (formerly  Lots  1,  5  and  37),  Flushing, 
Borough  of  Queens. 

APPEARANCE— 

For  Ai>plicant :  James  E.  Vassolotti. 

For  Opposition:  Rudolph  Chlupso. 

ACTION  OF  BOARD— Laid  over  to  May  21,  1974,  at  10 
A.M.,  for  decision. 


525-73-BZ — Vol.  II 

APPLICANT — Peter  Casini  for  William  Blake,  owner. 
SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent ;  previously  denied  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
on  a  plot  with  less  than  the  required  lot  area  and  lot  width, 
the  erection  of  a  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  has  less  than  the  required  open 
space  ratio. 

PREMISES  AFFECTED— 33-64  191st  Street,  west  side, 
200  feet  north  of  35th  Avenue,  Block  5259,  Lot  38,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Peter  Casini  and  Robert  W.  Blake. 

For  Opposition:  George  T.  Donahue,  W.  S.  Low  Jr.,  Mary 
Mae  Her,  James  T.  Brooks  and  Nunzio  J.  Vulpio. 
ACTION  OF  BOARD — -Laid  over  to  May  14,  1974,  at  10 
A.M.,  for  decision. 


526-73-BZ— Vol.  II 

APPLICANT — Peter  Casini  for  William  Blake,  owner. 

SUBJECT — Application  for  consideration — reopening  as  Vol¬ 
ume  II  subject  to  regular  procedure — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  denied  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R2  district,  the 
maintenance  of  a  two  family  dwelling  that  will  exceed  the 
permitted  floor  area  ratio  and  have  less  than  the  required 
open  space  ratio  and  lot  area  per  dwelling  unit. 

PREMISES  AFFECTED— 33-60  191st  Street,  west  side, 
238.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Peter  Casini  and  Robert  W.  Blake. 

For  Opposition :  Rudolph  Chlupso,  Mary  Donahue,  Cath¬ 
erine  Suebron,  Ann  Reisio,  Linda  W.  Villein,  Betty 
Evangelista. 

ACTION  OF  BOARD— Laid  over  to  May  14,  1974,  at  10 
A.M.,  for  decision. 


527-73-BZ— Vol.  II 

APPLICANT — Peter  Casini  for  William  Blake,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent;  previously  denied  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R2  dis¬ 
trict,  on  a  plot  with  less  than  the  required  lot  area  and 
lot  width,  the  erection  of  a  two  family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  and  has  less  than  the 
required  open  space  ratio. 

PREMISES  AFFECTED— 33-56  191st  Street,  west  side, 
281.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  33,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Peter  Casini  and  Robert  W.  Blake. 

For  Opposition:  Yolanda  Norris,  Mrs.  T.  Lee,  B.  Harry 
Merton,  Community  Board  #11  and  Val  Reisig. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1974,  at  10 
A.M.,  for  decision. 


584-73-BZ 

APPLICANT — Lauria  &  Rowe  for  Virginia  Funeral  Home, 
owner. 

SUBJECT — Application  November  2,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  and  Cl-1  district,  the 
construction  and  maintenance  of  an  accessory  parking  lot 
for  an  existing  funeral  establishment. 

PREMISES  AFFECTED — 285  Garretson  Avenue,  north 
side,  140.46  feet  west  of  Hylan  Boulevard,  Block  3341, 
Lot  74,  Dongan  Hills,  Borough  of  Richmond.  Community 
Board  #3. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

For  Opposition :  William  A.  Pascoe. 

ACTION  OF  BOARD— Laid  over  to  May  21,  1974,  at  10 
A.M.,  for  continued  hearing. 


585-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  William  Schia- 
vone,  owner. 

SUBJECT — Application  November  5,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R4  district,  the  enlargement  in 
area  of  an  existing  automobile  service  station  and  automo¬ 
bile  repair  shop. 

PREMISES  AFFECTED — 135-36  Centerville  Street,  north¬ 
west  corner  of  Hawtree  Street,  Block  11518,  Lot  192,  South 
Ozone  Park,  Borough  of  Queens.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  21,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


614-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Paramount  Fill¬ 
ing  Stations  Incorporated,  owner. 

SUBJECT — Application  November  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  11-413  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C6-3  district,  the 
conversion  of  an  existing  two  story  and  cellar  building 
from  a  lumber  storage  establishment  previously  before 
the  Board  to  a  commercial  vehicle  storage  garage. 
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PREMISES  AFFECTED — 138-40  East  25th  Street,  south 
side,  94  feet  east  of  Lexington  Avenue,  Block  880,  Lot  61, 
Borough  of  Manhattan.  Community  Board  #6 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  Oh  BOARD — Laid  over  to  June  4,  1974,  at  10 
A.M.,  for  hearing  at  the  request  of  the  Community  Board. 


630-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  A  &  S  Pork 
Store,  Incorporated,  owner. 

SUBJECT — Application  November  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  within  an  R4  district, 
in  an  existing  two  story  building  the  erection  of  a  one 
story  enlargement  to  the  retail  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 361  Avenue  X,  north  side,  60 
feet  west  of  East  1st  Street,  Block  7176,  Lot  41,  Borough  of 
Brooklyn.  Community  Board  #13. 

APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati. 

For  Opposition:  Anthony  Sulfaro. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1974,  at  10 
A.M.,  for  hearing  at  the  request  of  the  Community  Board. 


77-74-BZ 

APPLICANT — Savignano,  Strange  &  Vella  for  Juan  Aran- 
alde,  M.D.,  owner. 

SUBJECT — Application  February  19,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  maintenance 
of  a  two  story  and  basement  Doctors  Offices  and  medical 
laboratory. 

PREMISES  AFFECTED — 464  44th  Street,  south  side, 
160.0  feet  west  of  5th  Avenue,  Block  738,  Lot  32,  Borough 
of  Brooklyn.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  James  M.  Vella. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at 
10  A.M.,  for  hearing  at  the  request  of  the  Community 
Board. 


613-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  North  Conduit 
Properties,  Incorporated,  owner. 

SUBJECT — Application  November  16,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  distance  be¬ 
tween  buildings. 

PREMISES  AFFECTED — 185-01/09  141st  Avenue  and 
140-19/41  Coombs  Street,  northeast  corner,  Block  13044, 
Lot  44,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  . 0 


535-73-BZ 

APPLICANT — Harry  Soled  for  Alejandro  Krauss,  owner. 
SUBJECT  Application  October  4,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
three  story  building,  the  erection  of  an  enlargement  to  the 
hist  floor  store  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio  and  lot  area  per  room. 

I  REMISES  AFFECTED — 4218  13th  Avenue,  west  side, 
40.2^  feet  north  of  43rd  Street,  Block  5598,  Lot  43,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #12. 

APPEARANCES— 

For  Applicant :  Harry  Soled. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . !!!!!!.'.'!!!!  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  12,  1974,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  April  23,  1974;  then  to  May  7,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  26,  1973,  acting  on  Alt.  Applic.  1210/1973, 
reads : 

“1-  The  proposed  enlargement  to  a  mixed  building 
in  a  Cl-3  m  R6  district  exceeds  the  permitted  floor  area 
ratio  and  is  contrary  to  Sect.  35-32  of  the  Zoning  Reso¬ 
lution. 

2.  The  proposed  enlargement  increases  the  degree  of 
non-compliance  for  a  mixed  building  with  definite  lot 
area  contrary  to  Sect.  54-31  and  Sect.  35-40  of  the  Zon¬ 
ing  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-3  district,  in  an  existing  three  story  building,  the  erec¬ 
tion  of  an  enlargement  to  the  first  floor  store  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio  and  lot  area 
per  room  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  October  4,  1973”,  9  sheets ;  and  on  further  condition 
that  there  shall  be  no  roof  or  wall  openings  in  the  rear 
enlargement ;  and  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with  and  substantial  construction  shall  be 
completed  within  one  year  from  the  date  of  this  resolution. 


544-73-BZ 

APPLICANT — Lauria  &  Rowe  for  Vincent  D’Amico, 
owner. 

SUBJECT— Application  October  9,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  story  building  for  use  as  a  retail  store. 
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PREMISES  AFFECTED — 4609  Amboy  Road,  northeast 
corner  of  Wainer  Place,  Block  5585,  Lot  99,  Eltingville, 
Borough  of  Richmond.  Community  Board  #4. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  12,  1974,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  April  23,  1974;  then  to  May  7,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  3,  1973,  acting  on  N.B.  Applic.  1813/1973, 
reads : 

“1.  The  proposed  construction  of  a  Retail  Store  in 
an  R3-2  district  is  contrary  to  Article  II  Section  22-10  of 
the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding (s)  B,  C  &  E  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  3,  1973  acting  on  N.B.  Applic.  1813/1973  Objec¬ 
tion  No.  1  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 

564-73-BZ 

APPLICANT — Sheldon  Lobel  for  Celebrity  Checks,  Incor¬ 
porated,  owner. 

SUBJECT — Application  October  24,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5 
district  the  erection  of  a  four  story  bank  and  office  building 
that  exceeds  the  permitted  floor  area  ratio,  penetrates  the 
sky  exposure  plane  and  has  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED — 34-45  Junction  Boulevard  north¬ 
east  corner  of  35th  Avenue,  Block  1730,  Lot  31,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel. 

For  Opposition :  Felix  C.  Smith. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD —  Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  19,  1974,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  March  5,  1974 ;  then  to  April  9,  1974  ; 
then  to  April  23,  1974;  then  to  May  7,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  9,  1973,  acting  on  N.B.  Applic.  655/1973, 
reads : 


“1.  Proposed  F.A.R.  contrary  to  Section  33-121 

Z.R. 

2.  Proposed  building  in  excess  of  30'  and  2  stories 
and  which  penetrate  the  sky  exposure  plane  is  contrary 
to  Sec.  33-431  Z.R. 

3.  Proposed  parking  is  contrary  to  Sec.  36-21  Z.R. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  and  Section  73-44  of  the  Zoning  Resolution,  and 
that  the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  and  a  special  permit  in  the  applica¬ 
tion  of  the  Zoning  Resolution,  and  that  the  application  be 
and  it  hereby  is  granted  under  Sections  72-21  and  73-44  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  and  R-5  district,  the 
erection  of  a  four  story  bank  and  office  building  that  exceeds 
the  permitted  floor  area  ratio,  penetrates  the  sky  exposure 
plane  and  has  less  than  the  required  accessory  parking  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received”  April  5, 
1974,  11  sheets,  and  all  laws,  rules  and  regulations  applica¬ 
ble  be  complied  with  and  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


612-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  North  Conduit 
Properties,  Incorporated,  owner. 

SUBJECT — Application  November  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
three  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall,  has 
less  than  the  required  open  space  ratio,  lot  area  per  room 
and  minimum  distance  between  building,  encroaches  on  the 
required  front  and  side  yards,  penetrates  the  sky  exposure 
plane  and  with  balconies  within  the  required  open  space. 

PREMISES  AFFECTED— 185-01/09  141st  Avenue  and 
140-19/41  Coombs  Street,  northeast  corner,  Block  13044, 
Lot  44,  Springfield  Gardens,  Borough  of  Queens.  Com¬ 
munity  Board  #12. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE.  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  . 0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  19,  1974,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  March  19,  1974;  then  to  April  23,  1974; 
then  to  May  7,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  22,  1973,  acting  on  N.B.  Applic.  746/1973, 
reads : 

“Al.  Proposed  three  story  class  “A”  M.D.  exceeds 
the  maximum  floor  area  ratio  permitted  in  a  R3-2  dis¬ 
trict  and  open  space  provided  is  deficient  per  Sect.  23-141 
Zoning  Resolution. 
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A2.  Required  lot  area  per  room  is  insufficient  for  the 
proposed  number  of  dwelling  rooms — Section  23-222 
Zoning  Resolution. 

A3.  Front  and  side  yards  are  contrary  to  Sect.  23-45 
and  Sect.  23-462  Zoning  Resolution. 

A4.  Front  walls  facing  Coombs  Street  and  141st 
Ave.  penetrate  the  sky  exposure  plane— Sect.  23-631 
Zoning  Resolution. 

A5.  Balconies  are  not  a  permitted  obstruction  in 
the  required  open  space  Sect.  23-12  and  front  set-back 
Sect.  23-62  Zoning  Resolution. 

A6.  Aggregate  width  of  the  street  wall  are  con¬ 
trary  to  Sect.  23-463  Zoning  Resolution. 

A 7.  Distance  between  building  is  contrary  to  Sect. 
23-711  Zoning  Resolution.” 

and 

YV hf.reas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

\Y  hereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding  E  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  22,  1973  acting  on  N.B.  Applic.  746/1973 
Objection  No.  A1-A7  inclusive  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


625-73-BZ 

APPLICANT — Albert  Melniker  for  Herbert  Smith,  Sr., 
owner. 

SUBJECT — Application  November  20,  1973 — decision  of 
the  Borough  Superintendent,  under  Sections  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C4-2  district, 
Oe  change  in  use  of  an  existing  one  story  building  pre¬ 
viously  before  the  Board  from  a  public  garage  to  a  furniture 
warehouse. 

PREMISES  AFFECTED — 95  Montgomery  Avenue,  east 
side.  470  feet  north  of  Victory  Boulevard,  Block  16,  Lot  25, 
Tomkinsville,  Borough  of  Richmond.  Community  Board 
#2. 

APPEARANCES— 

For  Applicant :  Albert  Melniker,  Robert  F.  O’Donnell  and 
Christian  Beetachen. 

For  Opposition :  Alfred  C.  Lenza. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION—  • 


Whereas,  a  public  hearing  was  held  on  this  application  on 
April  2,  1974,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  7,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  12,  1973,  acting  on  Alt.  Applic.  263/1972, 

reads : 

‘1.  The  change  in  use  of  an  existing  building,  ap¬ 
proved  by  the  Board  under  Cal.  No.  270-29-BZ  from  a 
motor  vehicle  garage  for  more  than  five  motor  vehicles— 
public  garage  to  a  furniture  warehouse  must  be  referred 
to  the  Board  of  Standards  and  Appeals.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 

V  hereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-413  of  the  Zoning  Reso¬ 
lution,  the  change  in  use  of  the  present  building. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-413  of  the  Zoning  Resolution, 
to  permit  in  a  C4-2  District,  the  change  in  use  of  an  existing 
one  story  building  previously  before  the  Board  from  a  public 
garage  to  a  furniture  warehouse,  on  condition  that  all  work 
f.  *  substantially  conform  to  drawings  filed  with  this  applica¬ 
tion  marked  ‘Received”  November  20,  1973,  4  sheets;  and  on 
further  condition  that  the  gasoline  tank  be  removed  or  sealed 
m  accordance  with  the  rules  of  the  Fire  Department;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied  with 
and  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


626-73-BZ  ~ 

APPLICANT — Albert  Melniker  for  Allied  St.  George  Cor¬ 
poration,  owner. 

SUBJECT— Application  November  20,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
lng  Resolution,  to  permit  in  a  'C4-2  district  on  a  plot  pre¬ 
viously  before  the  Board,  the  elimination  of  the  accessory 
roof  parking  and  the  erection  of  a  fifth  floor  for  use  as 
offices. 

PREMISES  AFFECTED — 60  Bay  Street  and  55  Central 
Avenue,  northwest  corner,  Block  5,  Lot  51,  St.  George, 
Borough  of  Richmond.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Albert  Melniker  and  Hyman  Muss. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  5,  1974,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  March  19,  1974;  then  to  April  2,  1974;  then  to 
May  7,  1974;  and 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  12,  1973,  acting  on  Alt.  Applic.  136/1973, 
reads : 

“1.  Proposal  to  eliminate  roof  parking  at  the  fifth 
floor  level  of  the  parking  garage  and  replace  it  with 
15,000  sq.  ft.  of  office  space  is  contrary  to  Bd.  of  S  &  A 
Variance  268-68-BZ.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding(s)  B  and  E  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  12,  1973  acting  on  Alt.  Applic.  136/1973 
Objection  No.  1  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


638-73-BZ 

APPLICANT — Mallis  Wood  Products,  Incorporated  for 
Herman  Rassnick,  Leopold  Rassnick,  Sixty-First  Realty 
Corporation,  Dunkirk  Realty  Corporation,  owners ;  Mallis 
Wood  Products,  Incorporated,  lessee. 

SUBJECT — Application  December  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
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of  a  one  story  enlargement  to  an  existing  woodworking 
establishment  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio,  open  space  ratio,  encroachment  into 
the  front  and  rear  yard,  and  the  penetration  into  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 115-10  through  115-50  Dunkirk 
Street,  north  side,  240.30  feet  east  of  Newburg  Street, 
Block  10315,  Lots  135,  137,  139,  141,  156,  St.  Albans, 
Borough  of  Queens.  Community  Board  #  12. 

APPEARANCES— 

For  Applicant :  Leonard  Boxer. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


W hereas,  a  public  hearing  was  held  on  this  application  on 
March  12,  1974,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  23,  1974;  then  to  May  7,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  30,  1973,  acting  on  Alt.  Applic.  331/1973, 
reads : 

“1.  Proposed  enlargement  of  a  non-conforming  Use 
(Use  Group  17  b)  within  a  residential  R3-2  zone,  is 
contrary  to  Sec.  52-40  Z.  R. 

2.  Proposed  structural  alteration  to  building  occu¬ 
pied  by  a  non-conforming  use  is  contrary  to  Sec.  52-22 
Z.  R. 

3.  F.  A.  R.  and  O.  S.  R.  are  contrary  to  Sec.  23-141 
Z.  R. 

4.  Portions  of  proposed  enlargement  located  within 
the  required  front  yard  of  15'0  and  rear  yard  of  zoning 
are  contrary  to  Sec.  23-44  Z.  R. 

5.  Penetration  of  sky  exposure  plane  by  front  wall 
of  proposed  enlargement  is  contrary  to  Sec.  23-631  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  erection  of  a  one  story  enlargement  to  an  existing 
woodworking  establishment  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  encroach¬ 
ment  into  the  front  and  rear  yard,  and  the  penetration  into 
the  sky  exposure  plane  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received”  December  3,  1973,  1  sheet,  and  April 
17,  1974,  5  sheets,  and  all  laws,  rules  and  regulations  ap¬ 
plicable  shall  be  complied  with  and  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  11:35  A.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  7,  1974,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 


1687-BZY — Vol.  X— B.Q. — 118-18  Union  Turnpike,  Block 
3335,  Lot  23,  N.B.  1580-61. 

APPEARANCES— 

For  Applicant :  Charles  G.  Moerdler. 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative  :  . . .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution  for 
time  to  complete  construction. 

Resolved,  that  the  Board  does  hereby  authorize  under 
Section  11-324  of  the  Zoning  Resolution  the  time  to  complete 
construction  to  December  15,  1974. 


1688-BZY — Vol.  X — B.Q. — 118-17  Union  Turnpike,  Block 
3334,  Lot  151,  N.B.  1579-61. 

APPEARANCES— 

For  Applicant:  Charles  G.  Moerdler. 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution  for 
time  to  complete  construction. 

Resolved,  that  the  Board  does  hereby  authorize  under 
Section  11-324  of  the  Zoning  Resolution  the  time  to  complete 
construction  to  December  15,  1974. 


25-73-BZY — B.Q. — 353  Beach  48th  Street,  Block  14850, 
Lots  6,  8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45,  52,  N.B. 
775-72. 

ACTION  OF  BOARD — Laid  over  ,to  June  4,  1974,  at 
2  P.M. 


1-74-BZY — B.Bx. — 685  White  Plains  Road,  Block  3563, 
Lots  1,  19,  20,  56,  61,  65,  66,  67,  68,  69,  71,  73,  N.B.  406-73. 
ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at 
2  P.M. 


2-74-BZY— B.B.— 1702  to  1750  Avenue  R,  Block  6821, 
Lots  201,  212,  N.B.  91-73. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  2  P.M. 
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4-74-BZY — B.Bx. — 3355  White  Plains  Road,  Block  4624, 
Lot  37,  N.B.  188-73. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  2  P.M. 


23-73-BZY — B.Q. — 112-12  Ocean  Promenade,  Block 
16185,  Lots  41,  N.B.  61-73. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  2  P.M. 


26-73-BZY — B.Q. — 2929  Far  Rockaway  Boulevard,  Block 
15688,  Lots  25,  29,  33,  N.B.  368-73. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  2  P.M. 


12-74-BZY — B.Q. — 140  Beach  25th  Street,  Block  15815, 
Lot  20,  N.B.  984-72. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  2  P.M. 


15-74-BZY — B.Q. — 23-20  Beach  Channel  Drive,  Block 
15714,  Lots  155,  8  and  29 — N.B.  30-72,  Borough  of 
Queens. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  2  P.M. 


1246-63-BZY — Vol.  XI — B.B. — 65  Court  Street  Block 
268,  Lot  20,  N.B.  907-61. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Schmitt. 

ACTION  OF  BOARD:  Application  withdrawn. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Caroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


16-74-BZY — B.R. — 82  Poplar  Avenue,  Block  7066,  Lot 
90— Alt.  32-68. 

APPEARANCES— 

For  Applicant :  Donald  Rowe  and  D.  Luria. 

ACTION  OF  BOARD — Laid  over  without  date. 


365-44-SM 

APPLICANT — Patent  Scaffolding  Company,  a  Division  of 
Harsco  Corporation,  owner. 

SUBJECT — Additional  sidewalk  bridge. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
365-44-SM — Amendment  to  resolution  to  include  an  addi¬ 
tional  sidewalk  bridge. 

Patent  Scaffolding  Company,  a  Division  of  Harsco  Cor¬ 
poration,  Fort  Lee,  New  Jersey,  requested  that  the  resolution 
adopted  February  14,  1951  and  amended  through  December 


8,  1964  under  Calendar  Number  365-44-SM  to  be  reopened 
and  amended  to  include  an  additional  sidewalk  bridge. 

PROPOSED  USE:  Sidewalk  bridge. 

DESCRIPTION:  The  Gold  Medal  Model  II  Sidewalk 
Budge  is  erected  over  sidewalks  where  erection,  alteration,  or 
demolition  operations  are  taking  place.  The  components  of  the 
bridge  are  tubular  steel  columns,  3.5"  O.D.,  .148"  thick 
header  beams  and  deck  beams,  wood  sills  and  planking’ 
corrugated  iron  roof,  parapet,  and  fences.  The  bridge  is 
designed  for  two  load  ratings,  300  pounds  per  square  foot 
for  a  bridge  where  material  and  equipment  is  stored,  and 
150  pounds  per  square  foot  for  a  bridge  not  used  for  storage 
of  material  and  equipment.  For  both  the  150  and  the  300 
pound  bridge,  the  columns  parallel  to  the  curb  are  spaced 
7  o.c.  and  the  columns  perpendicular  to  the  curb  are  spaced 
at  a  maximum  of  10'  o.c.  with  8125.5  header  beams  or  6B12 
header  beams.  The  wood  decking  is  2"  plank  placed  per¬ 
pendicular  to  the  deck  beams  and  parallel  to  the  header 
beams.  The  deck  beams  supporting  the  decking  are  417.7, 
evenly  spaced.  Diagonal  bracing  consisting  of  l^"xl^"x 
Vs  angle  is  connected  to  the  columns  in  every  bay.  A  hand 
rail  of  1"  pipe  goes  through  each  column. 

INSPECTION  AND  TEST :  The  sidewalk  bridge  was 
load  tested  at  the  Columbia  University  Carleton  Materials 
Laboratory  (Laboratory  Test  No.  80527)  and  sustained  a 
load  of  /14  pounds  per  square  foot  with  the  columns  spaced 
as  specified  by  the  150  pound  per  square  foot  design.  The 
test  shows  a  factor  of  safety  of  4.5  for  the  150  pound  design 
and  at  least  2.5  for  the  300  pound  design. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  14,  1951  and 
amended  through  December  8,  1964'  under  Calendar  Number 
365-44-SM  be  reopened  and  amended  to  include  the  Gold 
Medal  Model  II  Sidewalk  Bridge  for  use  with  and  without 
the  storage  of  equipment  and  material  for  the  300  pound  per 
square  foot  design  and  150  pound  per  square  foot  design, 
respectively,  on  condition  that  the  sidewalk  bridges  shall  be 
erected  in  accordance  with  the  requirements  of  Article  19 
of  the  Building  Code  of  the  City  of  New  York  and  that  the 
requirements  of  the  original  resolution  and  previous  amend¬ 
ments  adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of_  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


907-49-SA 

APPLICANT — R.  W.  Beckett  Corporation,  owner. 
SUBJECT — Additional  trade  names  of  oil  burners. 
APPEARANCES— 

For  Applicant :  None. 
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ACTION  OF  BOARD — Application  reopened  and  resolution 
amended,  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissoner  Carroll  and 

Commissioner  Walsh  . 

Negative: . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads:  _ 
907-49-SA — Amendment  to  resolution  to  include  additional 
trade  names  of  oil  burners. 

R.  W.  Beckett  Corporation,  Elyria,  Ohio,  requested  that 
the  resolution  adopted  May  2,  1950  and  amended  through 
March  28,  1972  under  Calendar  Number  907-49-SA  be 
reopened  and  amended  to  include  additional  trade  names  of 
oil  burners. 


PROPOSED  USE:  Oil  burners. 

DESCRIPTION :  The  Beckett  Model  AF  Burner  was  pre¬ 
viously  approved  and  has  a  firing  rate  range  of  0.50  through 
3.00  GPH.  The  burner  is  marketed  by  Texaco  as  Model 
TFR. 

The  Beckett  Model  SF  Burner  was  previously  approved 
and  has  a  firing  rate  range  of  2.5  through  5.5  GPH.  The 
burner  is  marketed  by  Texaco  as  Model  TFC. 

INSPECTION  AND  TEST:  The  burners  have  been 
tested  and  approved  by  Underwriters’  Laboratories  (File 
MP  1192). 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  t'.ie  resolution  adopted  May  2,  1950  and  amended 
through  March  28,  1972  under  Calendar  Number  907-49-SA 
be  reopened  and  amended  to  include  the  additional  trade 
names  cited  above  on  condition  that  the  requirements  of  the 
original  resolution  and  previous  amendments  adopted  under 
this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with  the 
above  report. 


978-62-SA 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

978-62-SA — Amendment  to  resolution  to  include  modifica¬ 
tion  and  changes  in  use  and  model  designation  of  air  con¬ 
ditioner/gas  furnace. 

Suburban  Manufacturing  Company,  Dayton,  Tennessee, 
requested  that  the  resolution  adopted  July  14,  1964  and 
amended  April  1,  1969  under  Calendar  Number  978-62-SA 
be  reopened  and  amended  to  include  a  modification  and 
changes  in  use  and  model  designation  of  an  air  conditioner/ 
gas  furnace. 

PROPOSED  USE:  Air  conditioner  gas/furnace. 

DESCRIPTION:  The  Suburban  Dyna-Temp  Air  Condi¬ 
tioner/Gas  Furnace  Series  has  been  discontinued  except  for 
one  model  which  is  marketed  as  Model  G10-30  A.  Its  heating  1 
input  is  20,000  BTU/HR.  The  cooling  capacity  is  11,650 
BTU/HR.  The  motor  is  230/208  volt,  one  phase.  The  fuel 
is  natural  or  propane.  The  modification  of  the  unit  is  the 
replacement  of  the  pilot  ignition  with  a  Carborundum  Glo- 
Bar  direct  burner  ignition  system  to  meet  American  Gas 
Association  standards. 

The  original  approval  limited  the  use  of  the  unit  to  the 
one  and  two  story  apartment  buildings.  Because  there  is 
nothing  in  the  current  New  York  City  Building  Code  or  in 
the  AGA  approval  of  the  unit  which  warrants  continuation 
of  this  limitation,  the  uses  of  the  unit  are  extended  to  all 
applicable  installations,  including  installations  in  multi-story  j 
buildings. 

INSPECTION  AND  TEST:  The  unit  has  been  tested  and 
approved  by  the  American  Gas  Association  (No.  4-1897). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  4,  1964  and  amended 
April  1,  1969  under  Calendar  Number  978-62-SA  be  reopened 
and  amended  to  include  the  modifications  shown  above  and 
changes  in  use  and  model  designation  to  Model  G10-30  A  on 
condition  that  all  other  requirements  of  the  original  resolution  i 
and  previous  amendment  adopted  under  this  Calendar  Num¬ 
ber  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership,  1 
change  of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 

Asst.  Arch., 
Committee  on  Test. 


APPLICANT — Suburban  Manufacturing  Company,  owner. 

SUBJECT — To  include  modification  and  changes  in  use  and 
model  designation  of  air  conditioner/gas  furnace. 

APPEARANCES— 

For  Applicant:  John  F.  Nelson. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


799-65-SA 

APPLICANT— Pow-R-Matic  Incorporated,  owner. 
SUBJECT— Additional  heaters  and  additional  uses  of 
heaters. 
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APPEARANCES— 

For  Applicant :  John  Craig. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended,  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh .  5 

Negative : .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
799-65-SA — Amendment  to  resolution  to  include  additional 
heaters  and  additional  uses  of  heaters. 

Pow-R-Matic  Incorporated,  Finksburg,  Maryland,  re¬ 
quested  that  the  resolution  adopted  March  26,  1966  and 
amended  through  October  23,  1973  under  Calendar  Number 
799-65-SA  be  reopened  and  amended  to  include  additional 
heaters  and  additional  uses  of  heaters. 

PROPOSED  USE:  Oil  and  gas  fired  heaters. 
DESCRIPTION  :  The  additional  heaters  vary  only  in  size 
from  the  previously  approved  heaters.  They  are  all  the  same 
series.  The  previously  approved  Models  include  CA  200- 
CA  300,  CA  1500,  CA  1750,  and  CA  2000,  approved  July  20, 
1971  and  CA  20,  CA  25,  CA  30,  and  CA  40,  approved  Octo¬ 
ber  2,  1973.  The  additional  Models  are  CA  250,  CA  400,  CA 
500,  CA  600,  CA  700,  CA  800,  and  CA  1000.  The  model 
numbers  designate  BTU  input  in  thousands. 

The  additional  uses  for  the  CA,  MA,  and  DH  Series  heat¬ 
ers  approved  under  this  Calendar  Number  include  the  loca¬ 
tion  of  the  heaters  in  outdoor  areas  and  rooftop  areas.  The 
heaters  are  provided  with  weatherproof  cabinets  which  en¬ 
close  the  burners,  induced  draft  fans,  and  control  panels  and 
all  joints  are  weatherproof  sealed.  The  heaters  are  also  used 
in  garages  when  installed  8'  above  floor  level  and  in  accord¬ 
ance  with  applicable  NFPA  regulations. 

INSPECTION  AND  TEST:  All  burners  are  U.  L.  or 
A.  G.  A.  approved.  Motors,  blowers,  controls,  and  other 
components  are  U.  L.  approved. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  26,  1966  and 
amended  through  October  23,  1973  under  Calendar  Number 
/99-65-SA  be  reopened  and  amended  to  include  additional 
heaters,  Models  CA  250,  CA  400,  CA  500,  CA  600,  CA  700, 
CA  800  and  CA  1000,  and  to  include  additional  uses  de- 
cribcd  above  on  conditions  that  the  requirements  of  the  origi¬ 
nal  resolution  and  previous  amendments  adopted  under  this 
Calendar  Number  be  complied  with.  All  installations  shall 
comply  with  RS  13  of  the  Building  Code  of  the  City  of  New 
York  and  the  requirements  of  the  Department  of  Air  Re¬ 
sources  regarding  the  proximity  of  the  heater  when  installed 
outdoors  and  on  rooftops  to  surrounding  buildings. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac- 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  mamtained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number, 
radure  to  notify  the  Board  of  change  of  ownership,  change 

°Lj0r?ora*?,  name’  chan&e  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


483-70-SM 

APPLICANT — Hilti,  Incorporated,  owner. 

SUBJECT — Modifications  of  powder  actuated  tools. 
APPEARANCES— 

For  Applicant :  Robert  J.  Mentzinger. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . ’ '  *  ’  ’  ]  ’ '  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
483-70-SM— Amendment  to  resolution  to  include  modifica¬ 
tions  of  powder  actuated  tools. 

Hilti,  Incorporated,  Stamford,  Connecticut,  requested  that 
the  resolution  adopted  February  9,  1971  under  Calendar 
Number  483-70-SM  be  reopened  and  amended  to  include 
m  difications  of  powder  actuated  tools. 

PROPOSED  USE:  Powder  actuated  tools  which  drive  a 
fastener  into  a  work  surface. 

DESCRIPTION:  The  previously  approved  Model  DX  350 
tool  will  have  an  additional  designation,  a  serial  number  of 
12000  and  above.  The  modifications  of  the  tool  and  the 
reasons  for  the  modifications  are  as  follows : 

1.  The  tool  body  casting  has  been  modified  to 
accommodate  a  steel  sleeve  to  increase  strength  and 
durability. 

2.  The  booster  clip  retention  mechanism  has  been 
changed  from  a  retaining  spring  to  a  steel  ball-bearing 
to  permit  smoother  advance  and  greater  durability. 

3.  The  trigger  of  the  tool  has  been  redesigned  to 
increase  durability  and  ease  of  handling. 

4.  The  piston  guide,  base  plate,  and  piston  have 
been  lengthened  to  reduce  wear  on  the  shear  clip  in  the 
energy  absorption  portion  of  the  tool. 

5.  The  stop  has  been  redesigned  to  reduce  the 
number  of  parts  and  to  simplifying  dismantling  of  the 
tool  for  cleaning  purposes. 

The  previously  approved  Model  DX  600  tool  will  include 
the  suffix  “N”  in  its  designation  and  become  Model  DX 
600N.  The  modifications  of  the  tool  and  the  reasons  for  the 
modifications  are  as  follows  : 

1.  The  booster  chamber  for  the  tool  has  been  modi¬ 
fied  to  provide  better  ejection  of  the  spent  booster. 

2.  A  modified  energy  absorption  system  replaces 
the  shear  ring  to  increase  durability  of  the  piston  and 
guide  of  the  tool. 

INSPECTION  AND  TEST:  The  modified  tools,  Models 
DX  350  (serial  number  of  12000  and  above)  and  DX  600N, 
have  been  tested  by  H.  P.  White  Laboratory,  Bel  Air| 
Maryland  (Nos.  006724  and  020135)  in  accordance  with  the 
provisions  of  ANSI  Standard  A10.3  and  were  found  to 
comply  with  the  requirements  of  this  standard. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  9,  1971  under 
Calendar  Number  483-70-SM  be  reopened  and  amended  to 
include  the  modifications  listed  above  of  powder  actuated 
tools,  Models  DX  350  and  DX  600N,  on  condition  that  the 
requirements  of  the  original  resolution  adopted  under  this 
Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
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the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeal  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


115-73-SM 

APPLICANT — Locknetics  Sichertron  Corporation,  owner. 
SUBJECT — Electric  locking  device. 

APPEARANCES— 

For  Applicant :  Robert  Wolfskeul. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein.  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
115-73-SM — Locknetics  Sichertron  Corporation,  West  Hart¬ 
ford,  Connecticut,  filed  for  approval  of  Powerbolt  330  Series 
Electric  Locking  Devices  under  the  provisions  of  Article  6 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Door  locking  device. 

DESCRIPTION :  The  device  uses  a  stainless  steel  bolt  as 
a  locking  element.  Mortised  and  surface  applications  are 
available.  The  device  uses  a  low  voltage,  continuous  duty, 
push  type  solenoid,  which  operates  at  24  volts,  500  milliamps! 
The  bolt  is  spring  loaded  in  a  locked  position  by  a  spring  in 
the  bolt  chamber.  Any  power  failure  or  current  disruption 
causes  the  bolt  to  be  retracted  by  the  spring  and  the  door  to 
be  released.  The  solenoids  for  a  group  of  locking  devices 
may  be  simultaneously  deactivated  from  a  remote  switch. 
Indicator  lights  and  bolt  position  switches  are  available.  An 
optional  feature  is  a  door  or  strike  switch  for  energizing  the 
solenoid,  which  prevents  projection  of  the  bolt  before  the 
door  closes.  A  variety  of  fronts,  strikes,  and  mounting  ar¬ 
rangements  are  available. 

INSPECTION  AND  TEST :  The  device  complies  with  the 
requirements  of  Section  C26-604.4(j)  (1)  2  of  the  Building 
Code  of  the  City  of  New  York  of  having  an  electrical  re¬ 
motely  controlled  release  for  emergencies.  The  device  has 
been  tested  and  its  durability  certified  by  Chester  Darling, 
P.E. 

RECOMMENDATION:  The  Committee  on  Test,  recom¬ 
mends  the  approval  of  Powerbolt  330  Series  Electric  Devices 
under  the  provisions  of  Article  6  and  C26-604.4(j)  (1)  2  of 
the  Building  Code  of  the  City  of  New  York  on  condition 
that  the  requirement  for  the  connection  of  the  devices  to  fire 
alarm  equipment  when  the  devices  are  used  on  required  exits 
shall  be  subject  to  the  approval  of  the  Department  of  Build¬ 
ings  and  the  Fire  Department  and  the  locations  of  the  devices 
and  the  locations  of  the  remotely  controlled  release  switches 


shall  be  subject  to  the  approval  of  the  Department  of  Build¬ 
ings.  The  locking  devices  shall  be  permanently  labeled :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  115-73-SM.’’ 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


349-73-SM 

APPLICANT— American  Metal  Products,  Corporation, 
owner. 

SUBJECT— Application  June  8,  1973— Ameri-Vent  Chim¬ 
neys,  Models  6FB,  7FB,  8FB,  10FB  and  12FB,  approval 
of. 

APPEARANCES—  , 

For  Applicant:  Jerry  Bockstein. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test,  f 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh .  5 

Negative:  . 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
349-73-SM — American  Metal  Products  Corporation,  Los 
Angeles,  California,  filed  for  approval  of  Ameri-Vent  Chim¬ 
neys,  Models  6FB,  7FB,  8FB,  10FB,  and  12FB,  under  the 
provisions  of  Article  15  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Factory  built  chimneys  for  residential 
buildings. 

DESCRIPTION :  The  chimneys  are  used  for  medium 
temperature  equipment  (products  of  combustion  not  greater 
than  1000°F.)  which  burns  liquid,  solid  or  gaseous  fuel. 
They  are  available  with  dimensions  of  6",  7",  8",  10",  and 
12",  inner  diameter,  and  24"  and  36"  long  sections,  with 
an  overall  height  of  up  to  90'.  The  chimneys  are  installed 
with  a  2"  clearance  from  enclosure  walls  and  roof  struc¬ 
tures.  The  chimney  sections  consist  of  a  .012"  thick  stain¬ 
less  steel  inner  pipe,  a  .018"  thick  aluminized  steel  inter¬ 
mediate  pipe,  and  a  .018"  thick  galvanized  steel  outer  pipe. 
The  pipes  are  held  together  by  .020"  thick  galvanized  steel 
end  plates.  The  support  assembly,  made  of  .018"  thick  gal¬ 
vanized  steel,  is  5"  high  with  a  1"  flange  2"  from  the  bottom. 
The  spacers  are  made  of  .018"  thick  galvanized  steel  and 
maintain  a  2"  clearance  from  the  chimney  to  enclosure 
walls.  The  roof  assembly  consists  of  .018"  thick  galvanized 
steel  flashing,  anchor  plates,  .012"  thick  stainless  steel  mount¬ 
ing  collar,  and  a  .018"  thick  aluminized  steel  chimney  top 
or  a  .012"  thick  stainless  steel  cleanout  tee.  The  chimney 
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cap  hood  and  its  four  (6"  through  8"  chimney  sizes)  or  five 
(10"  through  12"  chimney  sizes)  supporting  brackets  are 
constructed  of  .018"  thick  aluminized  steel.  The  cap  con¬ 
nector  is  constructed  of  .012"  thick  stainless  steel. 

INSPEC 1  ION  AND  TEST :  The  chimneys  have  been 
tested  and  approved  by  Underwriters’  Laboratories  (File 
MH6774,  Project  72SC4183). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  tbG  approval  of  Ameri-Vent  Chimneys,  Models  6FB, 
/  FB,  81*  B,  10FB,  and  12FB,  on  condition  that  all  installa¬ 
tions  of  the  chimneys  shall  comply  with  the  requirements  of 
Articles  5,  15  of  the  Building  Code  of  the  City  of  New  York. 
The  chimneys  shall  be  permanently  labeled :  "Approved  by 
the  Board  of  Standards  and  Appeals  in  New  York  City 
under  Calendar  Number  349-73-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  tins  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

( Sgd. )  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 


361-73-SM 


RECOMMENDATION :  The  Committee  on  Test  recom- 
mends  the  approval  of  X-Air  Grease  Filters  for  kitchen  ex- 
haust  hoods  under  the  provisions  of  RS  13  of  the  Building 
Code  of  the  City  of  New  York.  The  filters  shall  be  cleaned 
and  maintained  in  accordance  with  NFPA  No.  96.  The  filters 
shall  be  permanently  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  361-73-SM 
A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with'  this 
Board,  certifying  that  such  materials,  processes  and  conrtols 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
repot. 


388-73-SM 

APPLICANT — Ralph  Wilson  Plastics  Company — Division 
of  Dart  Industries,  Incorporated,  owner. 

SUBJECT— -Application  June  25,  1973 — Wilson  Wall  Panel 
System  #610  (Fire  Retardant  Panels),  approval  of. 

APPEARANCES— 


APPI'ICANT — X-Air  Company,  owner. 

SUBJECT— Application  June  13,  1973— X-Air  Grease  Filt¬ 
ers,  approval  of. 


APPEARANCES— 

For  Applicant:  Robert  Slavin. 


°F  B°ARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . . .  q 

THE  RESOLUTION— 

)V”EREAS>  the  report  of  a  Committee  on  Test  reads : 
361-73-SM— X-Air  Company,  Wheeling,  Illinois,  filed  for  ap¬ 
proval  of  X-Air  Grease  Filters  under  the  provisions  of  RS  13 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Filter  which  extracts  grease  from  air 
in  kitchen  exhaust  hoods. 

DESCRIPTION:  The  filters  are  constructed  of  minimum 
U  gauge  stainless  steel  with  welded  construction.  They 
range  in  size  from  10"  x  16"  to  20"  x  25".  The  filter  has  full 
length  vertical  slots  and  interior  baffles.  The  incoming  air 
is  speeded  up  as  it  is  compressed  through  the  slots.  The  fast 
moving  air  is  then  forced  by  the  Baffles  to  make  two  180° 
turns  before  making  its  exit.  Through  centrifugal  action, 
the  heavier  grease  does  not  make  the  turns,  but  is  impinged 
on  the  baffles.  The  grease  then  drains  down  the  baffles  and 
through  weep  holes  in  the  bottom  of  the  filter  into  a  trough. 
INSPECTION  AND  TEST :  The  filter  has  been  tested 
and  approved  by  Underwriters’  Laboratories  (File  R7147). 


For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 


Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 

Negative :  .  0 

Not  Voting:  Commissioner  Walsh .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 


388-73-SM — Ralph  Wilson  Plastics  Company,  Division  of 
Dart  Industries,  Incorporated,  Temple,  Texas  filed  for  ap¬ 
proval  of  the  Wilson  Wall  Panel  System  No.  610  under  the 
provisions  of  Article  5  and  RS  5  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Panel  system  for  interior  walls. 

DESCRIPTION :  The  panel  consists  of  a  laminate  with 
three  layers.  The  core  layer  is  Vs"  thick  asbestos  cement 
board.  A  1/32"  thick  plastic  laminate  is  attached  to  either 
side  of  the  core  with  a  phenol-resorcinol  adhesive.  The  lami¬ 
nate  on  the  exposed  side  has  a  decorative  finish.  The  molding 
is  acrylic  coated  extruded  aluminum. 

INSPECTION  AND  TEST :  The  panel  was  tested  by  Un¬ 
derwriters’  Laboratories  (File  R6838)  and  achieved  a  flame- 
spread  rating  of  15  and  a  smoke  developed  rating  of  15. 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Wilson  Wall  Panel  System  No.  610 
for  interior  walls  under  the  provisions  of  Article  5  and  RS  5 
of  the  Building  Code  of  the  City  of  New  York.  The  panels 
shall  be  permanently  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under  Cal¬ 
endar  Number  388-73-SM.” 
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A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


488-73-SM 

APPLICANT — W.  R.  Grace  &  Company,  Construction 
Products  Division,  owner. 

SUBJECT — Application  August  22,  1973 — WRDA  with 
Hycol  (Admixture  for  Portland  cement  concrete  and 
mortar). 

APPEARANCES— 

For  Applicant :  A.  Byron  Adorog. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negtaive :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
488-73-SM — W.  R.  Grace  and  Company,  Construction  Prod¬ 
ucts  Division,  Cambridge,  Massachusetts,  filed  for  approval 
of  WRDA  with  Hycol  admixture  under  the  provisions  of 
Article  10  and  RS  10  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Admixture  for  Portland  cement  con¬ 
crete  and  mortar. 

DESCRIPTION :  The  admixture  contains  lignosulfonate 
acid  and  hydroxycarboxylic  acid.  It  is  a  liquid  admixture 
supplied  in  concentrated  form.  The  addition  rate  is  3  fluid 
ounces  per  100  pounds  of  cement  when  used  as  a  Type  A 
(water  reducing)  admixture  and  4  fluid  ounces  per  100 
pounds  of  cement  when  used  as  a  Type  D  (water  reducing 
and  retarding)  admixture.  The  admixture  increases  the 
workability  and  plasticity  of  the  mix  and  increases  the  com¬ 
pressive  and  flexural  strengths  and  the  bond  to  steel  of  the 
hardened  concrete.  The  admixture  may  be  used  simultane¬ 
ously  with  other  air  entraining  admixtures. 

INSPECTION  AND  TEST :  The  admixture  was  tested 
by  Law  Engineering  Testing  Company,  J.  Howard  Allred, 
P.  E.  Atlanta,  Georgia,  and  met  the  requirements  of  RS  10-44 
of  the  Building  Code  (ASTM  C494,  Specifications  for  chem¬ 
ical  admixture  for  concrete). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  WRDA  with  Hycol  as  a  Type  A  or 
Type  D  admixture  under  the  provisions  of  Article  10  and 
RS  10  of  the  Building  Code  of  the  City  of  New  York.  The 
admixture  shall  be  dispensed  from  calibrated  dispensers  which 
are  labeled :  “Approved  by  the  Board  of  Standards  and 


Appeals  for  use  in  New  York  City  under  Calendar  Number 
488-73-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number.  , 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approved  this  material  in  accordance  with  the  above 
report. 

1-74-SA 

APPLICANT — General  Cable  Corporation,  Apparatus  Divi¬ 
sion,  Mopeco  Product  Line,  owner. 

SUBJECT — To  include  condition  of  approval. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1-74-SA— Amendment  to  resolution  to  include  condition  of 
approval. 

The  Board  of  Standards  and  Appeals,  at  the  request  of 


the  Fire  Department,  hereby  reopens  the  resolution  adopted 
February  13,  1974  under  Calendar  Number  1-74-SA,  General  , 
Cable  Corporation,  Apparatus  Division,  Mopeco  Product 
Line,  Westminster,  Colorado,  applicant,  to  include  a  condition 
of  approval. 

PROPOSED  USE:  Supply  of  electrical  power  and  venti-  i 
lation  of  manholes  with  heated  or  unheated  air. 
DESCRIPTION :  The  additional  condition  is  that  all  in¬ 
stallations  and  uses  of  the  equipment  approved  under  this 
Calendar  Number  shall  comply  with  all  applicable  Fire 
Department  regulations  and  not  the  provisions  of  RS  13  and 
RS  14  of  the  Building  Code  of  the  City  of  New  York. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  13,  1974  under 
Calendar  Number  1-74-SA  be  reopened  and  amended  to  i 
include  the  condition  of  approval  described  above  on  condi¬ 
tion  that  all  other  requirements  of  the  original  resolution 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 
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Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


74-74-SA 

APPLICANT — T.  A.  Pelsue  Company,  owner. 

SUBJECT— Heating  and  ventilation  of  manholes. 
APPEARANCES— 

For  Applicant :  Marvin  Goldman. 

ACTION  Oh  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh .  5 

Negative  :  . ]  . . g 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
/4-/4-SA— T.  A  Pelsue  Company,  Englewood,  Colorado, 
filed  for  approval  of  the  Model  1500-R  Heater-Blower  under 
the  provisions  of  Chapter  19  of  the  Administrative  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Heating  and  ventilation  of  manholes. 

SIj?4™PBTTJ/HRThT1heater  -S  LP  gaS  firCd  at  a  ratC 
nnor  ti  mu/HR.  I  he  maximum  temperature  rise  is 

/  un  rhe  blower  Pr°vides  650  CFM  of  air.  The  motor  is 
/3  UP,  6  amps,  120V  AC.  One  or  two  burners  may  operate 
atif  PSI  wdh  a  .033°  propane  orifice.  The  materials  are  cold 
rolled  sheet  steel  for  the  housing,  zinc  plated  steel  for  the 
impeller  aluminized  steel  for  the  heat  exchanger,  and  stain¬ 
less  steel  for  the  burner  case.  The  ignition  and  monitoring 
controls  are  solid  state  electronic.  The  burners  will  not 
operate  until  the  blower  is  operating.  Power  failure,  fuel 
shortage,  or  overheating  will  cause  the  unit  to  shut  down. 
INSPECTION  AND  TEST :  Most  of  the  components  of 
the  heater-blower  have  been  approved  by  the  American  Gas 
Association.  The  heater-blowers  have  been  recommended 
by  the  Aew  York  Telephone  on  .the  basis  of  “their  depend¬ 
able  and  safe  operation  for  their  past  work  operation.” 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  1500-R  Heater-Blower 
under  the  provisions  of  Chapter  19  of  the  Administrative 
Code  ot  the  City  of  New  York  on  condition  that  all  installa¬ 
tions  and  uses  of  the  heater-blower  shall  comply  with  all 
applicable  Fire  Department  regulations.  The  heater-blowers 
shall  be  permanency  labeled:  “Approved  by  the  Board  of 
standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  74-74-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu- 
fCVLrer’  fa™har  Wltb  tbe  materials,  processes  and  controls 
ot  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
ot  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
tne  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

318-73-SA 

APPLICANT — The  De  Vilbiss  Company,  owner. 

SUBJECT — Paint  spray  booth. 

APPEARANCES— 

For  Applicant :  None. 

OF  BOARD — Laid  over  to  May  21,  1974  at  2 

P.M. 

380-73-SM  - - 


iui  uwens  coming 


berglas,  Corporation,  owner. 

SUBJECT— Application  June  19,  1973— Block  Bond 
tace-bond  coating  for  block  walls).  Approval  of. 

APPEARANCES— 


(sur- 


For  Applicant:  Bruce  A.  Morrison  and  Douglas  T  Kar- 
man. 


ACTION  OF  BOARD — Laid  over  to  May  21,  1974  at  2 
P.M. 


502-73-SM 

APPLICANT— Raymond  C.  Frobosilo  and  Samuel  W 
Levine,  owners. 

SIi?J?CT~Application.  September  7,  1973— Protect-a- 

Bhnd,  retractable  barrier  for  sealing  doors,  windows,  gates 
etc.  0  ’ 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  without  date,  pending 
test  results. 

529-73-SM  - - 

APPLICANT  Automatic  Filter  Systems,  Incorporated 
owner. 

SUBJECT— Application  October  1,  1973— AFSI  Water/Oil 
Separator. 

APPEARANCES— 

For  Applicant:  Francis  D.  Skelley. 

ACTION  OF  BOARD — Laid  over  to  May  28,  1974,  at  2 
P.M. 


647-73-A 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Corner  Distributors,  owner. 

SUBJECT— Application  December  3,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #32402. 

PREMISES  AFFECTED — 2901  White  Plains  Road,  north¬ 
west  corner  of  Arnow  Avenue,  Block  4542,  Lot  1,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Lt.  T.  W.  Milne  and  C.  Palmieri,  F.  D. 
For  Opposition:  John  P.  Walpole. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . !!..!!!  0 
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MINUTES 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  28,  1973,  to  Modify  Certificate  of  Occupancy 
#32 402,  reads: 

“Application  is  hereby  made  to  the  Board  of  Standards 
and  Appeals  in  accordance  with  the  provisions  of  Sec¬ 
tion  1804.4.C.6  of  the  City  Charter  to  Modify  the  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  building : 
2901  White  Plains  Road,  Bronx,  New  York  10467 — 
Certificate  Number  32402.” 

and  _  . 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  an  approved  automatic  sprinkler  system 
throughout  the  building  and  all  other  laws,  rules  and  regula¬ 
tions  applicable  be  complied  with. 


648-73-A 

APPLICANT— John  T.  O’Hagan,  Fire  Commissioner  for 
Corner  Distributors,  owner. 

SUBJECT — Application  December  3,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #47184. 

PREMISES  AFFECTED— 2927  White  Plains  Road,  west 
side,  125  feet  north  of  Arnow  Avenue,  Block  4542,  Lot  20, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Lt.  T.  W.  Milne  and  C.  Palmieri,  F.  D. 
For  Opposition:  John  P.  Walpole. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


T* 

Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  28,  1973,  to  Modify  C.O.  #47184,  reads: 

“Application  is  hereby  made  to  the  Board  of  Standards 
and  Appeals  in  accordance  with  the  provisions  of  Section 
1804.4.C.6  of  the  City  Charter  to  Modify  the  Certificate 
of  Occupancy  in  relation  to  the  following  building: 

2927  White  Plains  Road,  Bronx,  New  York  10467 — 
Certificate  Number  47184.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  an  approved  automatic  sprinkler  system 
throughout  the  building  and  all  other  laws,  rules  and  regula¬ 
tions  applicable  be  complied  with. 


673-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  South  Bronx 
Park  Corporation,  owner;  Osborne  Association,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  December  13,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  use  of  a  non- 
fireproof  building  as  dormitory  for  men. 


PREMISES  AFFECTED— 3196  Third  Avenue,  east  side, 
38  feet  north  of  East  161st  Street,  Block  2620,  Lot  2, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  18,  1973,  on  Alt.  Applic.  200/73,  reads : 

“C-2 — Use  of  a  4  story,  n.f.p.  building  as  a  public 
building  is  contrary  to  Section  C26-254  of  A.C. 

C-4 — A  live  lead  of  50  # /ft.  is  required  in  all  office 
areas  and  100  #  / ft.  in  all  public  areas  as  per  Section 
C26-344  of  A.C. 

C-5 — Exist,  egress  is  inadequate  for  the  following 
reasons  and  is  therefore  contrary  to  Section  C26-276 
of  A.C. 

a)  Stair  construction  of  combustible  material  is  con¬ 
trary  to  Sect.  (6.4.1. 7.1)  of  A.C. 

b)  Stair  enclosures  in  public  building  not  having  a 
fire  rating  of  3  hours  is  contrary  to  Sect.  (6.4.1. 8.1)  h 
of  A.C. 

c)  A  required  stair  not  having  a  minimum  width  of 
44"  is  contrary  to  Section  (6.4.1. 2)  of  A.C. 

d)  Stair  as  indicated  does  not  meet  the  minimum 
requirements  for  stair  treads,  risers  and  winders  and  is 
therefore  contrary  to  Sect.  (6.4.1. 4)  of  A.C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  18,  1973,  acting  on  Alt. 
Applic.  200/73  Objection  No.  C-2,  C-4,  C-5  (a,  b,  c,  d)  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  substantially 
conform  to  drawings  marked  “Received”  December  13,  1973, 
5  sheets,  and  April  26,  1974,  5  sheets,  and  all  laws,  rules  and 
regulations  shall  be  complied  with ;  that  this  grant  is  only 
so  long  as  the  building  is  occupied  by  the  Osborne  Associ¬ 
ation,  Incorporated. 


6-74-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Oceannaire  Building  Corporation,  owner,  Palm 
Beach  Home  for  Adults,  lessee. 

SUBJECT — Application  January  8,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #4415/73.  (N.B.  96-73) 

PREMISES  AFFECTED— 2900  Bragg  Street,  Southwest 
corner  of  Emmons  Avenue,  Block  8815,  Lot  112,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD:  Appeal  withdrazvn. 

THE  VOTE — To  withdraw — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carrol  and 

Commissioner  Walsh  . 5 

Negative  . 0 
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650-73-A 


MINUTES 


APPLICANT  Squadron,  Gartenberg,  Ellenoff  &  Plesent 
for  H.  G.  V.  Associates,  owner;  Mike’s  Farmers  Market, 
lessee. 

SUBJECT— Application  December  4,  1973— appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  Revocation 
of  Building  Permit  #2148/73. 

PREMISES  AFFECTED — 136-19  Whitestone  Expressway 
southwest  corner  of  28th  Avenue,  Block  4339,  Lots  65  and 
73,  Whitestone,  Borough  of  Queens. 

APPERANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  2 
P.M. 

676-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Willow  Grove 
Realty  Corporation,  owner  (Willow  Grove  Health  Related 
Facility). 

SUBJECT— Application  December  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #91-73. 

PREMISES  AFFECTED — 1702/50  Avenue  R,  southeast 
corner  of  East  17th  Street,  Block  6921,  Lots  201  and  212, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  2  P.M. 


698-73-A 


APPLICANT — Meyer,  Temkin,  Joy  Springer  and  Fred 
Springer,  d/b/a  Rockaway  Care  Center,  owners. 
SUBJECT— Application  December  21,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Revocation  of 
Buildnig  Permit  #3262/73. 


PREMISES  AFFECTED — 353  Beach  48th  Street,  south¬ 
west  corner  of  Beach  Channel  Drive,  Block  15840,  Lots  6, 
8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45  and  52,  Edgemere, 
Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  2  P.M. 


704-73-A 

APPLICANT — Charles  Spindler  for  Empire  Assoc,  c/o 
Abrams  Brothers,  owner. 

SUBJECT— Application  December  28,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readiness 

PREMISES  AFFECTED — 35-39  West  47th  Street,  north 
side  324  feet  11  y2  inches  north  of  the  Avenue  of  the  Ameri¬ 
cas,  Block  1263,  Lot  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri 
F.  D. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  r 

Negative :  . .  q 

a™  OF  BOARD— Hearing  reopened  and  laid  over  to 
May  21,  1974,  at  2  P.M.,  for  continued  hearing. 


4-74-A 

APPLICANT— Leonard  F.  Rothkrug  for  Beaton  Associ¬ 
ates,  owner,  (Waters  Edge  Manor  Adult  Residence). 

SUBJECT— Application  January  8,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #4173/73.  (N.B.  735/73) 

PREMISES  AFFECTED — 420  Beach  49th  Street  south¬ 
east  corner  of  Norton  Avenue,  Block  15973,  Lot  1  (1  6 
15  and  20),  Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  2 


32-74-A 

APPLICANT — Leonard  F.  Rothkrug  for  Esther  Cohen 
owner. 

SUBJECT— Application  January  17,  1974— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  change  of 
occupancy  from  dwelling  on  second  floor  to  photographic 
studio  and  office. 

PREMISES  AFFECTED — 1450  Flatbush  Avenue,  west 
side,  295  feet  south  of  Farragut  Road,  Block  5249,  Lot 
54,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  May  21,  1974,  at  2 
P.M.,  for  decision. 


127-74-A 

APPLICANT  Albert  J.  Mario,  Mario  &  Dechiara  for 
Staten  Island  Mall,  owner. 

SUBJECT— Application  March  6,  1974— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  appropriate 
classification  and  interpretation  of  zoning  matter. 

PREMISES  AFFECTED — 2655  Richmond  Avenue  north¬ 
east  corner  of  Platinum  Avenue,  Block  2400,  Lot  180  New 
Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  J.  Mario  and  Tico  Bonomo. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1974  at 
2  P.M,  for  decision.  ’ 


Adjourned:  3:15  P.M. 

John  B.  Cincotta,  Executive  Director. 
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CORRECTIONS 


*CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  February  5,  1974,  as  they 
appeared  in  Bulletin  7,  Vol.  59,  are  corrected  to  read  as 
follows : 

593-73-A 

APPLICANT— David  L.  Seed  for  Union  Carbide  Corpora¬ 
tion,  owner. 

SUBJECT — Application  November  9,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Prestone  Brand  Prime  Gas 
Dryer  AS-130”,  in  12  ounce  Metal  Round  with  seamed  on 
ends  Non-reclosable  top  with  pull-tab  opening,  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 

APPEARANCES— 

For  Applicant :  David  L.  Seed. 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri, 
F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 
Negative . .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  12,  1973,  on  Folder  #122-322A,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  ‘Prestone  Brand  Prime  Gas  Dryer — 
AS-130’  in  containers  as  follows:  12-oz.  Metal  Round 
with  seamed  on  ends — Non-reclosable  top  with  pull-tab 
opening  is  disapproved.  Such  containers  are  not  in 
compliance  with  our  regulations  to  wit:  Sec.  C19-59.0.C 
Adm.  Code  City  of  New  York  requires  that  containers 
for  flammable  mixtures  be  equipped  with  replaceable 
tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  decided  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
October  12,  1973  acting  on  Folder  Number  122-322A  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  substantially  comply 
with  drawing  filed  November  9,  1973,  1  sheet,  on  further 
condition  that  the  label  have  prominently  displayed  instruc¬ 
tions  that  the  entire  contents  are  to  be  emptied  upon  initial 
opening,  and  that  the  label  on  the  container  be  in  such  style 
and  wording  as  is  satisfactory  to  the  Fire  Commissioner; 
and  that  in  all  other  respects  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with. 

*  In  the  Resolution  Section,  the  matter  as  shown  above  in 
italics  has  been  inserted. 
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FILING  FEES 


EFFECTIVE— AUGUST  25,  1969 
LOCAL  LAW  44  OF  1969 

A  LOCAL  LAW  to  repeal  and  reenact  section 
666-1.0  of  the  administrative  code  of  the  city 
of  New  York,  in  relation  to  the  payment  of  fees 
in  connection  with  the  filing  of  applications 
with  the  board  of  standards  and  appeals. 


Be  it  enacted  by  the  Council  as  follows: 

Section  1.  Section  666-1.0  of  the  administrative  code 
of  The  City  of  New  York,  as  last  amended  by  local  law 
number  seventy-seven  of  The  City  of  New  York  of  the 
year  nineteen  hundred  sixty-three,  is  hereby  repealed  and 
reenacted  as  follows: 

§666-1.0  Fees. — The  fees  hereinbelow  set  forth  shall 
be  charged  for  the  following  applications,  appeals  and 
reviews: 

1.  a.  Application  for  approval  of  materials, 
appliances  and  methods  or  variances  of  construc- 

tion  .  150.00 

b.  Application  for  amendment  of  prior  ap¬ 
proval  of  materials,  appliances  and 
methods  or  variances  of  construction  . .  100.00 

2.  Application  for  any  variance  and  special 
permit  under  the  zoning  resolution  with  respect 
to: 

a.  One,  two  and  three  family  dwellings  . . .  50.00 

b.  Other  buildings  and  structures: 

(1)  10,000  square  feet  or  less  of  floor 

area  .  100.00 

(2)  In  excess  of  10,000  but  not  more 


than  20,000  square  feet  of  floor  area  150.00 

(3)  In  excess  of  20,000  but  not  more 

than  50,000  square  feet  of  floor  area  200.00 

(4)  In  excess  of  50,000  square  feet  of 

floor  area .  250.00 

Junk  yards,  parking  lots,  automotive 
service  stations  and  other  similar  uses: 

(1)  10,000  square  feet  or  less  of  lot 

area  .  100.00 

(2)  In  excess  of  10,000  but  not  more 

than  20,000  square  feet  of  lot  area  150.00 

(3)  In  excess  of  20,000  square  feet  of 

lot  area  .  200.00 


d.  Application  for  amendment  of  variance 
or  special  permit  previously  granted 


under  paragraph  a,  b  and  c  of  subdivi¬ 
sion  2  of  this  section .  100.00 

e.  Application  for  an  extension  of  time  in 
which  to  comply  with  the  conditions 
imposed  in  the  previous  resolution  of 

the  board  of  standards  and  appeals  . . .  50.00 

f.  Application  for  extension  of  time  to 

complete  construction  pursuant  to  sec¬ 
tions  11-32  and  11-33  of  the  zoning  reso¬ 
lution  of  the  City  of  New  York  .  25.00 


3.  Appeals  from  or  application  for  review  of 
any  order,  requirement  or  determination  of  the 
commissioner  of  buildings  or  of  any  borough 
superintendent  of  buildings  of  the  department  of 
buildings  or  of  the  fire  commissioner  or  any 
rule  or  regulation  or  amendment  or  repeal 
thereof  made  by  the  fire  commissioner  or  the 


commissioner  of  marine  and  aviation  .  50.00 

4.  Application  filed  for  variation  of  the  provi¬ 
sions  of  the  multiple  dwelling  law,  or  labor  law, 
and  application  filed  pursuant  to  the  general 
city  law  .  50.OO 


5.  Exemptions — a.  The  provisions  of  this  section  shall 
not  apply  if  the  owner  of  the  premises  affected  by  the 
application,  appeal  or  review,  be  a  corporation,  or  asso¬ 
ciation  organized  and  operated  exclusively  for  religious, 
charitable  or  educational  purposes,  or  for  one  or  more 
such  purposes,  no  part  of  the  net  earnings  of  which 
enures  to  the  benefit  of  any  private  individual  and  pro¬ 
vided  that  the  premises  affected  are  to  be  used  exclu¬ 
sively  by  such  corporation  or  association  for  one  or 
more  such  purposes. 

b.  The  provisions  of  this  section  shall  not  apply  if 
a  municipal  department  or  agency  of  the  city  is 
the  applicant  or  appellant  before  the  board  of 
standards  and  appeals. 
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No.  21 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 


NOTICE  OF  ORDER  OF  CERTIORARI  SERVED 
ON  THE  BOARD  OF  STANDARDS  AND 
APPEALS. 


On  May  6,  1974,  Order  of  Certiorari  was  served  on  the  Board  hv 
ypham,  Meeker  &  Weithorn  attorneys  for  the  petitioner  Taybar 

on  Marehr?’6 1974  Seek/.ng  a  re,view,  of  the  Board’s  denial 

~6'  74 ,  of  the  application,  based  on  a  decision  of  the 

Borough  Superintendent,  under  Section  73-241  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C2-4  district,  in  an  existing  one  story  building 
occupied  with  retail  stores  the  addition  to  the  uses  of  one  store  occupied 
as  a  restaurant  to  include  cabaret.  Calendar  Number  473-73-BZ 
affected  1784  Jerome  Avenue,  east  side,  52.6  feet  south 
of  176th  Street,  Block  2850,  Lot  9,  Borough  of  The  Bronx. 


JOSEPH  B.  KLEIN,  Chairman 

Philip  P.  Agusta,  Vice  Chairman 
Howard  B.  Hornstein 
Harry  M.  Carroll 
John  J.  Walsh 

Commissioners. 


CONTENTS 


Notice  of  Order  of  Certiorari  Served  on  the  Board  of 
Standards  and  Appeals. 

Docket. 


John  B.  Cincotta,  Executive  Director 
Richard  B.  Atwell,  Deputy  Director 
Frances  M.  Waldron,  Secretary 


Avril  H.  Latham,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 


fELEPHONE— 566-5174. 


Notice  of  Hearing  of  Calendar. 

Special  Meeting,  Thursday  Morning,  May  9, 
1974,  Affecting  Calendar  Number — 

2-74-BZ 


A.AiiiuLto  ui  xvcguicii  meeting,  j.  ucsu 
1974,  Affecting  Calendar  Numbers 


620-71- A 
381-27-BZ — 
Vol.  IV 
250-55-BZ 
944-64-BZ 
744-69-BZ 
616-72-BZ 

525- 73-BZ — 
Vol.  II 

526- 73-BZ — 
Vol.  II 


527-73-BZ — 
Vol.  II 
58-24-BZ 
543-58-BZ 
105-73-BZ 

555- 73-BZ 

556- 73-BZ 

557- 73-BZ 
561-73-BZ 
631-73-BZ 
88-74-BZ 


89-74-A 

124- 74-BZ 

125- 74-A 
146-74-BZ 
224-73-BZ 
300-73-BZ 
435-73-BZ 
541-73-BZ 
633-73-BZ 
670-73-BZ 
701-73-BZ 


ivi mutes  of  Regular  Meeting,  Tuesday  Afternoon,  May  14 
1974,  Affecting  Calendar  Numbers  — 


11-74-BZY 

22-74-A 

14-74-A 

127-74-A 

Filing  Fees. 


155-74-A  63-74-A 

5 88-73- A  ,  64-74-A 

46^74-A  66-74- A 

61-74-A 

u  \  ■ 
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DOCKET 

New  Cases  Filed  up  to  May  14, 1974 
Cal.  No.  Dept.  Premises  A  ffected 

278- 74-A — B.B. — 32  to  34  Aberdeen  Street,  northeast  cor¬ 
ner  of  Broadway,  Block  3468,  Lot  1,  Borough  of  Brook¬ 
lyn,  Alt.  No.  363-74,  re-  group  home,  C2-3  in  R6  district. 

279- 74-BZ — B.R. — 25  Marscher  Place,  north  side,  194.56 
feet  west  of  Van  Wyck  Avenue,  Block  6665,  Lot  45, 
Princess  Bay,  Borough  of  Richmond,  Community  Board 
#4,  Alt.  No.  33-72,  re-  one  family  dwelling,  sideyards, 
R3-2  district. 


280-74-BZ — B.R. — 33  Marscher  Place,  north  side,  93.13 
feet  west  of  Van  Wyck  Avenue,  Block  6665,  Lot  41, 
Princess  Bay,  Borough  of  Richmond,  Community  Board 
#4,  Alt.  No.  37-72,  re-  one  family  dwelling,  sideyards, 
R3-2  district. 


281-74-BZ — B.R. — 31  Marscher  Place,  north  side,  119.65 
feet  west  of  Van  Wyck  Avenue,  Block  6665,  Lot  42, 
Princess  Bay,  Borough  of  Richmond,  Community  Board 
#4,  Alt.  No.  36-72,  re-  one  family  dwelling,  sideyards, 
R3-2  district. 


282-74-BZ — B.R. — 29  Marscher  Place,  north  side,  144.62 
feet  west  of  Van  Wyck  Avenue,  Block  6665,  Lot  43, 
Princess  Bay,  Borough  of  Richmond,  Community  Board 
#4,  Alt.  No.  35-72,  re-  one  family  dwelling,  sideyards, 
R3-2  district. 


283-74-BZ — B.R. — 27  Marscher  Place,  north  side,  169.59 
feet  west  of  Van  Wyck  Avenue,  Block  6665,  Lot  44,  Prin¬ 
cess  Bay,  Borough  of  Richmond,  Community  Board  #4, 
Alt.  No.  34-72,  re-  one  family  dwelling,  sideyards,  R3-2 
district. 


284-74-A — F.D. — Packaging  of  flammable  mixture  known 
as  “Dif  wallpaper  stripper”  in  22  ounce  HDPE  with 
screw  type  plastic  cap  not  in  compliance  with  regulations 
of  Administrative  Code. 


285-74-A- — F.D. — 681  to  689  East  56  Street,  east  side,  168 
feet  north  of  Preston  Court,  Block  7932,  Lot  191, 
Borough  of  Brooklyn,  Modification  of  Certificate  of  Oc¬ 
cupancy,  re-  install  and  approved  yard  hydrant  system. 


286-74-A — F.D. — 214-27  Northern  Boulevard,  northeast 
corner  of  214th  Place,  Block  6301,  Lots  1,  4,  Flushing, 
Borough  of  Queens,  Modification  of  Certificate  of  Occu¬ 
pancy,  re-  sprinkler  system. 


287-74-A — B.M. — 1  to  7  Wall  Street,  72  to  86  Broadway, 
entire  block  bounded  by  Wall  Street,  Exchange  Place 
and  New  Street,  Block  23,  Lot  7,  Borough  of  Manhattan, 
Alt.  No.  866-73,  re-  extension  of  convenience  stair,  C5-5 
district. 


288-74-BZ— B.M. — 13  to  15  Jones  Street,  west  side,  145 
feet  south  of  West  4th  Street,  Block  590,  Lots  79,  80, 
Borough  of  Manhattan,  Community  Board  #2,  Alt.  No. 
934-73,  re-  reconstruction  of  two  existing  buildings  for 
multiple  dwelling,  R6  district. 


289-74-A — B.M. — 13  to  15  Jones  Street,  west  side,  145 
feet  south  of  West  4th  Street,  Block  590,  Lots  79,  80, 
Borough  of  Manhattan,  Alt.  No.  934-73,  re-  egress,  stair, 
floor  area  ratio,  R6  district. 


290-74-A — B.Q. — 26-19  212th  Street,  east  side,  176.29  feet 
south  of  26th  Avenue,  Block  5999,  Lot  13,  Bayside, 
Borough  of  Queens,  Alt.  No.  253-74,  re-  proposed  use  of 
first  floor  as  medical  offices,  R2  district. 


291-74-BZ — B.B. — 162  Graham  Avenue,  east  side,  25  feet 
south  of  Montrose  Avenue,  Block  3062,  Lot  7,  Borough 
of  Brooklyn,  Community  Board  #1,  Alt.  No.  23-73,  re¬ 
proposed  group  medical  center,  R6  district. 


292-74-BZ— B.Q. — 95-25  Queens  Boulevard,  north  side 
from  62nd  Drive  to  Junction  Boulevard,  Block  2079,  Lot 
1,  Rego  Park.  Borough  of  Queens,  Community  Board 
#6,  N.B.  794-73,  re-  reduction  of  required  parking,  C4-2 
district. 


293- 74-SA — -The  Ansul  Company,  ansul  1301  clean  agent 
fire  control  system,  manufactured  by  The  Ansul  Com¬ 
pany,  Appliance. 

294- 74-BZ — B.R. — 3333  Hylan  Boulevard,  northwest  cor¬ 
ner  of  Spratt  Avenue,  Block  4987,  Lot  1,  Bay  Terrace, 
Borough  of  Richmond,  Community  Board  #4,  Alt.  No. 
326-71,  re-  proposed  extension  to  existing  restaurant,  bar, 
and  cabaret,  R3-2  district. 


295-74-BZ — B.M. — 666  Fifth  Avenue,  northwest  corner 
of  West  52nd  Street,  Block  1268,  Lot  34,  Borough  of 
Manhattan,  Community  Board  #5,  Alt.  No.  328-74,  re¬ 
addition  of  entertainment  to  eating  and  drinking  place. 


296-74-BZ— B.Q.— 61-51  to  61-59  220th  Street,  and  220-01 
to  220-11  64th  Avenue,  northeast  corner,  Block  7610,  Lot 
46,  Bayside,  Borough  of  Queens,  Community  Board  #11, 
Alt.  No.  256-73,  re-  proposed  off-street  parking,  R4 
district. 


Restored  to  Docket 

525-73-BZ — Vol.  II — B.Q. — 33-64  191st  Street,  west  side, 
200  feet  north  of  35th  Avenue,  Block  5259,  Lot  38,  Flush¬ 
ing,  Borough  of  Queens,  N.B.  1090-72,  re-  Proposed 
two  family  dwelling,  etc.  R2  district. 


526-73-BZ — Vol.  II — B.Q. — 33-60  191st  Street,  west  side, 
238.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  36, 
Flushing,  Borough  of  Queens,  Alt.  996-72,  Re-  Lot  area 
dwelling  unit  and  floor  area  ratio,  etc.  R2  district. 


525-73-BZ — Vol.  II — B.Q. — 33-56  191st  Street,  west  side, 
281.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  33, 
Flushing,  Borough  of  Queens,  N.B.  1086-72,  Re-  Pro¬ 
posed  two  family  dwelling.  R2  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department:  F.D. — Fire  Department. 


JUNE  11,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  11, 1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

405-73-A 

APPLICANT — Rampulla  Associates  for  Cacciamani  Broth¬ 
ers,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent — appeal  pursuant  to  Section  36,  Article  3  of  the 
General  City  Law  re-  building  not  on  legally  mapped  street ; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 1632  Richmond  Terrace,  south 
side,  105.7  feet  west  of  Tompkins  Center,  Block  187,  Lot 
42,  West  New  Brighton,  Borough  of  Richmond. 
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743-72-BZ 

APPLICANT— Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  long  term  lessee ;  Utopia  Associates,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  May  15,  1974 _ 

decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  73-211  of  the  Zoning  Resolution, 
permitting  in  a  C2-2  district,  the  erection  and  maintenance 
of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED — 181-08  Horace  Harding  Ex¬ 
pressway  and  69-05  Utopia  Parkway,  southeast  corner, 
Block  /070,  Lot  2,  Flushing,  Borough  of  Queens. 

397-53-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Caroline  Della 
Monica,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  12,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  erection  and 
maintenance  of  a  two  car  garage,  a  four  car  garage,  and  a 
fourteen  car  garage  in  addition  to  existing  five  car  garage. 

PREMISES  AFFECTED — 178-180  15th  Street,  south  side, 
278  feet  east  of  4th  Avenue,  Block  1047,  Lots  22  and  23, 

.  Borough  of  Brooklyn. 

11-49-BZ — VoL  II 

APPLICANT — Robert  S.  Garson  for  Benenson  Equities 
Company — Benenson  Investment  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex- 
\  tension  of  term  of  variance  which  expires  November  17, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7c,  7e,  7h,  7  A  and  21  of 
the  Zoning  Resolution,  permitting  in  the  local  retail  use, 
D  area  district  portion  of  the  plot,  the  erection  and  mainte¬ 
nance  of  stores  and  a  super-market  using  more  than  the 
area  permitted,  with  off  street  parking  at  rear  of  stores  for 
customers’  and  employees’  cars,  extending  into  the  resi¬ 
dence  use  portion  of  the  plot,  with  entrances  and  curb  cuts 
nearer  to  the  residence  use  district  than  is  permitted;  and 
permitting  a  business  sign  above  the  level  of  the  1st  (first) 
story  in  the  local  retail  use  portion  of  plot. 

’REMISES  AFFECTED— 234-01  to  234-35  Merrick  Boule¬ 
vard,  northwest  corner  of  Laurelton  Parkway,  Block  12975, 
Lot  1,  Laurelton,  Borough  of  Queens. 

82-56-BZ — Vol.  II 

APPLICANT  Lama  and  Vassalotti  for  Texaco,  Incorpo¬ 
rated,  owner. 

•UBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  21, 
1974 — decision  of  the  Borough  Superintendent ;  previously 
'  granted  on  condition  under  Sections  7f,  7i,  7e  and  7 A  of 
the  Zoning  Resolution,  permitting  in  a  retail  use  district, 

■  the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  minor  auto  repairs,  car  washing,  storage,  office 
and  sales,  parking  and  storage  of  motor  vehicles  with  show 
window  and  sign  less  than  75  feet  from  a  residence  use 
district 

•REMISES  AFFECTED— 195-06  to  195-24  (195-02  offi¬ 
cial)  Northern  Boulevard,  south  side  from  195th  to  196th 
Street,  43-01  to  43-09  195th  Street,  and  43-02  to  43-10 
196th  Street,  Block  5519,  Lot  1,  Flushing,  Borough  of 

Queens. 

X)-58-BZ 

: 

PPLICANT — Lama  and  Vassalotti  for  Judith  Rothberg 
one  of  the  executors  of  the  Estate  of  Louis  Jablowsky, 

owner. 


SUBJECT — Application  for  consideration — request  to  waive 
t  ic  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  March  17,  1974— decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Sections  7e,  7c,  7i  and  7A  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  with 
accessory  uses  of  lubritorium,  auto  washing — non  auto¬ 
matic,  office,  sale  of  accessories,  minor  repairs  with  hand 
tools  only,  safety  inspection  station  and  the  parking  and 
storage  of  motor  vehicles  with  business  sign  and  show 
windows  within  75  feet  of  a  residence  use  district. 

AFFECTED — 7214-7224  20th  Avenue  and 
1/73-1783  73rd  Street,  northwest  corner,  Block  6195,  Lots 
43  and  48,  Borough  of  Brooklyn. 


531-58-BZ 

APPLICANT — Camilla  Loria,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  14,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso- 
tion,  permitting  in  a  residence  use  district,  on  a  plot  with 
an  existing  two-story  dwelling,  the  use  of  the  unbuilt  upon 
portion  of  the  premises  for  a  parking  lot  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 170-180  McKinley  Avenue  and 
408-414  Autumn  Avenue,  southwest  corner,  Block  4170, 
Lot  21,  Borough  of  Brooklyn. 


58-24-BZ 

APPLICANT— Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
21  of  the  Zoning  Resolution,  permitting  partly  in  business 
and  partly  in  residence  use  districts,  the  alteration  of  a 
garage  (previously  granted  by  the  Board),  which  now  has 
permit  for  sale  of  gasoline,  to  include  a  gasoline  service 
station  in  conjunction  with  adjoining  premises. 

PREMISES  AFFECTED — 32-62  77th  Street,  west  side,  100 
feet  north  of  Northern  Boulevard,  Block  1172,  Lot  40 
(formerly  76-13  to  76-19  Northern  Boulevard,  northwest 
corner  of  77th  Street,  Block  1172,  Lots  40  and  45)  Jackson 
Heights,  Borough  of  Queens. 


630-73-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  A  &  S  Pork 
Store,  Incorporated,  owner. 

SUBJECT  Application  November  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  within  an  R4  district, 
in  an  existing  two  story  building  the  erection  of  a  one 
story  enlargement  to  the  retail  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 361  Avenue  X,  north  side,  60 
feet  west  of  East  1st  Street,  Block  7176,  Lot  41,  Borough 
of  Brooklyn.  Community  Board  #13. 

Laid  over  from  May  7,  1974  for  hearing  at  the  request 

of  the  Community  Board. 


639-73-BZ 

APPLICANT — Sheldon  Lobel  for  Rita  Traulsen,  owner. 

SUBJECT— Application  December  3,  1973— decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  N.  Y.  C.  Charter 
to  permit  in  R2  district  on  a  lot  with  less  than  the  required 
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lot  area  and  lot  width,  the  erection  of  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  dwelling  unit 
and  encroaches  front  and  side  yards. 

PREMISES  AFFECTED— 221-23  Corbett  Road,  northwest 
corner  of  222nd  Street,  Block  6185,  Lot  9,  Bayside,  Bor¬ 
ough  of  Queens.  Community  Board  #11. 

640-73-BZ 

APPLICANT— Sheldon  Lobel  for  Rita  Traulsen,  owner. 

SUBJECT— Application  December  3,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  N.  Y.  C.  Charter  to 
permit  in  an  R2  district  on  a  plot  with  less  than  the 
required  lot  area  and  lot  width,  the  erection  of  4,  two 
family  dwellings  that  exceeds  the  permitted  floor  area  ratio, 
has  less  than  the  required  open  space  ratio  and  lot  area 
per  dwelling  unit  and  encroaches  on  the  required  side  and 
rear  yard. 

PREMISES  AFFECTED— 221-25  Corbett  Road,  northwest 
corner  of  222nd  Street,  Block  6185,  Lot  1,  Bayside,  Bor¬ 
ough  of  Queens.  Community  Board  #11. 


641-73-BZ 

APPLICANT — Sheldon  Lobel  for  Rita  Traulsen,  owner. 

SUBJECT — Application  December  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  N.  Y.  C.  Charter,  to 
permit  in  an  R2  district,  on  a  plot  with  less  than  the  re¬ 
quired  lot  area  and  lot  width,  the  erection  of  two  family 
dwellings  that  exceeds  the  permitted  floor  area  raitio,  has 
less  than  the  required  open  space  ratio  and  lot  area  per 
dwelling  unit  and  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED— 221-17  Corbett  Road,  northwest 
corner  of  222nd  Street,  Block  6185,  Lot  11,  Bayside,  Bor¬ 
ough  of  Queens.  Community  Board  #11. 


642-73-BZ 

APPLICANT — Sheldon  Lobel  for  Rita  Traulsen,  owner. 

SUBJECT — Application  December  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  N.  Y.  C.  Charter  to  permit  in 
an  R2  district,  on  a  plot  with  less  than  the  required  lot 
area  and  lot  width,  the  erection  of  two  family  dwellings 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  and  lot  area  per  dwelling 
unit  and  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 221-15  Corbett  Road,  northwest 
corner  of  222nd  Street,  Block  6185,  Lot  13,  Bayside,  Bor¬ 
ough  of  Queens.  Community  Board  #11. 


643-73-BZ 

APPLICANT — Sheldon  Lobel  for  Rita  Traulsen,  owner. 

SUBJECT — Application  December  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  N.  Y.  C.  Charter,  to  permit  in 
an  R2  district,  on  a  plot  with  less  than  the  required  lot 
area  and  lot  width,  the  erection  of  two  family  dwellings 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  and  lot  area  per  dwelling 
unit  and  encroaches  on  the  required  front  and  side  yards. 

PREMISES  AFFECTED— 221-11  Corbett  Road,  northwest 
corner  of  222nd  Street,  Block  6185,  Lot  15,  Bayside,  Bor¬ 
ough  of  Queens.  Community  Board  #11. 


81-74-BZ 

APPLICANT — A.  H.  Salkowitz-Carl  Heimberger  for 
Waldbaum’s  64,  Incorporated,  owner. 


SUBJECT — Application  February  19,  1974 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R6  and  Cl-2  dis¬ 
trict,  the  erection  of  a  one  story  enlargement  to  an  existing 
supermarket  previously  before  the  Board  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 97-27  57th  Avenue,  northwest 
corner  of  98th  Street,  Block  1906,  Lot  1,  Corona,  Borough 
of  Queens.  Community  Board  #4. 


106-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-02  78th  Street,  west  side, 
270.62  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  21, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


107-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requrements. 

PREMISES  AFFECTED— 87-04  78th  Street,  west  side, 
290.08  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  22, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


108-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-06  78th  Street,  west  side, 
309.52  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  23, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


109-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-08  78th  Street,  west  side, 
328.96  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  24, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


110-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 
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PREMISES  AFFECTED — 87-10  78th  Street,  west  side, 
348.40  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  25, 
Woodhaven,  Borough  of  Queens,  Community  Board  #9. 


111-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED — 87-12  78th  Street,  west  side, 
348.34  feet  north  of  88th  Avenue,  Block  8908,  Lot  26, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


112- 74-BZ 

1  APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 
PREMISES  AFFECTED — 87-14  78th  Street,  west  side, 

328.90  feet  south  of  88th  Avenue,  Block  8908,  Lot  27, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

113- 74-BZ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED — 87-16  78th  Street,  west  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  28, 

;  Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

114- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-18  78th  Street,  west  side, 
290  feet  north  of  88th  Avenue,  Block  8908.  Lot  29,  Wood¬ 
haven,  Borough  of  Queens.  Community  Board  #9. 

115- 74-BZ  ‘ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc- 
i  tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED — 87-19  77th  Street,  east  side, 
pO  feet  north  of  88th  Avenue.  Block  8908,  Lot  56,  Wood- 
.  ”avcn,  Borough  of  Queens.  Community  Board  #9. 

U6-74-BZ 

APPLICANT— -McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 


SUBJ”ECT  Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

^  ?S^JiSxES  EFFECTED — 87-17  77th  Street,  east  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  57, 
Woodhaven,  Borough  of  Queens.  Community  #9. 


117-74-BZ  “ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-15  77th  Street,  east  side, 

328.90  feet  north  of  88th  Avenue,  Block  8908,  Lot  58 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


118- 74-BZ 

APPLICANT-— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED-87-13  77th  Street,  east  side, 
348.34'  feet  north  of  88th  Avenue,  Block  8908,  Lent  59, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

119- 74-BZ  “ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  story  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement 

PREMISES  AFFECTED— 87-11  77th  Street,  east  side, 
337.34  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  60, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

120- 74-BZ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED — 87-09  77th  Street,  east  side, 

317.90  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  61, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


121-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement 

PREMISES  AFFECTED — 87-07  77th  Street,  east  side, 
298.26  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  62, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 
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122-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  March  1,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-05  77th  Street,  east  side, 
278.82  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  63, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


123-74-BZ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-03  77th  Street,  east  side, 
259.36  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  64, 
Woodhaven,  Borough  of  Queens. 


170-74-BZ 

APPLICANT— Samuel  Lindenbaum  of  Lindenbaum  & 
Young  for  Barmic  Company,  owner. 

SUBJECT— Applicant  March  21,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  71-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  C5-2  district  the  erection  of  a  26  story  mul¬ 
tiple  dwelling  without  the  required  accessory  parking. 

PREMISES  AFFECTED — 40-52  Lexington  Avenue  and 
131  East  24th  Street,  northwest  corner,  Block  880,  Lots 
19,  69,  Borough  of  Manhattan.  Community  Board  #5. 


196-74-BZ 

APPLICANT — Atkin  &  Bassolino  for  Corrino  Civetta, 
owner,  New  York,  State  Department  of  Labor,  Unemploy¬ 
ment  Insurance  Division,  lessee. 

SUBJECT — Application  April  3,  1974— decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R5  and  Cl -8  district,  the  erection 
of  a  three  story  and  cellar  office  building  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED— 1970  to  1974  to  White  Plains 
Road,  east  side,  110.93  feet  north  of  Sagamore  Street, 
Block  4267,  Lots  8,  12,  14,  Borough  of  The  Bronx.  Com¬ 
munity  Board  #11. 


555-73-BZ 

APPLICANT — McGee  and  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 75-11  164th  Street,  east  side, 

80.24  feet  north  of  75th  Road,  Block  6966,  Lot  31,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #12. 

Laid  over  from  May  14,  1974,  for  continued  hearing. 


556-73-BZ 

APPLICANT — McGee  and  Morsellino  for  Marsa  Building 

Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
enroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 75-13  164th  Street,  east  side, 

60.24  feet  north  of  75th  Road,  Block  6966,  Lot  29,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #12. 

Laid  over  from  May  14,  1974,  for  continued  hearing. 


557-73-BZ 

APPLICANT — McGee  and  Morsellino  for  Marsa  Building 

Corporation,  owner. 

SUBJECT — Application  October  16,  1973- — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 75-15  164th  Street,  east  side, 

40.24  feet  north  of  75th  Road,  Block  6966,  Lot  27,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #8. 

Laid  over  from  May  14,  1974,  for  continued  hearing. 

JOSEPH  B.  KLEIN,  Chairman 


JUNE  11,  1974,  2  P.M. 

NOTICE  IS  HERBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  June  11,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

624-73-A 

APPLICANT — Louis  Lieberman  for  Gregory  Flyer,  owner. 
SUBJECT — Application  November  20,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  provision  of 
tow  exists  from  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 8621  18th  Avenue,  east  side, 
194.8  feet  south  of  86th  Street,  Block  6369,  Lot  36,  Borough 
of  Brooklyn. 

126-74-A 

APPLICANT — Joseph  B.  Raia  for  Joseph  Raia,  owner. 
SUBJECT — Application  March  6,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street 

PREMISES  AFFECTED — 12  Schubert  Street  west  side. 
110.00  feet  south  of  St.  Johns  Avenue,  Block  3007,  Lot  13. 
Rosebank,  Borough  of  Richmond. 

138-74-A 

APPLICANT — Clinton  Brown  for  Kingsland  Estate,  In¬ 
corporated,  owner. 

SUBJECT — Application  March  7,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-sprinkler  system. 
PREMISES  AFFECTED — 343-355  Kingsland  Avenue,  west 
side,  180  feet  north  of  Norman  Avenue,  Block  2608,  Lots 
78,  79  and  82,  Borough  of  Brooklyn. 
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139-74-A 

APPLICANT — Clinton  Brown  for  Kingsland  Estate,  In¬ 
corporated,  owner. 

SUBJECT — Application  March  7,  1974 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 337-341  Kingsland  Avenue,  west 
side,  95  feet  north  of  Norman  Avenue,  Block  2608,  Lots  84 
and  85,  Borough  of  Brooklyn. 


148-74- A 

APPLICANT — Frederick  J.  Fox  for  Arlen  Realty  &  De¬ 
velopment  Corporation,  owner;  Lerner  Stores  Corporation, 
lessee. 

SUBJECT — Application  March  11,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  re-entry  from  stair¬ 
ways. 

PREMISES  AFFECTED — 460  West  33rd  Street  and  404 
Tentli  Avenue,  east  side,  between  31st  and  33rd  Streets, 
Block  729,  Lot  1,  Borough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 


JUNE  18,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  June  18,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

623-73-BZ 

APPLICANT — Louis  Lieberman  for  Gregory  Flyer,  owner. 
SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  November  20,  1973 — decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  Cl-2  and  R5  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  automobile 
repair  shop. 

PREMISES  AFFECTED — 8621  18th  Avenue,  east  side, 
194.8  feet  south  of  86th  Street,  Block  6369,  Lot  36,  Borough 
of  Brooklyn. 


970-67-BZ 

APPLICANT — Noah  N.  Sherman  for  1110  Third  Avenue 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  May  7,  1974 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
Cl-9  district,  in  an  existing  four  story  building  the  exten¬ 
sion  of  the  commercial  occupancy  to  include  the  third  and 
fourth  floors. 

PREMISES  AFFECTED — 1110-1112  Third  Avenue,  north¬ 
west  corner  of  East  65th  Street,  Block  1400,  Lots  33  and 
34,  Borough  of  Manhattan. 


707-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Charles  Gold- 
farb  and  Robert  Pomerantz,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of 
a  two  story  and  cellar  office  and  residential  building  that 
encroaches  on  the  required  front  yard. 


PREMISES  AFFECTED — 8703  Flatlands  Avenue,  north¬ 
east  corner  of  East  87th  Street,  Block  8008,  Lots  9  and 
10,  Borough  of  Brooklyn. 

816-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Billinghurst 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  June  26,  1974 
and  for  amendment — decision  of  the  Borough  Superinten¬ 
dent  ;  previously  granted  on  condition  under  Sections 
11-412,  11-413  and  72-21  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  Cl-2  and  R3-2  district,  on  a  plot  with  a  one 
story  building  that  was  previously  before  the  Board,  the 
change  in  occupancy  from  bowling  lanes  to  stores  and  en¬ 
largement  in  floor  area  for  use  as  a  supermarket. 

PREMISES  AFFECTED — 1650  Richmond  Avenue,  west 
side,  245.56  feet  north  of  Victory  Boulevard,  Block  2236, 
Lot  125,  Bull’s  Head,  Borough  of  Richmond. 


132-58-BZ 

APPLICANT — Louis  Lieberman  for  Catherine  Albina, 
Mary  and  Virginia  Bartley,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  31, 
1974 — decision  of  the  Borough  Superintendent,  permitting 
in  a  residence  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  minor  auto  re¬ 
pairs,  car  wash,  storage,  office  and  sales  and  the  parking 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 17-39  to  17-61  (17-55  official) 
Francis  Lewis  Boulevard,  157-63  to  157-71  18th  Avenue, 
northeast  corner,  157-52  to  157-64  17th  Road  and  17-38  to 
17-48  160th  Street,  Block  4747,  Lot  31,  Whitestone,  Bor¬ 
ough  of  Queens. 


191-46-BZ — Vol.  II 

APPLICANT — William  J.  Calise  for  Rose  Polomba,  Frank 
Vivolo,  Angelo  Vivolo  and  Vincent  Vivolo,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  7,  1974 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7a  and  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  extension 
of  the  restaurant,  banquet  hall,  meeting  room  and  occu¬ 
pancy  by  two  families. 

PREMISES  AFFECTED — 8821-8829  26th  Avenue,  south 
side,  210  feet  east  of  Harway  Avenue,  Block  6897,  Lot  18, 
Borough  of  Brooklyn. 


240-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Edward  DiBene- 
detto  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  the  erection  and  maintenance  of  a 
structure  in  the  business  use  district  portion  of  the  lot,  to 
be  used  as  a  body  and  fender  repair  shop,  auto  repair  shop, 
car  and  motor  washing,  welding,  painting  and  spraying  and 
office  and  gasoline  pump  within  building  owners  use  only, 
and  parking  of  cars  awaiting  service  and  the  storage  of 
kerosene  and  gasoline  in  buried  tanks,  owners  use  only, 
in  the  residence  use  district  portion  of  the  plot. 

PREMISES  AFFECTED — 207-22  Northern  Boulevard, 
south  side,  350.33  feet  actual  (340.33  feet,  mapped)  west 
of  Oceania  Street,  Block  7305,  Lot  19,  tentative,  (formerly 
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207-22  to  207-24  (207-22  official)  Northern  Boulevard, 
south  side,  350  feet  west  of  Oceania  Avenue,  and  206-35 
to  206-37  45th  Road,  Block  7305,  Lot  19)  Bayside,  Bor¬ 
ough  of  Queens. 


19-73-A 

APPLICANT — Charles  A.  Brown  for  The  Presbyterian 
Hospital  in  the  City  of  New  York,  owner. 

SUBECT — Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  re-  water  supply  for  sprinkler  system ;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 622  West  168th  Street,  3959- 
3975  Broadway,  627-635  West  165th  Street,  180  Fort  Wash¬ 
ington  Avenue,  entire  block,  Block  2138  Lots  1,  8,  30,  40, 
Borough  of  Manhattan. 


54-74-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Frank  Nolan, 
owner ;  Four  Green  Fields,  lessee. 

SUBJECT — Application  February  4,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  the  maintenance 
of  a  one  story  enlargement  to  an  existing  eating  and 
drinking  establishment  without  restriction. 

PREMISES  AFFECTED — 46-19  48th  Avenue,  northwest 
corner  of  47th  Street,  Block  2284,  Lot  53,  Woodside,  Bor¬ 
ough  of  Queens.  Community  Board  #2. 


65-74-BZ 

APPLICANT — Atkin  &  Bassolino  for  Bestofall  Realty,  In¬ 
corporated,  owner. 

SUBJECT — Application  February  7,  1974— decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the  change 
in  use  of  an  existing  automobile  service  station  previously 
before  the  Board  to  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 4728-4736  White  Plains  Road 
and  701-707  St.  Quen  Street,  northeast  corner,  Block  5113, 
Lot  21,  Borough  of  The  Bronx.  Community  Board  #13. 


67-74-BZ 

APPLICANT — Abraham  Grossman  for  F.B.N.  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  February  13,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  the 
maintenance  of  an  enlargement  to  the  third  and  fourth 
floor  of  a  4  story  building  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio,  rear  yard  and  outer 
court  encroachment. 

PREMISES  AFFECTED— 108  West  78th  Street,  south 
side,  130  feet  west  of  Columbus  Avenue,  Block  1149,  Lot 
38,  Borough  of  Manhattan.  Community  Board  #7. 


68-74-BZ 

APPLICANT — Kenneth  H.  Koons  for  Gus  S.  Santoro, 
owner. 

SUBJECT — Application  February  13,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  and  R6  district,  the 
construction  and  maintenance  of  an  open  automobile  sales 
establishment. 

PREMISES  AFFECTED — 2467  Westchester  Avenue, 
north  side,  145.16  feet  east  of  Rowland  Street,  Block  3974, 
Lot  50,  Borough  of  The  Bronx.  Community  Board  #9. 


80-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Susan  Usdan, 
owner ;  Reception  House,  lessee. 

SUBJECT — Application  February  19,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  restaurant 
cabaret  and  catering  establishment. 

PREMISES  AFFECTED— 160-06/08  Northern  Boulevard, 
south  side,  318.17  feet  east  of  159th  Street,  Block  5335, 
Lot  53,  Flushing,  Borough  of  Queens.  Community  Board 

#7. 

220-74-BZ 

APPLICANT — Aaron  Halpern  Associates  for  23-14  122nd 
Street  Realty  Corporation,  owner. 

SUBJECT — Application  April  17,  1974 — decision  of  the 
Borough  Superintendent  under  Section  73-63  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  second  floor  enlargement  to  an  existing  manufactur¬ 
ing  establishment. 

PREMISES  AFFECTED— 23-14  122nd  Street,  west  side, 
100  feet  south  of  23rd  Avenue,  Block  4224,  Lot  28,  Col¬ 
lege  Point,  Borough  of  Queens.  Community  Board  #7. 

151- 73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  encroaches 
on  the  required  rear  yard  equivalent  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 
Community  Board  #8. 

Laid  over  from  April  9,  1974,  for  continued  hearing, 

at  the  request  of  the  applicant. 

152- 73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — filed  pursuant  to 
multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 

619-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Cong.  Agudath 
Sholom  of  Flatbush,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-2  and  R5  district,  the 
enlargement  in  area  of  an  existing  Synagogue,  Community 
Center  and  Banquet  Hall  that  encroaches  on  the  required 
side  yards. 

PREMISES  AFFECTED — 890  Coney  Island  Avenue,  west 
side,  118.93/8  feet  north  of  18th  Avenue,  Block  5403,  Lots 
26  and  40,  Borough  of  Brooklyn. 

Laid  over  from  April  23,  1974,  for  continued  hearing. 

JOSEPH  B.  KLEIN,  Chairman 
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JUNE  18,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  18,  1974  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

14-74-BZY — B.B. — 3110  Farragut  Place — Block  4995,  Lot 
20— N.B.  468-73,  Borough  of  Brooklyn. 


588-73-A 

APPLICANT — Sheldon  Lobel  for  345  Park  South  Asso¬ 
ciation,  owner. 

SUBJECT — Application  November  5,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  re-entry  from  stair¬ 
ways. 

PREMISES  AFFECTED — 343-361  Park  Avenue  South, 
northeast  corner  of  East  25th  Street,  Block  881,  Lot  1, 
Borough  of  Manhattan. 


140-74-A 

APPLICANT — J.  J.  McKinney — GAF  Corporation  for  Clo- 
pay  Corporation,  owner. 

SUBJECT — Application  March  8,  1974 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combustible 
mixture  known  as  “GAF  2506  Toner  Premix”  in  thirty- 
two  (32)  ounce  polyethylene  bottles  with  plastic  screw  top, 
not  in  compliance  with  regulations  of  the  Administrative 
Code  of  New  York  City. 


161- 74-A 

APPLICANT — limothy  P.  Stitt  for  Shrader  Packaging, 
Incorporated,  owner. 

SUBJECT — Application  March  18,  1974 — appeal  from  a  de¬ 
cision  of  the  hire  Commissioner  re-  packaging  of  combusti¬ 
ble  mixture  known  as  K  Mart  Radiator  Fast  Flush  in  12 
ounce  sanitary  metal  without  replaceable  cap  containers  not 
in  compliance  with  regulations  of  Administrative  Code  of 
New  York  City. 

162- 74-A 

APPLICANT — Timothy  P.  Stitt  for  Shrader  Packaging  In¬ 
corporated,  owner. 

SUBJECT — Application  March  18,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  packaging  of 
combustible  material  known  as  Bowman  Radiator  Fast 
Flush  in  12  ounce  sanitary  metal  without  replaceable  cap, 
containers  not  in  compliance  with  regulations  of  Adminis¬ 
trative  Code  of  New  York  City. 

163- 74-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 

OWNER  OF  PREMISES — Deepdale  General  Hospital. 

SUBJECT — Application  March  18,  1974 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 55-15  Little  Neck  Parkway,  east 
side  of  Horace  Harding  Expressway,  Block  8400,  Lot  24, 
Douglaston,  Borough  of  Queens. 

JOSEPH  B.  KLEIN,  Chairman 
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SPECIAL  MEETING 

THURSDAY  MORNING,  MAY  9,  1974,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Carroll,  and 
Commissioner  Walsh. 


2-74-BZ 

APPLICANT — Peirez,  Ackerman  &  Levine  for  St.  Anas¬ 
tasia’s  Roman  Catholic  Church,  owner ;  4105  Church  Ave¬ 
nue  Realty  Corporation,  contract  vendee. 

SUBJECT — Application  January  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2,  R3-2  and  Rl-2  district, 
the  erection  of  a  two  level  shopping  mall  with  retail  stores 
and  supermarket  that  will  create  non-compliance  within 
the  residential  front  and  side  yards,  has  less  than  the  re¬ 
quired  accessory  parking  and  with  off-site  parking. 

PREMISES  AFFECTED— 245-01  to  245-41  Northern 
Boulevard,  north  side,  140  feet  east  of  244th  Street,  Block 
8112,  Lots  106,  11  and  17,  Douglaston,  Borough  of  Queens. 
Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel,  Sam  Feinerman,  John 
Burdis,  Edward  J.  Sharsky,  Joel  A.  Miele,  Louis  L. 
Rosenberg,  Benjamin  Perrotta,  Frederick  Saphier,  Rev. 
William  T.  Smith  and  others. 

For  Opposition:  Edward  L.  Sadowski,  Lee  Misiti,  Isadore 
Gubernick,  J.  Feigenbaum,  David  Berke,  Mary  Smith, 
Barbara  Agnelli,  Ralph  Kamhi,  Morris  Levine,  Lois 
Gubernick,  Joan  Garippa,  Elizabeth  Dwyer,  Marjorie 
Pozderec,  Jenny  Vilbig,  J.  Stanley  Shaw,  Virginia  Dent, 
Edward  J.  Ledogar  and  many  others. 

ACTION  OF  BOARD— Laid  over  to  May  30,  1974,  at  10 
A.M.,  for  continued  hearing,  at  the  request  of  the  Environ¬ 
mental  Protection  Administration,  pending  their  report  and 
further  submissions  from  interested  agencies. 


Adjourned:  12:55  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  MORNING,  MAY  14,  1974,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 

The  minutes  of  the  regular  meeting  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  April  30,  1974,  were 
approved  as  printed  in  the  Bulletin  of  May  9,  1974,  Vol.  59, 
No.  19. 


620-71- A 

APPLICANT — Charles  M.  Spindler  for  Cong.  Agudath 
Sholom  of  Flatbush,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  September  2,  1971 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 890  Coney  Island  Avenue,  west 
side,  118.934  feet  north  of  18th  Avenue,  Block  5403,  Lots 
26  and  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 


ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  . 0 

381-27-BZ— Vol.  IV 

APPLICANT — Joseph  G.  Shields  for  Cord  Meyer  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  July  5,  1972 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Sections  7h  and  21  of  the  Zoning  Resolution, 
permitting  in  a  business  and  residence  use  district,  the 
use  of  premises  as  a  public  garage  for  more  than  5  motor 
vehicles  in  the  cellar  and  for  public  garage  for  more  than 
five  motor  vehicles  and  a  store  on  the  2nd  story  and  parking 
and  storage  for  more  than  five  motor  vehicles  on  an 
adjacent  land. 

PREMISES  AFFECTED — 88-09  Roosevelt  Avenue,  north 
side,  from  88th  to  89th  Street,  Block  1476,  Lot  34,  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  G.  Shields. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  . 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  7,  1957,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
May  14,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  7,  1957,  as  amended  through 
July  5,  1967,  only  as  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (Alt.  129-56) 

250-55-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
long  term  lessee ;  Francis  Pietracatella,  owner. 

SUBJECT — Application  for  consideration  to  withdraw  the 
application  to  reopen  for  extension  of  term  of  variance 
which  expired  May  6,  1973 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7c,  7f,  7i  and  7  A  of  the  Zoning  Resolution,  to 
permit  in  a  business  use  district  portion  of  a  plot  located 
in  a  business  and  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  car 
washing,  motor  vehicle  repairs,  storage  and  sale  of  acces¬ 
sories. 

PREMISES  AFFECTED — 1605  Hylan  Boulevard  and  320 
Raritan  Avenue,  southwest  corner,  Block  3336,  Lot  26, 
Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato 
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ACTION  Oh  THE  BOARD — Application  to  reopen  and 
extend  the  term  of  the  variance  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh .  5 

Negative :  . .  n 


944-64-BZ 

APPLICANT — Herbert  Gallin  for  Maria  Petrera,  owner. 
SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  6,  1974^ _ 

decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  permitting  in  an  R5  district,  the  enlargement  in  area 
of  a  parking  lot  previously  granted  by  the  Board. 

PREMISES  AFFECTED — 3544  Eastchester  Road,  east 
side,  100  feet  south  of  Needham  Avenue,  1211  Mickle 
Avenue,  Block  4726,  Lots  9  and  37,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Gerald  Levy. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  . q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  9,  1965,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  14,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  r copctt  ami  amend  the  resolution  adopted  on  February 
9,  1965.  as  amended  through  March  18,  1969  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .;  on  condition  that  all 
fences  and  screening  be  painted  a  uniform  color  on  both 
sides ;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  he  complied  with  in  all  respects;  and 
that  a  new  Certificate  of  Occupancy  shall  be  obtained.” 
(Alt.  356-64) 


744-69-BZ 

APPLICANT— Samuel  H.  Lindenbaum  for  New  York 
University,  owner. 

SUBJ  EC  1  — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  27, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  72-21  and  73-641  of 
the  Zoning  Resolution,  permitting  in  an  R7-2  district,  the 
erection  of  an  11  story  enlargement  to  a  university  struc¬ 
ture  that  exceeds  the  permitted  floor  area  ratio  and  lot 
coverage  and  penetrates  the  sky  exposure  plane. 

PREMISES  A1TECTED — 80  Washington  Square  East 
northeast  corner  of  West  4th  Street,  Block  546,  Lots  1,  3 
5,  8,  10,  11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

ACI  ION  Oh  BOARD — Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  c 

Negative :  . .!!....! .  q 

THE  RESOLUTION— 

A^y.YE?7A^’o7nis  applica*ion  was  granted  by  the  Board  on 
Marcli  1/,  iy/0,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  March  27,  1973;  and 

\\  hereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

that  the  Board  of  Standards  and  Appeals  does 
7  io7n  ^  and  amend  the  resolution  adopted  on  March 
/,  1970,  as  amended  through  March  27,  1973,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this 
poi  tion  of  the  resolution  shall  read : 

that  substantial  construction  shall  be  completed  within 
(N  if^n  4  69 )U  tllG  datC  °f  tllis  amcnde(1  resolution.” 


616-72-BZ  - - 

AVi1>iVl|C/fNur~i^icg°  Associates  for  Congregation  Beth 
Hillel  of  Washington  Heights,  Incorporated,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  9 
}  974,  and  for  amendment— decision  of  the  Borough  Super¬ 
intendent ;  previously  granted  on  condition  under  Section 
/_-_l  of  the  Zoning  Resolution,  permitting  in  an  R7-2  dis¬ 
trict  tlie  erection  of  a  seven  story  and  cellar  health  related 
facility  that  exceeds  the  permitted  lot  coverage  and  height 
of  the  fiont  wall  and  encroaches  on  the  required  rear  yard. 

1  AFFECTED— 10  Wadsworth  Terrace,  south 

side  ,0  feet  east  of  West  188th  Street,  Block  2170,  Lot 
383,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sol  Niego. 

AL  I  ION  Ol*  BOARD — Application  reopened,  time  to 
complete  work  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  e 

Negative  :  . .  q 

THE  RESOLUTION— 

Whereas  this  application  was  granted  by  the  Board  on 
January  9,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  pet  nuts  and  complete  work  and  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Tanuarv 
9,  1973,  by  adding  thereto: 

“that  the  premises  shall  conform  to  the  resolution 
adopted  by  the  City  Planning  Commission  on  December 

T  1()7^(SrLerIldar  No-  4)  granting  a  special  permit 
under  Cl  -2i.5_5 ;  and  that  substantial  construction  shall 
be  completed  within  one  year  from  the  date  of  this 
amended  resolution,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (N.B.  65-72) 


525-73-BZ — Vol.  II 

APPLICANT— Peter  Casini  for  William  Blake,  owner. 
SUBJECT— Application  for  consideration— reopening  as 
Volume  II  subject  to  regular  procedure— decision  of  the 
Borough  Superintendent;  previously  denied  under  Section 
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72-21  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
on  a  plot  with  less  than  the  required  lot  area  and  lot  width, 
the  erection  of  a  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  has  less  than  the  required  open 
space  ratio. 

PREMISES  AFFECTED— 33-64  191st  Street,  west  side, 
200  feet  north  of  35th  Avenue,  Block  5259,  Lot  38,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Peter  Casini. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  A.gusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  “ 

Negative :  . 


SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section  21 
of  the  Zoning  Resolution  permitting  partly  in  business  and 
partly  in  residence  use  districts,  the  alteration  of  a  garage 
(previously  granted  by  the  Board),  which  now  has  permit 
for  sale  of  gasoline,  to  include  a  gasoline  service  station  in 
conjunction  with  adjoining  premises. 

PREMISES  AFFECTED— 32-62  77th  Street,  west  side, 
100  feet  north  of  Northern  Boulevard,  Block  1172,  Lot  40 
(formerly  76-13  to  76-19  Northern  Boulevard,  Block  1172, 
Lot  40  (formerly  76-13  to  76-19  Northern  Boulevard, 
northwest  corner  of  77th  Street,  Block  1172,  Lots  40  and 
45)  Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Laid  over  to  June  11,  1974,  at 
10  A.M.,  Special  Order  Calendar. 


526-73-BZ— Vol.  II 


APPLICANT — Peter  Casini  for  William  Blake,  owner. 

SUBJECT— Application  for  consideration— reopening  as 
Volume  II  subject  to  regular  procedure— decision  of  the 
Borough  Superintendent;  previously  denied  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  K2  district, 
the  maintenance  of  a  two  family  dwelling  that  will  exceed 
the  permitted  floor  area  ratio  and  have  less  than  toe 
required  open  space  ratio  and  lot  area  per  dwelling  unit. 

PRFMISES  AFFECTED— 33-60  191st  Street,  west  side, 
238.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Peter  Casini. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Can  oil  and 

Commissioner  Walsh  . 

Negative:  . 


527-73-BZ— Vol.  II 

APPLICANT — Peter  Casini  for  William  Blake,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure— decision  of  the 
Borough  Superintendent:  previously  denied  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R2  district, 
on  a  plot  with  less  than  the  required  lot  area  and  lot  width, 
the  erection  of  a  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  has  less  than  the  required  open 
space  ratio. 

PREMISES  AFFECTED— 33-56  191st  Street,  west  side, 
281.6  feet  north  of  35th  Avenue,  Block  5259,  Lot  33,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Peter  Casini. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  .  0 


58-24-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 


543-58-BZ 

APPLICANT— Heller  and  Heller  for  Bow-Wow  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  March  17, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  and  business  use 
district,  the  parking  and  storage  of  more  than  five.  (5) 
motor  vehicles  for  patrons  and  employees  of  an  adjoining 
restaurant. 

PREMISES  AFFECTED— 92-05  163rd  Avenue,  northeast 
corner  of  92nd  Street,  Block  14066,  Lot  32  (formerly  Lots 
32  and  41 ) ,  Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hugh  M.  Heller. 

ACTION  OF  BOARD— Laid  over  to  June  25,  1974,  at 
10  A.M.,  Special  Order  Calendar,  for  consideration  and 
hearing. 


105-73-BZ 

APPLICANT— Sheldon  Lobel  for  Frandian  Associates, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Superin¬ 
tendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  C6-6  CRT 
the  erection  of  a  35  story  mixed  building  that  exceeds  the 
permitted  lot  area  requirements  and  lot  area  per  room  and 
penetrates  the  sky  exposure  planes. 

PREMISES  AFFECTED— 1752-1756  Broadway,  211  West 
56th  Street,  northeast  corner,  Block  1028,  Lot  17,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

ACTION  OF  BOARD— Laid  over  to  May  28,  1974,  at 
10  A.M.,  Special  .  Order  Calendar,  at  the  request  of  the 
Community  Planning  Board. 


555-73-BZ 

APPLICANT— McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT— Application  October  16,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
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encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

AFFECTED — 75-11  164th  Street,  east  side, 

80.24  feet  north  of  75th  Road,  Block  6966,  Lot  31,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

Tor  Opposition:  Wilbur  Kropf,  Stuart  Friedman,  Mary 
Basciano,  Rita  C.  Brooks,  Mary  E.  Kerk  and  May 
Haurptan. 

ACTION  OF  BOARD— Laid  over  to  June  11,  1974,  at 
10  A.M.,  for  continued  hearing. 

556-73-BZ  * 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT.  Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED — 75-13  164th  Street,  east  side, 

60.24  feet  north  of  75th  Road,  Block  6966,  Lot  29,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Mary  E.  Kerk,  May  Haurptan  and 
Wilbur  Kropf. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1974,  at 
10  A.M.,  for  continued  hearing. 

557-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED — 75-15  164th  Street,  east  side, 

40.24  feet  north  of  75th  Road,  Block  6966,  Lot  27,  Flush¬ 
ing,  Borough  of  Queens.  Communiity  Board  #8. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Mary  Basciano,  Rita  C.  Brooks  and 
Stuart  Friedman. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1974,  at 
10  A.M.,  for  continued  hearing. 


561-73-BZ 

APPLICANT — Adrianne  Ilventa,  owner. 

SUBJECT  Application  October  23,  1973— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
the  erection  of  a  one  story  enlargement  to  an  existing 
dwelling  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio  and  lot  area  per  room. 

ATFECTED — 336  East  16th  Street,  west  side, 
208  feet  north  of  Cortelyou  Road,  Block  5146,  Lot  62  Bor¬ 
ough  of  Brooklyn.  Community  Board  #14. 


APPEARANCES— 

For  Applicant :  Adrianne  Ilventa. 

For  Opposition:  None. 

A(m 'I??,  BOARD— Laid  over  to  May  21,  1974,  at 

clos  '<j  ’’  f°r  decision;  previously  inspected;  hearing 


631-73-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Street 
Corporation,  owner. 

SUBJECT— Application  November  27,  1973— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  on  a 
plot  with  less  than  the  required  lot  area,  the  maintenance 
of  a  one  family  dwelling. 

I  REMISES  AFFECTED — 801  Sheldon  Avenue,  north 
side,  200.02  feet  west  of  Marcy  Avenue,  Block  6884,  Lot 
135,  Huguenot,  Borough  of  Richmond.  Community  Board 
#4. 

APPEARANCES— 

Tor  Applicant:  David  C.  Winters,  Joseph  Barsalona  and 
Carol  H.  Barsalona. 

For  Opposition:  None. 

AC  1  ION  OF  BOARD — Laid  over  to  May  28,  1974,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing 
closed. 

88-74-BZ 

APPLICANT — Harry  Soled  for  1205  43rd  Street  Realty 
Corporation,  owner. 

SUBJECT— Application  February  21,  1974 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
within  an  existing  four  story  multiple  dwelling,  .the  erec¬ 
tion  of  a  public  stair  and  elevator  enlargement  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  innercourt  encroachment. 

PREMISES  AFFECTED — 4219  12th  Avenue  and  1205 
43rd  Street,  northeast  corner,  Block  5598,  Lot  1,  Borough 
of  Brooklyn.  Community  Board  #12. 

APPEARANCES— 

For  Applicant :  Harry  Soled  and  Leo  Zisman. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  28,  1974,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing 
closed. 

89-74-A 

APPLICANT — Harry  Soled  for  1205  43rd  Street  Realty 
Corporation,  owner. 

SUBJECT— Application  February  21,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  ventilation  of 
public  hall  and  recesses. 

P  ITEMISES  AFFECTED — 4219  12th  Avenue  and  1205  43rd 
Street,  northeast  corner,  Block  5598,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

Tor  Applicant:  Harry  Soled  and  Leo  Zisman. 

ACTION  OF  BOARD — Laid  over  to  May  28,  1974,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 

124-74-BZ  " 

APPLICANT— Leonard  F.  Rothkrug  for  James  Stout 
owner. 

SUBJECT— Application  March  1,  1974— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story  enlargement  to  an  existing  funeral  establishment 
with  an  apartment  on  the  second  floor. 

PREMISES  AFFECTED — 13-39  College  Point  Boulevard, 
east  side,  50  feet  north  of  14th  Avenue,  Block  399/,  Lot  7, 
College  Point,  Borough  of  Queens.  Community  Board  #/. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  James  Stout. 
For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  28,  1974,  at  10 
A.M.,  for  decision;  applicant  to  file  revised  drawings;  pre¬ 
viously  inspected;  hearing  closed. 


125-74-A 

APPLICANT — Leonard  F.  Rothkrug  for  James  Stout, 


owner.  _ 

iUBTECT — Application  March  1,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  enlargement  of  a 
Class  4  structure  with  no  fire  division  separation. 
jrFMISES  AFFECTED— 13-39  College  Point  Boulevard, 
east  side,  50  feet  north  of  14th  Avenue,  Block  3997,  Lot  /, 
College  Point,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  James  Stout. 
ACTION  OF  BOARD — Laid  over  to  May  28,  1974,  at  10 
A.M.,  for  decision;  applicant  to  file  revised  drawings;  pre¬ 
viously  inspected;  hearing  closed. 


146-74-BZ 

APPLICANT— Hausman  &  Rosenberg  for  Kheel  Tower, 
Incorporated,  owner. 

SUBJECT — Application  March  11,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning- 
Resolution,  to  permit  in  an  Ml-6  district,  in  an  existing  21 
story  and  penthouse  building,  the  conversion  of  the  sixth 
floor  through  the  penthouse  from  commercial  and  manu¬ 
facturing  use  into  apartments. 

PREMISES  AFFECTED— 315  7th  Avenue  southeast  corner 
of  West  28th  Street,  Block  803,  Lot  73,  Borough  of  Man¬ 
hattan.  Community  Board  #5. 

APPEARANCES— 

For  Applicant ;  Alvin  Hausman  and  Louis  Kheel. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  May  21,  1974,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  infor¬ 
mation  ;  ’previously  inspected ;  hearing  closed  . 


224-73-BZ 

APPLICANT— Consolidated  Edison  Company  of  New  York 
for  City  of  New  York,  owner ;  Consolidated  Edison  Com¬ 
pany  of  New  York,  lessee. 

SUBJECT— Application  April  13,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3  district,  the  erection  of  a 
replacement  accessory  stack  fro  an  existing  steam  plant. 

PREMISES  AFFECTED — 1100  York  Avenue,  northeast 
corner  of  69th  Street,  Block  1474,  Lot  7,  Borough  of  Man¬ 
hattan.  Community  Board  #8  and  6. 

APPEARANCES— 

For  Applicant;  S.  Barnes. 

For  Opposition;  K.  Bachenheimer. 

ACTION  OF  BOARD — Application  withdrawn  at  the 
request  of  the  applicant. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 

N egative :  . 


300-73-BZ 

APPLICANT— Dominick  T.  Farruggio  for  Vito  Santoro, 
owner. 

SUBJECT— Application  May  17,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  commercial  vehicle 
storage  establishment  that  encroaches  on  the  required  open 
space. 

PREMISES  AFFECTED— 101-08  to  101-10  97th  Street, 
south  side,  50  feet  West  of  102nd  Street,  Block  9403,  Lots 
3  and  5,  Borough  of  (Woodhaven)  Queens.  Community 
Board  #9. 

APPEARANCES— 

For  Applicant :  Dominick  T.  Farruggio. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  THE  BOARD — Application  granted  on 
condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  “ 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  9  1974,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  April  30,  1974;  then  to  May  14,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  16,  1973,  acting  on  Alt.  Applic.  1062/19/2,  reads: 

“1.  Proposed  extension  of  commercial  vehicle  stor¬ 
age  Use  Group  16  is  not  permitted  in  an  R5  district, 
under  the  general  provision  of  Section  22-00  of  Zoning 
Regulations. 

2.  Proposed  one-story  extension  of  a  non-conform¬ 
ing  use  is  not  in  accordance  with  the  general  provision 
of  Chapter  V,  Section  52-22  and  52-41  of  Zoning  Regu¬ 
lations. 

3.  In  an  R5  District  proposed  enlargement  and  ex¬ 
tension  exceeds  the  minimum  required  open  space  ratio, 
which  is  contrary  to  Section  23-142  of  Zoning  Regula¬ 
tions.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5  district, 
for  a  term  of  10  years,  the  erection  of  a  one-story  enlarge¬ 
ment  to  an  existing  commercial  vehicle  storage  establishment 
that  encroaches  on  the  required  open  space,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application,  marked  “Received  May  17,  1973”,  2  sheets, 
and  “April  5,  1974”,  2  sheets;  on  further  condition  that  the 
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enlargement  shall  have  no  openings  on  or  within  30  feet  of  a 
lot  line;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


435-73-BZ 


A1  PLICANT  Meier-Marus  for  E.  N.  Madison,  owner. 

SUBJECT  Application  July  26,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-33  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  installation 
of  an  oxygen  storage  tank  that  exceeds  the  permitted 
size. 


PREMISES  AFFECTED — 40-14  19th  Avenue,  southwest 
corner  of  41st  Street,  Block  801,  Lots  35  and  41,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Frank  G.  Meier  and  R.  M.  Neary. 

For  Opposition:  C.  Palmieri  and  Lt.  T.  Milne,  F.  D. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  \  ice  Chairman  Agusta,  Commissioner 
Hornstein,  Commissioner  Carroll  and  Commissioner 
Walsh  . 

Negative :  Chairman  Klein  . 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  15,  1974,  after  due  notice  by  publication  in  the 
Bui  etm;  laid  over  to  January  29,  1974;  then  to  March  26, 
19/4;  then  to  April  30,  1974;  then  to  May  14,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  18,  1973,  acting  on  Alt.  Applic.  224/1973,  reads: 

_L  Proposed  installation  of  a  600,000  cu.  ft.  oxygen 
tank  in  a  Ml-1  zone  is  contrary  to  A.Z.R.  42-277(a).” 

and 


\\  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

.  V  hereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  73-33  of  the  Zoning  Resolution. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special 
Permit  under  Section  73-33  of  the  Zoning  Resolution,  to 
permit  in  an  Ml-1  district,  the  installation  of  an  oxygen 
storage  tank  that  exceeds  the  permitted  size  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  July  26,  1973”  one 
sheet,  “April  19,  1974”,  one  sheet,  and  “May  10,  1974”’  one 
sheet;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution 


541-73-BZ 


APPLICANT — Leonard  F.  Rothkrug  for  Ben  Dyk  Associ¬ 
ates,  Incorporated,  owner. 

SUBJECT— Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  six  story  multiple  dwelling  that  encroaches  on  the  re¬ 
quired  side  setback. 


AFFECTED — 490  Clove  Road,  west  side, 
£53.24  feet  south  of  Delafield  Avenue,  Block  230,  Lot  54, 
ort  Richmond,  Borough  of  Richmond.  Community  Board 


APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug 
For  Opposition:  Charles  H.  Burger,  John  Grogan,  Dennis 
Donovan,  Christine  King  and  others. 

recommendation  of  the  community 

BOARD — Opposed  to  the  application. 

ACTION  OF  THE  BOARD — Application  granted  on  con- 


THE  VOTE— 


Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 

Negative :  . 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
rebruary  13,  1974,  after  due  notice  by  publication  in  the 
Bulletm;  laid  over  to  February  26,  1974;  then  to  March  26, 
1974;  then  to  April  23,  1974;  then  to  May  14,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  11,  1973,  acting  on  N.B.  Applic.  23/1973, 
reads 


aM.  Proposed  6  story  multiple  dwelling  located 
in  R5  district  penetrate  required  side  yards  setback 
contrary  to  Section  23-661  Z.R.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

,  W  hereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship;  and 

Whereas,  the  Board  has  determined  that  the  6-story 
multiple  dwelling  is  permitted  and  complies  with  all  other 
bulk,  density  and  parking  requirements. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  it  and  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R5  district,  the  erection  of  a  six-story  multiple 
dwelling  that  encroaches  on  the  required  side  setback,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  October  9, 
1973”,  5  sheets,  and  “January  9,  1974”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


633-73-BZ 

APPLICANT— Harry  Soled  for  Solomon  &  Lea  Miller, 
owner. 

SUBJECT  Application  November  29,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-63  of 
the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  furniture 
upholstery  and  display  establishment  that  increases  the  de¬ 
gree  of  non-conformity. 

PREMISES  AFFECTED— 1870-1886  Stillwell  Avenue 
southwest  corner  of  82nd  Street,  Block  6852,  Lot  18,’ 
Borough  of  Brooklyn.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

For  Opposition:  Jack  Cohan,  Bessie  Yanlowitz,  Samuel 
A.  Schwartz,  Michail  Magliocga  and  others. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  5 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  30,  1974,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  May  14,  1974 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1973,  acting  on  Alt.  Applic.  1501/1974, 

“1.  The  proposed  enlargement  of  a  building  occu¬ 
pied  by  an  existing  non-conforming  use  and  located,  in 
an  R5  district  is  contrary  to  Sec.  52-41  of  the  Zoning 
Resolution. 

2.  Structural  alteration  to  a  building  substantially 
occupied  by  a  non-conforming  use  are  contrary  to  Sec. 
52-22  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  a  one-story  enlargement  to  an 
existing  furniture  upholstery  and  display  establishment  that 
increases  the  degree  of  non-conformity,  on  condition  that  all 
work  shall  substantially  conform  to  drawings,  marked  “Re¬ 
ceived  November  29,  1973”,  4  sheets,  and  “May  3,  1974  , 
4  sheets ;  on  further  condition  that  all  loading  and  unloading 
be  restricted  to  the  Stillwell  Avenue  frontage ;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


670-73-BZ 

APPLICANT— Guerino  Salerni  for  Rago  Holding  Corpora¬ 
tion,  owner;  Rago  Foundations,  Incorporated,  lessee. 
SUBJECT— Application  December  12,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  enlarge¬ 
ment  in  area  of  an  existing  clothing  manufacturing  estab¬ 
lishment  previously  before  the  Board. 

PREMISES  AFFECTED— 18-15  27th  Avenue  and  18-14 
26th  Road,  north  side,  77.06  feet  east  of  18th  Street,  Block 
885,  Lots  12  and  25,  Long  Island  City,  Borough  of  Queens. 
Community  Board 

APPEARANCES— 

For  Applicant :  Guerino  Salerni  and  Americo  Marchisella. 
For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
April  30,  1974,  after  due  notice  by  publication  in  the  Bulletin: 
laid  over  to  May  14,  1974;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  14,  1973,  acting  on  Alt.  Applic.  746/1973, 
reads : 

“1.  Proposed  enlargement  of  a  manufacturing  Use 
Group  17  in  commercial  zone  is  contrary  to  Section  32-00 
of  the  zoning  resolution  and  a  variance  previously 
granted  under  Cal.  556-65-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
district,  the  enlargement  in  area  of  an  existing  clothing  manu¬ 
facturing  establishment  previously  before  the  Board,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application,  marked  “Received  December 
12,  1973”,  8  sheets,  and  “May  2,  1974”,  one  sheet;  on  further 
condition  that  no  loading  or  unloading  be  performed  on  the 
26th  Road  frontage;  that  no  storage  be  permitted  in  the 
open  court ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


701-73-BZ 

APPLICANT— Sheldon  Lobel  for  Banner  County  Realty 
Corporation,  owner;  Concord  Beauty  School,  lessee. 
SUBJECT— Application  December  27,.  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
two  story  building  the  maintenance  of  a  trade  school  on 
the  second  floor. 

PREMISES  AFFECTED— 5606  5th  Avenue,  west  side,  25.2 
feet  south  of  56th  Street,  Block  839,  Lots  39  and  40,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #7. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  5,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  9,  1974;  then  to  April  30,  1974; 
then  to  May  14,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  27,  1973,  acting  on  Alt.  Applic.  1480/1973, 

reads : 

“1.  Proposed  trade  school  Use  Group  #9  is  not 
permitted  as  of  right  in  a  Cl-3  district  and  is  contrary 
to  Section  32-18  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
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\\  hereas,  the  Board  lias  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  /  2-21  of  the  Zoning  Resolution,  and  that  the  appli- 
therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  ami  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  a  Cl -3  district,  in  an  existing  two-story  building  the 
maintenance  of  a  trade  school  on  the  second  floor,  on 
condition  that  all  work  shall  substantially  conform  to  draw- 
with  this  application,  marked  “Received  December 
27,  19/3  6  sheets;  and  that  all  laws,  rules  and  regulations 

be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  12:05  P.M. 

John  B.  Cincotta,  Executive  Director. 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  11,  1974,  on  Alt.  Applic.  1564/73,  reads: 

“1.  Proposed  Church,  a  public  building,  in  a  Class 
4  structure  over  1  story  in  height  and  over  600  sq.  ft  in 
area  is  contrary  to  Sec.  4.2.1,  A.  C. 

2.  Proposed  Pastor’s  residence  in  a  frame  building 
over  2  stories  in  height  is  contrary  to  4.2.1.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  iJoard  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Sunermtendent,  dated  January  11,  1974,  acting  on  Alt.  Applic. 
la  j4//3,  Objection  Nos.  1  and  2,  be  and  it  hereby  is  modified 
,a*  tne  appeal  be  and  it  hereby  is  granted  on  condition 
tiuH^  the  building  shall  substantially  conform  to  drawings 
^ece’ved  January  11,  1974”,  3  sheets,  and  “May  6, 
9/4  ,  3  sheets,  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  14,  1974,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 


TU-7tB^-.B  B-55-59  PierrePont  Street,  Block  236, 
Lot  15,  Alt.  No.  1659-73. 

APPEARANCES— 

For  Applicant:  Howard  A.  Zipser. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at 
2  P.M.,  for  continued  heading. 

22-74-A 


■APPLICANT  Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Pierrepont  Hotel  Affiliates,  owners;  S.  L. 
Associates,  contract  vendee. 

SUBJECT— Application  January  15,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED — 55-59  Pierrepont  Street,  north¬ 
west  corner  of  Hicks  Street,  Block  236,  Lot  15,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

POARD — Laid  over  to  June  4,  1974,  at 
2  P.M.,  for  continued  hearing. 

14-74-A  - ~ 


APPLICANT— Henry  Wolinsky  for  Calvary  Pentecostal 
Lnurch,  Incorporated,  owner. 

SUBJECT— Application  January  11,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
church  and  pastor’s  residence. 


PREMISES  AFFECTED — 1627  Broadway,  north  side,  70 
Brooklyn  °f  BI°Ck  34  Lot  5’  Bor°ugli  of 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 

Negative :  . . . 


127-74-A 

APPLICANT — Albert  J.  Mario,  Mario  &  Dechiara  for 
Staten  Island  Mall,  owner. 

SUBJECT— Application  March  6,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  appropriate 
classification  and  interpretation  of  zoning  matter. 

PREMISES  AFFECTED — 2655  Richmond  Avenue,  north¬ 
east  corner  of  Platinum  Avenue,  Block  2400,  Lot  180, 
New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  J.  Mario. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative  :  . ’  q 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  24,  1974,  on  B.N.  118/74,  reads: 

“1.  _  Since  there  is  no  specific  use  group  category 
which  includes  ‘Family  Entertainment  Center’  in  the 
Zoning  Resolution  such  use  is  referred  to  the  Board  of 
Standards  &  Appeals.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  April  24,  1974,  acting  on  B.N.  118/74, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
premises  be  used  for  amusement  by  shoppers  only,  no  prize 
or  award  of  games  or  change  permitted;  on  further  condi¬ 
tion  that  the  building  conforms  to  drawings  marked  “Re¬ 
ceived  April  25,  1974”,  1  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


155-74-A 

APPLICANT — Demov,  Morris,  Levin  &  Shein  for  1100 
Park  Avenue  Cooperative  Corporation,  objectors. 

SUBJECT— Application  March  15,  1974 — appeal  from  a 
decision  of  the  Building  Superintendent  re-  revocation  of 
Building  Permit  1276-73  Restaurant. 

PREMISES  AFFECTED — 1108  Park  Avenue,  south  side 
75  feet  south  of  90th  Street,  Block  1501,  Lot  37,  Borough 
of  Manhattan. 
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MINUTES 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . ; . 0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  13,  1974,  on  Alt.  Applic.  1276/73,  reads: 

“In  reply  to  your  letter  of  March  13,  1974  requesting 
that  the  subject  alteration  permit  be  revoked,  please  be 
advised  that  your  request  is  denied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  denied. 

Whereas,  the  Board  has  reviewed  the  records  of  the 
Building  Department  in  this  matter,  and  has  inspected  the 
premises  involved  in  this  application;  and 

Whereas,  the  Board  finds  that  the  Alt.  Applic.  95/1894 
indicates  conversion  of  the  premises  from  a  multiple  dwelling 
to  a  retail  store  on  the  first  floor  with  two  apartments  above, 
and  the  records  indicate  such  work  was  officially  completed 
on  April  16,  1894,  and  that  the  commercial  occupancy  of  the 
first  floor  has  been  continuous  to  date ;  and 
Whereas,  the  Board  further  finds  that  B.  N.  Applic. 
737/1942  did  not  constitute  a  substantial  alteration  at  the 
premises  requiring  a  Certificate  of  Occupancy  to  be  issued; 
and 

Whereas,  the  Board  further  finds  that  the  change  in  occu¬ 
pancy  of  the  premises  from  dry  cleaning  store  to  restaurant 
is  within  the  same  use  group  under  New  York  City’s 
Amended  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  13,  1974,  acting  on  Alt.  Applic.  1276/73,  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  hereby 
is  denied. 


588-73-A 

APPLICANT— Sheldon  Lobel  for  345  Park  South  Associa¬ 
tion,  owner. 

SUBJECT— Application  November  5,  1973— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  re-entry  from 
stairways. 

PREMISES  AFFECTED— 343-361  Park  Avenue  South, 
northeast  corner  of  East  25th  Street,  Block  881,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Administration :  Lt.  T.  W.  Milne  and  C.  Milne,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  June  18,  1974,  at  2 
P.M.,  for  continued  hearing. 

46-74-A 

APPLICANT— E.  J.  Schuyten  for  Egbert  J.  and  Dolly  L. 
Schuyten,  owner. 

SUBJECT— Application  January  30,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fence  in  rear 
yard. 

PREMISES  AFFECTED— 171  West  88th  Street,  north 
side,  199.6  feet  east  of  Amsterdam  Avenue,  Block  1219, 
Lot  9,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  May  28,  1974,  at  2 
P.M.,  for  hearing  at  the  request  of  the  applicant. 


61-74-A 

APPLICANT— Harry  Soled  for  Congregation  Chasidei 
Belz,  owner. 

SUBJECT — Application  February  7,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  three  story  building  as  synagogue. 

PREMISES  AFFECTED— 1169  48th  Street,  north  side,  100 
feet  west  of  12th  Avenue,  Block  5627,  Lot  71,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Soled. 

ACTION  OF  BOARD— Laid  over  to  May  21,  1974,  at  2 
P.M.,  hearing  closed. 


63-74-A 

\ 

APPLICANT— Morris  L.  Levinson  for  60  East  65th  Street 
Corporation,  owner. 

SUBJECT— Application  February  8,  1974— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Reinstatement 
of  approval  of  B.N.  3820-73  and  permit  number  5465-73. 
PREMISES  AFFECTED— 60  East  65th  Street,  southwest 
corner  of  Park  Avenue,  Block  1379,  Lot  37,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  William  C.  Kratenstein  and  Morris  L. 
Levinson. 

For  Opposition:  William  Zeckendorf,  R.  S.  Hardy  and 
Rocco  Verderosa.  _  , 

For  Administration:  Irving  Greenhouse,  Dept.  Bldgs. 

ACTION  OF  BOARD— Laid  over  to  May  28,  1974,  at 
2  P.M. ;  hearing  closed. 


64-74-A 

APPLICANT— Leonard  F.  Rothkrug  for  328  Keap  Street 
Enterprises,  Incorporated,  owner. 

SUBJECT— Application  February  11,  1974— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
building  permit  #5279-73. 

PREMISES  AFFECTED— 3110  Farragut  Place  and  560 
East  32nd  Street,  southwest  corner,  Block  4995,  Lot  20, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  June  4,  1974,  at 
2  P.M.,  for  continued  hearing. 


66-74- A 

APPLICANT— Aaron  Halpern  for  Harry  Partridge,  owner. 

SUBJECT— Application  February  13,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  cellar  apart¬ 
ments  without  required  open  space. 

PREMISES  AFFECTED— 31-15  and  31-17  21st  Avenue, 
northwest  corner  of  32nd  Street,  Block  829,  Lot  35, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alphonse  J.  Russo. 

ACTION  OF  BOARD— Laid  over  to  May  21,  1974,  at 
2  P.M. ;  hearing  closed,  for  decision. 


Adjourned:  3:50  P.M. 

John  B.  Cincotta,  Executive  Director 
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FILING  FEES 


EFFECTIVE— AUGUST  25,  1969 
LOCAL  LAW  44  OF  1969 

A  LOCAL  LAW  to  repeal  and  reenact  section 
666-1.0  of  the  administrative  code  of  the  city 
of  New  York,  in  relation  to  the  payment  of  fees 
in  connection  with  the  filing  of  applications 
with  the  board  of  standards  and  appeals. 


Be  it  enacted  by  the  Council  as  follows: 

**  Section  666-1.0  of  the  administrative  code 
of  The  City  of  New  York,  as  last  amended  by  local  law 
number  seventy-seven  of  The  City  of  New  York  of  the 
year  nineteen  hundred  sixty-three,  is  hereby  repealed  and 
reenacted  as  follows: 

§666-1.0  Fees. — The  fees  hereinbelow  set  forth  shall 
be  charged  for  the  following  applications,  appeals  and 
reviews : 


1. .  a.  Application  for  approval  of  materials, 
appliances  and  methods  or  variances  of  construc¬ 
ts011  .  150.00 

b.  Application  for  amendment  of  prior  ap¬ 
proval  of  materials,  appliances  and 
methods  or  variances  of  construction  . .  100.00 


2.  Application  for  any  variance  and  special 
permit  under  the  zoning  resolution  with  respect 
to: 

a.  One,  two  and  three  family  dwellings  . . .  50.00 

b.  Other  buildings  and  structures: 

(1)  10,000  square  feet  or  less  of  floor 

area  .  100.00 

(2)  In  excess  of  10,000  but  not  more 

than  20,000  square  feet  of  floor  area  150.00 

(3)  In  excess  of  20,000  but  not  more 

than  50,000  square  feet  of  floor  area  200.00 

(4)  In  excess  of  50,000  square  feet  of 

floor  area .  250.00 

c.  Junk  yards,  parking  lots,  automotive 
service  stations  and  other  similar  uses: 

(1)  10,000  square  feet  or  less  of  lot 

area  .  100.00 

(2)  In  excess  of  10,000  but  not  more 

than  20,000  square  feet  of  lot  area  150.00 

(3)  In  excess  of  20,000  square  feet  of 

lot  area  .  200.00 


d.  Application  for  amendment  of  variance 

or  special  permit  previously  granted 
under  paragraph  a,  b  and  c  of  subdivi¬ 
sion  2  of  this  section . 

e.  Application  for  an  extension  of  time  in 
which  to  comply  with  the  conditions 
imposed  in  the  previous  resolution  of 
the  board  of  standards  and  appeals  . . . 

f.  Application  for  extension  of  time  to 

complete  construction  pursuant  to  sec¬ 
tions  11-32  and  11-33  of  the  zoning  reso¬ 
lution  of  the  City  of  New  York  . 

3.  Appeals  from  or  application  for  review  of 
any  order,  requirement  or  determination  of  the 
commissioner  of  buildings  or  of  any  borough 
superintendent  of  buildings  of  the  department  of 
buildings  or  of  the  fire  commissioner  or  any 
rule  or  regulation  or  amendment  or  repeal 
thereof  made  by  the  fire  commissioner  or  the 


commissioner  of  marine  and  aviation  .  50.00 

.  4.  Application  filed  for  variation  of  the  provi¬ 
sions  of  the  multiple  dwelling  law,  or  labor  law, 
and  application  filed  pursuant  to  the  general 
Clty  law  .  50.00 


5.  Exemptions — a.  The  provisions  of  this  section  shall 
not  apply  if  the  owner  of  the  premises  affected  by  the 
application,  appeal  or  review,  be  a  corporation,  or  asso¬ 
ciation  organized  and  operated  exclusively  for  religious, 
charitable  or  educational  purposes,  or  for  one  or  more 
such  purposes,  no  part  of  the  net  earnings  of  which 
enures  to  the  benefit  of  any  private  individual  and  pro¬ 
vided  that  the  premises  affected  are  to  be  used  exclu¬ 
sively  by  such  corporation  or  association  for  one  or 
more  such  purposes. 

b.  The  provisions  of  this  section  shall  not  apply  if 
a  municipal  department  or  agency  of  the  city  is 
the  applicant  or  appellant  before  the  board  of 
standards  and  appeals. 


100.00 


50.00 


25.00 
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COURT  DECISION 

Matter  of  Domenico  DiLello  et  al.  v.  Joseph  B.  Klein  et  al. — 

On  January  9,  1973  the  Board  granted  the  application  for  considera¬ 
tion  to  reopen  and  amend  the  resolution  which  had  been  previously 
granted  on  May  16,  1972,  based  on  a  decision  of  the  Borough  Super- 
jntendent;  under  Section  72-21  of  the  Zoning  Resolution  permitting 
an,u  c‘lstnct>  tae  erection  of  a  one  story  enlargement  to  a  retail 
store  that  creates  non-compliance  in  floor  area  ratio  and  encroachment 
within  the  rear  yard.  Calendar  Number  17-72-BZ,  premises  affected. 
86-01  Justice  Avenue,  northwest  corner  of  Broadway,  Block  1837 
Lots  100,  102,  Elmhurst,  Borough  of  Queens. 

At  Queens  County  Supreme  Court,  Special  Term,  Part  I,  Mr. 
Justice  Cariello  rendered  the  following  decision: 

.  On  February  20,  1973  and  then  on  March  6,  1973 

the  petitioners  and  Local  Community  Planning  Board  were  af¬ 
forded  the  full  opportunity  to  present  their  case  and  submit  new 
evidence,  to  reopen  and  reconsider  the  Board’s  decision  of  May 
16,  1972,  on  the  grounds  that  proper  notice  had  not  been  given, 
the  Board  denied  petitioners’  application  to  reopen  the  proceed- 
mgs  which  had  granted  the  variance  to  subject  premises. 

Jjidge  Cariello  further  stated,  the  papers  before  me  indicate 
that  the  owner  fully  complied  with  the  notice  requirements  as  set 
forth  in  the  rules  of  the  Board  and  that  the  Board’s  action  was 
t°c  ar‘31*rary>  capricious,  unreasonable  or  illegal  in  any  respect. 
I  find  that  the  Board’s  denial  of  the  petitioners’  application  was 
warranted  by  the  facts  and  the  law.  I  further  find  that  the 
Board  s  action  was  a  proper  valid  and  reasonable  exercise  of  its 
powers. 

In  view  of  the  foregoing,  the  application  herein  is  denied. 

Settle  order.  .  .  .” 

(New  York  Law  Journal,  April  17,  1974  Page  20) 
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Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  May  21, 
1974,  Affecting  Calendar  Numbers  — 


25-34-BZ — 
Vol.  Ill 
283-52-BZ 
467-58-BZ 
117-63-BZ 
1326-66-BZ- 
Vol.  II 


630-70-BZ 

391-72-BZ 

678-72-BZ 

292-73-BZ 

584-73-BZ 

678-73-BZ 

13-74-BZ 


19-74-BZ 

60-74-BZ 

104-74-BZ 

561-73-BZ 

585-73-BZ 

146-74-BZ 


DmcE — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone— 566-5174. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  May  21, 
1974,  Affecting  Calendar  Numbers  — 


213-74-BCR 

9-74-BZY 

452-44- SM 

309-46-SA 

74-59-SM 

395-61-SM 

805-62-SA 

133-63-SA 

756-67-SM 

729-68-SM 

149- 71-SA 

150- 71-SA 

151- 71-SA 


363-72-SA 
407-72-SM 
393-73-SA 
8-74-SM,.  4  ^ 

195-74-SA 
60-66- SM 

254-72-SM,  .  * 

318-73-SA 

380-73-SM 

881-53tBM/tKi.lW 

704-73^  URBANA- 


61-74-A 
66-74-A 
617-73-A 
692-73- A 
695-73-A 
697-73-A 
V-74-A 
11-74-A 


32- 74- A  103-74-A 
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DOCKET 

New  Cases  Filed  up  to  May  21, 1974 

Cal.  No.  Dept.  Premises  Affected 

297-74-A — B.M. — 891  Amsterdam  Avenue,  northeast  cor¬ 
ner  of  104th  Street,  Block  1855,  Lot  50,  Borough  of  Man¬ 
hattan,  N.B.  220-72,  re-  corridors  for  institutional  use. 


298-74- A — B . R . — 2,  6,  10,  14,  18,  22,  26,  Kathy  Place, 
west  side,  27.06  feet  north  of  Windham  Loop,  Block  <-450, 
Lot  270,  New  Springfield,  Borough  of  Richmond,  N.B. 
220-74,  re-  two  means  of  egress,  stair  enclosure,  R5  dis¬ 
trict. 


299-74- A — B.R. — 7,  11,  15,  19,  23,  27,  31,  Kathy  Place,  east 
side,  123.79  feet  north  of  Windham  Loop,  Block  2450, 
Lot  252,  New  Springfield,  Borough  of  Richmond,  N.B. 
221-74,  re-  two  means  of  egress,  stair  enclosure,  R5  dis¬ 
trict. 


300-74-BZ — B.B. — 255  87th  Street,  north  side,  200  feet 
west  of  Third  Avenue,  Block  6043,  Lot  155,  Borough  of 
Brooklyn,  Community  Board  #10,  N.B.  499-73.,  re-  two 
family  homes,  floor  area  ratio,  side  yards,  parking,  R3-2 
district. 


301-74-BZ — B.B. — 257  87th  Street,  north  side,  200  feet 
west  of  Third  Avenue,  Block  6043,  Lot  154,  Borough  of 
Brooklyn,  Community  Board  #10,  N.B.  500-73,  re-  two 
family  homes,  floor  area  ratio,  side  yards,  parking,  R3-2 
district. 


302-74-BZ — B.B. — 251  87th  Street,  north  side,  200  feet 
west  of  Third  Avenue,  Block  6043,  Lot  157,  Borough  of 
Brooklyn,  Community  Board  #10,  N.B.  497-73,  re-  two 
family  homes,  floor  area  ratio,  side  yards,  parking,  R3-2 
district. 


303-74-BZ — B.B. — 253  87th  Street,  north  side,  200  feet 
west  of  Third  Avenue,  Block  6043,  Lot  56,  Borough  of 
Brooklyn,  Community  Board  #10,  N.B.  498-73,  re-  two 
family  homes,  floor  area  ratio,  side  yards,  parking,  R3-2 
district. 


304-74-BZ — B.B. — 254  86th  Street,  north  side,  200  feet 
west  of  Third  Avenue,  Block  6043,  Lot  29,  Borough  of 
Brooklyn,  Community  Board  #10,  N.B.  494-73,  re-  two 
family  homes,  floor  area  ratio,  side  yards,  parking,  R3-2 
district. 


305-74-BZ — B.B. — 258  86th  Street,  north  side,  200  feet 
west  of  Third  Avenue,  Block  6043,  Lot  31,  Borough  of 
Brooklyn,  Community  Board  #10,  N.B.  495-73,  re-  two 
family  homes,  floor  area  ratio,  side  yards,  parking,  R3-2 
district. 


306-74-BZ — B.B. — 256  86th  Street,  north  side,  200  feet 
west  of  Third  Avenue,  Block  6043,  Lot  30,  Borough  of 
Brooklyn,  Community  Board  #10,  N.B.  496-73,  re-  two 
family  homes,  floor  area  ratio,  side  yards,  parking,  R3-2 
district. 


307-74-BZ — -B.B. — 252  86th  Street,  north  side,  200  feet 
west  of  Third  Avenue,  Block  6043,  Lot  28,  Borough  of 
Brooklyn,  Community  Board  #10,  N.B.  493-73,  re-  two 
family  homes,  floor  area  ratio,  side  yards,  parking,  R3-2 
district. 


308-74-BZ — B.Q. — 119-09  Atlantic  Avenue,  north  side, 
85.10  feet  east  of  Lefferts  Boulevard,  Block  9351,  Lot  39, 
Richmond  Hill,  Borough  of  Queens,  Community  Board 
#9,  Alt.  No.  235-74,  re-  proposed  enlargement  restaurant 
bar,  and  two  family,  C2-2  in  R5  district. 


309-74-BZ — B.B. — 2240  Ocean  Parkway,  West  side, 
47.5  inches  north  of  Gravesend  Neck  Road,  Block  7157, 
Lot  17,  Borough  of  Brooklyn,  Community  Board  #13, 
N.B.  111-74,  re-  proposed  four  two  family  dwelling,  R4 
district. 


310- 74-BZ— B.B. — 2246  Ocean  Parkway,  north  west  cor¬ 
ner  of  Gravesend  Neck  Road,  Block  7157,  Lot  18,  Bor¬ 
ough  of  Brooklyn,  Community  Board  #13,  N.B.  113-74, 
re-  proposed  two  family  dwelling,  R4  district. 

311- 74-BZ — B.B. — 2238  Ocean  Parkway,  west  side,  67.5 
y  inches  north  of  Gravesend  Neck  Road,  Block  7157, 
Lot  16,  Borough  of  Brooklyn,  Community  Board  #13, 
N.B.  114-74,  re-  proposed  two  family  dwelling,  R4  dis¬ 
trict. 


312-74-BZ — B.B. — 515  Gravesend  Neck  Road,  north  side  i; 
1 03.4^2  inches  west  of  Gravesend  Neck  Road,  Block  7157, 
Lot  75,  Borough  of  Brooklyn,  Community  Board  #13, 
N.B.  1 12-74,  re-  proposed  two  family  dwelling,  R4  dis¬ 
trict.  i 


313-74-BZ — B.Q. — 106-01  101st  Avenue,  northeast  cor¬ 
ner  of  106th  Street,  Block  9408,  Lot  35,  Ozone  Park, 
Borough  of  Queens,  Community  Board  #10,  Alt.  No. 
212-74,  re-  proposed  change  of  use  from  office  to  clothing 
manufacturing,  C2-2  and  R-5  district. 


314-74-A — B.R. — 481  Hylan  Boulevard,  northwest  cor¬ 
ner  of  Donley  Avenue,  Block  2993,  Lot  1,  5,  60,  61,  70, 
Rosebank,  Borough  of  Richmond,  N.B.  1096-55,  re-  open 
wood  deck. 


315-74-A — B.R. — 244  Arlington  Avenue,  west  side,  615.98 
feet  south  of  Arlington  Avenue,  Block  1277,  1267,  Lots 
460,  9,  Borough  of  Richmond,  N.B.  284-74,  re-  building 
in  bed  of  mapped  street,  General  City  Law. 


316-74-A — F.D. — Packaging  of  combustible  mixtures 
known  as  “SpaceMaster  Toner-Type  A  and  Space- 
Master  Toner-Type  B  in  one  quart  H.D.  polyethylene 
bottles  with  bakelite  heat  sealable  foil  insert”  not  in 
compliance  with  regulations  of  Administrative  Code. 


317-74-BZ — B.M. — 64  to  66  Park  Avenue,  44  to  50  East 
38th  Street,  southwest  corner,  Block  867,  Lot  42,  Bor¬ 
ough  of  Manhattan,  Community  Board  #6,  Alt.  No. 
373-74,  re-  proposed  conversion  of  apartment  hotel  to 
transient  hotel,  R10  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department:  F.D. — Fire  Department. 


JUNE  18,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  June  18,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

623-73-BZ 

APPLICANT — Louis  Lieberman  for  Gregory  Flyer,  owner. 
SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  November  20,  1973 — decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  Cl-2  and  R5  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  automobile 
repair  shop. 

PREMISES  AFFECTED— 8621  18th  Avenue,  east  side, 
194.8  feet  south  of  86th  Street,  Block  6369,  Lot  36,  Borough 
of  Brooklyn. 
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970-67-B  Z 

APPLICANT — Noah  N.  Sherman  for  1110  Third  Avenue 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  May  7,  19 74 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
Cl-9  district,  in  an  existing  four  story  building  the  exten¬ 
sion  of  the  commercial  occupancy  to  include  the  third  and 
fourth  floors. 

PREMISES  AFFECTED — 1110-1112  Third  Avenue,  north¬ 
west  corner  of  East  65th  Street,  Block  1400,  Lots  33  and 
34,  Borough  of  Manhattan. 


707-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Charles  Gold- 
farb  and  Robert  Pomerantz,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted,  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of 
a  two  story  and  cellar  office  and  residential  building  that 
encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 8703  Flatlands  Avenue,  north¬ 
east  corner  of  East  87th  Street,  Block  8008,  Lots  9  and 
10,  Borough  of  Brooklyn. 

816-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Billinghurst 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  June  26,  1974 
and  for  amendment — decision  of  the  Borough  Superinten¬ 
dent ;  previously  granted  on  condition  under  Sections 
11-412,  11-413  and  72-21  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  Cl -2  and  R3-2  district,  on  a  plot  with  a  one 
story  building  that  was  previously  before  the  Board,  the 
change  in  occupancy  from  bowling  lanes  to  stores  and  en¬ 
largement  in  floor  area  for  use  as  a  supermarket 

PREMISES  AFFECTED — 1650  Richmond  Avenue,  west 
side,  245.56  feet  north  of  Victory  Boulevard,  Block  2236, 
Lot  125,  Bull’s  Head,  Borough  of  Richmond. 

132-58-BZ 

APPLICANT— Louis  Lieberman  for  Catherine  Albina, 
Mary  and  Virginia  Bartley,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  31, 
1974 — decision  of  the  Borough  Superintendent,  permitting 
in  a  residence  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  minor  auto  re¬ 
pairs,  car  wash,  storage,  office  and  sales  and  the  parking 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 17-39  to  17-61  (17-55  official) 
Francis  Lewis  Boulevard,  157-63  to  157-71  18th  Avenue, 
northeast  corner,  157-52  to  157-64  17th  Road  and  17-38  to 
17-48  160th  Street,  Block  4747,  Lot  31,  Whitestone,  Bor¬ 
ough  of  Queens. 


191-46-BZ— Vol.  II 

APPLICANT — William  J.  Calise  for  Rose  Polomba,  Frank 
Vivolo,  Angelo  Vivolo  and  Vincent  Vivolo,  owners. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  7,  1974 — 
decision  of  the  Borough  Superintendent ;  previously  granted 


on  condition  under  Sections  7a  and  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  extension 
of  the  restaurant,  banquet  hall,  meeting  room  and  occu¬ 
pancy  by  two  families. 

PREMISES  AFFECTED— 8821-8829  26th  Avenue,  south 
side,  210  feet  east  of  Harway  Avenue,  Block  6897,  Lot  18, 
Borough  of  Brooklyn. 


240-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Edward  DiBene- 
detto  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  the  erection  and  maintenance  of  a 
structure  in  the  business  use  district  portion  of  the  lot,  to 
be  used  as  a  body  and  fender  repair  shop,  auto  repair  shop, 
car  and  motor  washing,  welding,  painting  and  spraying  and 
office  and  gasoline  pump  within  building  owners  use  only, 
and  parking  of  cars  awaiting  service  and  the  storage  of 
kerosene  and  gasoline  in  buried  tanks,  owners  use  only, 
in  the  residence  use  district  portion  of  the  plot. 

PREMISES  AFFECTED — 207-22  Northern  Boulevard, 
south  side,  350.33  feet  actual  (340.33  feet,  mapped)  west 
of  Oceania  Street,  Block  7305,  Lot  19,  tentative,  (formerly 
207-22  to  207-24  (207-22  official)  Northern  Boulevard, 
south  side,  350  feet  west  of  Oceania  Avenue,  and  206-35 
to  206-37  45th  Road,  Block  7305,  Lot  19)  Bayside,  Bor¬ 
ough  of  Queens. 


19-73-A 

APPLICANT — Charles  A.  Brown  for  The  Presbyterian 
Hospital  in  the  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  re-  water  supply  for  sprinkler  system ;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 622  West  168th  Street,  3959- 
3975  Broadway,  627-635  West  165th  Street,  180  Fort  Wash¬ 
ington  Avenue,  entire  block,  Block  2138  Lots  1,  8,  30,  40, 
Borough  of  Manhattan. 


54-74-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Frank  Nolan, 
owner ;  Four  Green  Fields,  lessee. 

SUBJECT — Application  February  4,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  maintenance 
of  a  one  story  enlargement  to  an  existing  eating  and 
drinking  establishment  without  restriction. 

PREMISES  AFFECTED — 46-19  48th  Avenue,  northwest 
corner  of  47th  Street,  Block  2284,  Lot  53,  Woodside,  Bor¬ 
ough  of  Queens.  Community  Board  # 2 . 


65-74-BZ 

APPLICANT — Atkin  &  Bassolino  for  Bestofall  Realty,  In¬ 
corporated,  owner. 

SUBJECT — Application  February  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the  change 
in  use  of  an  existing  automobile  service  station  previously 
before  the  Board  to  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 4728-4736  White  Plains  Road 
and  701-707  St.  Quen  Street,  northeast  corner,  Block  5113, 
Lot  21,  Borough  of  The  Bronx.  Community  Board  #13. 
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67-74-BZ 

APPLICANT— Abraham  Grossman  for  F.B.N.  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  February  13,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  the 
maintenance  of  an  enlargement  to  the  third  and  fourth 
floor  of  a  4  story  building  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio,  rear  yard  and  outer 
court  encroachment. 

PREMISES  AFFECTED— 108  West  78th  Street,  south 
side,  130  feet  west  of  Columbus  Avenue,  Block  1149,  Lot 
38,  Borough  of  Manhattan.  Community  Board  #7. 


68-74-BZ 

APPLICANT— Kenneth  H.  Koons  for  Gus  S.  Santoro, 
owner. 

SUBJECT— Application  February  13,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  and  R6  district,  the 
construction  and  maintenance  of  an  open  automobile  sales 
establishment. 

PREMISES  AFFECTED— 2467  Westchester  Avenue, 
north  side,  145.16  feet  east  of  Rowland  Street,  Block  3974, 
Lot  50,  Borough  of  The  Bronx.  Community  Board  #9. 


80-74-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Susan  Usdan, 
owner ;  Reception  House,  lessee. 

SUBJECT — Application  February  19,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  restaurant 
cabaret  and  catering  establishment. 

PREMISES  AFFECTED— 160-06/08  Northern  Boulevard, 
south  side,  318.17  feet  east  of  159th  Street,  Block  5335, 
Lot  53,  Flushing,  Borough  of  Queens.  Community  Board 
#7. 

220-74-BZ 

APPLICANT — Aaron  Halpern  Associates  for  23-14  122nd 
Street  Realty  Corporation,  owner. 

SUBJECT — Application  April  17,  1974 — decision  of  the 
Borough  Superintendent  under  Section  73-63  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  second  floor  enlargement  to  an  existing  manufactur¬ 
ing  establishment. 

PREMISES  AFFECTED— 23-14  122nd  Street,  west  side, 
100  feet  south  of  23rd  Avenue,  Block  4224,  Lot  28,  Col¬ 
lege  Point,  Borough  of  Queens.  Community  Board  #7. 

151-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  Charter  to  per¬ 
mit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  encroaches 
on  the  required  rear  yard  equivalent  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 
Community  Board  #8. 


Laid  over  from  April  9,  1974,  for  continued  hearing, 
at  the  request  of  the  applicant. 


152-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen¬ 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — filed  pursuant  to 
multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 


619-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Cong.  Agudath 
Sholom  of  Flatbush,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-2  and  R5  district,  the 
enlargement  in  area  of  an  existing  Synagogue,  Community 
Center  and  Banquet  Hall  that  encroaches  on  the  required 
side  yards. 

PREMISES  AFFECTED — 890  Coney  Island  Avenue,  west 
side,  118.93/8  feet  north  of  18th  Avenue,  Block  5403,  Lots 
26  and  40,  Borough  of  Brooklyn. 

Laid  over  from  April  23,  1974,  for  continued  hearing. 

JOSEPH  B.  KLEIN,  Chairman 


JUNE  18,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  June  18,  1974  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

731-65-SM 

APPLICANT — The  Reeve  Electrical  Company  Incorporated 
— Reeve  Electrical  Company  Bells  (for  fire  and  sprinkler 
alarm  use). 


682-69-SA 

APPLICANT — The  DeVilbiss  Company — drying  oven  for  , 
refinished  automobiles. 


545-72-SA 

APPLICANT — Pacific  Pumps  Division,  Dresser  Industries, 
Incorporated — pumps  for  hydrocarbon  liquids. 


424-73-SM 

APPLICANT — General  Electric  Company — roof  covering 
materials. 


95-74-SA 

APPLICANT — Acme  Fire  Alarm  Company,  Incorporated 
— fire  alarm  control  panel. 


99-74-SM 

APPLICANT — Cimco  Wire  and  Cable  Company — cable  for 
Class  E  fire  alarm  systems. 


214-74-SM 

APPLICANT — Regency  International  Business  Corporation 
— decorative  artificial  flowers. 
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253-74-SM 

APPLICANT — The  Central  Foundry  Company,  a  Division 
of  Gable  Industries,  Incorporated — joint  coupling  and  cast 
iron  soil  pipe  and  fittings. 


264-74-SA 

APPLICANT — Chemetron  Corporation,  Medical  Products 
Division  for  B  &  F  Medical  Products  Company — vacuum 
powered  retractable  ceiling-mounted  service  unit  in  fiber 
glass. 


189-74-SM 

APPLICANT — Teledyne  Thermatics — wire  and  cable  for 
Class  E  fire  alarm  systems. 


14-74-BZY — B.B. — 3110  Farragut  Place — Block  4995,  Lot 
20 — N.B.  468-73,  Borough  of  Brooklyn. 


588-73-A 

APPLICANT — Sheldon  Lobel  for  345  Park  South  Asso¬ 
ciation,  owner. 

SUBJECT — Application  November  5,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  re-entry  from  stair¬ 
ways. 

PREMISES  AFFECTED — 343-361  Park  Avenue  South, 
northeast  corner  of  East  25th  Street,  Block  881,  Lot  1, 
Borough  of  Manhattan. 


140-74-A 

APPLICANT — J.  J.  McKinney — GAF  Corporation  for  Clo- 
pay  Corporation,  owner. 

SUBJECT — Application  March  8,  1974 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combustible 
mixture  known  as  “GAF  2506  Toner  Premix”  in  thirty- 
two  (32)  ounce  polyethylene  bottles  with  plastic  screw  top, 
not  in  compliance  with  regulations  of  the  Administrative 
Code  of  New  York  City. 

161- 74-A 

APPLICANT — Timothy  P.  Stitt  for  Shrader  Packaging, 
Incorporated,  owner. 

SUBJECT — Application  March  18,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  combusti¬ 
ble  mixture  known  as  K  Mart  Radiator  Fast  Flush  in  12 
ounce  sanitary  metal  without  replaceable  cap  containers  not 
in  compliance  with  regulations  of  Administrative  Code  of 
New  York  City. 

162- 74-A 

APPLICANT — Timothy  P.  Stitt  for  Shrader  Packaging  In¬ 
corporated,  owner. 

SUBJECT — Application  March  18,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  packaging  of 
combustible  material  known  as  Bowman  Radiator  Fast 
Flush  in  12  ounce  sanitary  metal  without  replaceable  cap, 
containers  not  in  compliance  with  regulations  of  Adminis¬ 
trative  Code  of  New  York  City. 

163- 74-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 

OWNER  OF  PREMISES — Deepdale  General  Hospital. 

SUBJECT — Application  March  18,  1974 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 


PREMISES  AFFECTED — 55-15  Little  Neck  Parkway,  east 
side  of  Horace  Harding  Expressway,  Block  8400,  Lot  24, 
Douglaston,  Borough  of  Queens. 

JOSEPH  B.  KLEIN,  Chairman 


JUNE  25,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  25,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

11-59- A 

APPLICANT — Demov,  Morris,  Levin  and  Shein  for  Mollie 
Perlbinder  Sunshine  Nursery  School,  Incorporated,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  26,  1974 
— appeal  from  a  decision  of  the  Borough  Superintendent 
re-  certificate  of  occupancy ;  previously  granted  on  condi¬ 
tion. 

PREMISES  AFFECTED — 1440  Bryant  Avenue,  east  side, 
125  feet  south  of  Jenning  Street,  Block  2999,  Lot  19,  Bor¬ 
ough  of  The  Bronx. 


190-68-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Birchwood  Towers 
and  2  Associates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
60  (3)  of  the  Multiple  Dwelling  Law  to  permit  in  a  R7-1 
district  the  addition  to  the  uses  within  a  multiple  dwelling 
garage  to  include  transient  parking  for  the  unused  and  sur¬ 
plus  tenants  spaces. 

PREMISES  AFFECTED — 102-31  67th  Avenue,  66-37  102nd 
Street,  northeast  corner,  Block  2133,  Lot  16,  Forest  Hills, 
Borough  of  Queens. 


134-26-BZ — Vol.  II 

APPLICANT — Alexander  Zamslmick  for  Louis  Kantrowitz, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  21, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  conversion 
of  occupancy  of  part  of  an  existing  building  from  residence 
to  business  use. 

PREMISES  AFFECTED— 871  East  175th  Street,  north 
side,  571  feet  east  of  Mohegan  Avenue,  Block  2958,  Lot 
65,  Borough  of  The  Bronx. 


780-53-BZ 

APPLICANT — Lama  and  Vassalotti  for  Pauline  Kurfist, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  14,  1974 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  parking  and 
storage  of  new  and  used  motor  vehicles  waiting  to  be  serv¬ 
iced  in  adjoining  building. 

PREMISES  AFFECTED— 34-58  to  34-66  (34-60  official) 
60th  Street,  west  side,  100  feet  north  of  37th  Avenue,  Block 
1198,  Lot  54,  Long  Island  City,  Borough  of  Queens. 
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691-55-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  long  term  lessee;  Chase  Manhattan  Bank  for 
A-T  American  Machine  and  Foundry  Company  Retire¬ 
ment  Annunity  Plan,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  extension  of  term  of  variance 
which  expired  November  18,  1973 — decision  of  the  Bor¬ 
ough  Superintendent;  previously  granted  on  condition 
under  Sections  7e,  7h,  7i  and  7 A  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  local  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  with  ac¬ 
cessory  uses  of  store,  lubritory,  car  washing,  minor  auto 
repairs  with  hand  tools  only,  utility  room  and  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  with 
show  windows,  business  entrance  and  signs  within  75 
feet  of  a  residence  use  district. 

PREMISES  AFFECTED— 1774-1780  Nereid  Avenue, 
4400-4406  Barnes  Avenue,  southeast  corner  and  4386-4390 
Gunther  Avenue,  Block  5051,  Lot  45  (formerly  Lots  44 
and  45),  Borough  of  The  Bronx. 


890-57-BZ 

APPLICANT — Louis  A.  Gruhin  for  Benjamin  Suarez  and 
Aurora  Comacho,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  September 
17,  1973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
parking  and  storage  of  motor  vehicles  of  the  pleasure 
type  only. 

PREMISES  AFFECTED — 105  Rockwood  Street  and  1530 
Walton  Avenue,  northeast  corner,  Block  2836,  Lots  1,  2, 
35,  37  and  38,  Borough  of  The  Bronx. 


1050-38-BZ— Vol.  II 

APPLICANT — Abram  Shlefstein  for  Sovereign  Realty, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  30,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permiting  in  a  local  retail  and  residence  use  dis¬ 
trict,  the  erection  of  a  gasoline  service  station  with  ac¬ 
cessory  motor  vehicle  repair  shop  with  hand  tools  only, 
auto  laundry,  non-automatic  and  lubritorium  without  the 
required  rear  yard. 

PREMISES  AFFECTED — 1301-1319  65th  Street  and  6411- 
6423  13th  Avenue,  northeast  corner,  Block  5747,  Lot  1, 
Borough  of  Brooklyn. 


32-59-BZ 

APPLICANT — Abram  Shlefstein  for  Sovereign  Realty, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  June  30,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  with  ac¬ 
cessory  motor  vehicle  repairs,  lubritorium,  car  washing, 
non-automatic,  office,  sales  of  auto  accessories  and  park¬ 
ing  of  cars  awaiting  service. 

PREMISES  AFFECTED — 8211  Flatlands  Avenue,  north¬ 
west  corner  of  East  83rd  Street,  Block  8003,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 


582-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Richard  Corbisiero, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  February  18, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  premises 
to  be  occupied  as  a  parking  lot  solely  for  the  employees 
and  patrons  of  the  restaurant  located  on  Block  876,  Lot  12, 
(Riccardio’s). 

PREMISES  AFFECTED— 21-12  to  21-20  (21-16  official) 
24th  Avenue,  south  side,  87.95  feet  west  of  23rd  Street  and 
24-09  21st  Street  and  21-07  24th  Road,  Block  874,  Lot  70, 
Astoria,  Borough  of  Queens. 


543-58-BZ 

APPLICANT — Heller  and  Heller  for  Bow-Wow  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  17,  1974 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  and  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
for  patrons  and  employees  of  an  adjoining  restaurant. 

PREMISES  AFFECTED — 92-05  163rd  Avenue,  northeast 
corner  of  92nd  Street,  Block  14066,  Lot  32  (formerly  Lots  . 
32  and  41),  Howard  Beach,  Borough  of  Queens. 


622-73-BZ 

i 

APPLICANT — Lauria  &  Rowe  for  Pellegrino  Nuzzolo, 
owner. 

SUBJECT — Application  November  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  construction  of 
an  accessory  garage  to  a  two  family  dwelling  that  en¬ 
croaches  on  the  required  side  yard.  ! 

PREMISES  AFFECTED — 90  Atlantic  Avenue,  south  side, 
165.27  feet  east  of  Johnson  Place,  Block  3296,  Lot  16, 
Dongan  Hills,  Borough  of  Richmond.  Community  Board 
#3. 


667-73-BZ 

APPLICANT — Joseph  H.  Lombardi  for  Colonel  S.  H. 
Bingham,  owner. 

SUBJECT — Application  December  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  in  an  existing  four 
story  and  cellar  building,  the  conversion  of  the  second, 
third  and  fourth  floors  to  professional  offices. 

PREMISES  AFFECTED — 109  East  35th  Street,  north  side, 
142.6  feet  East  of  Park  Avenue,  Block  891,  Lot  8,  Borough 
of  Manhattan.  Community  Board  #6. 

i 

151-74-BZ 

APPLICANT — Charles  M.  Spindler  for  Rubin  Bros. 
Holding,  owner. 

SUBJECT — Application  March  13,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  73-63  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
one  bay  enlargement  to  an  existing  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED— 76-19  21st  Avenue,  northwest 
corner  of  77th  Street,  Block  945,  Lot  45,  Astoria,  Borough 
of  Queens.  Community  Board  #1. 
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207-74-BZ 

APPLICANT— Lama,  Vassalotti  &  Ladau  for  The  Green 
Point  Savings  Bank,  owner. 

SUBJECT — Application  April  8,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  and  R4  district  the  en¬ 
largement  in  area  of  an  existing  accessory  parking  facility 
for  a  bank  previously  before  the  Board. 

PREMISES  AFFECTED — 9718/9720  Glenwood  Road, 
south  side,  65  feet  west  of  East  98th  Street  and  1058/1064 
East  98th  Street,  Block  8185,  Lots  39,  41  and  45,  Borough 
of  Brooklyn.  Community  Board  #17. 

210-74-B  Z 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Madison  Development  Company,  owner. 

SUBJECT — Application  April  11,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  Resolution,  to  permit  in  a  C5-3  CRT  and  C6-6 
CRT  district,  the.  erection  of  a  19  story  sports  center  that 
exceeds  the  permitted  tower  coverage,  encroaches  on  the 
required  rear  yard  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 109-123  West  56th  Street,  north 
side,  150  feet  west  of  Avenue  of  the  Americas  and  118  West 
57th  Street,  Block  1009,  Lots  19  and  43,  Borough  of  Man¬ 
hattan.  Community  Board  #5. 

|  j 

259-74-BZ 

APPLICANT- — Stroock  &  Stroock  &  Lavan  for  Lincoln 
Plaza  Associates  South,  owner. 

SUBJECT  Application  May  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-7  (L)  district,  the  erection  of 
a  43  story  mixed  building  without  the  required  city  plan¬ 
ning  special  permit,  exceeds  the  permitted  floor  area  ratio 
and  tower  coverage,  has  a  deficient  arcade  and  provides 
parking  in  an  excepted  district. 

AFFECTED — 1886  to  1896  Broadway,  23  to 
25  West  62nd  Street,  northeast  corner  and  24  to  40  West 
63rd  Street,  Block  1115,  Lots  22,  43,  47  and  17,  Borough 
of  Manhattan.  Community  Board  #7. 

JOSEPH  B.  KLEIN,  Chairman 


JUNE  25,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon.  June  25,  1974,  at  2  o’clock  at  80  Lafayette 
-  treet.  9th  floor,  New  \ork,  N.  Y.  10013  on  the  following 

matters : 

617-73-A 

APPLICANT— Harvey  P.  Clarkson,  President  of  Shreve, 
Iamb  &  Harmon  Associates  for  Prudential  Life  Insurance 
Lompany,  owner;  Empire  State  Building  Company,  lessee, 
Helmsley  Spear,  Incorporated,  agent. 

SUBJECT — Application  November  16,  1973 — appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  exemption 
from  required  re-entry  and  re-entry  signs. 

PREMISES  AFFECTED — 350  Fifth  Avenue  and  2  to  20 
West  34th  Street,  southwest  corner  and  1  to  29  West  33rd 
Street,  Block  835,  Lot  41,  Borough  of  Manhattan. 


167-74-A 

APPLICANT — Jerome  L.  Grushkin  for  Vincent  Rizzo, 

owner. 

SU.B.JEC  T  Application  March  21,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Class  11E  build¬ 
ing  within  fire  district. 

1  REMISES  AFFECTED — 204  Olympia  Boulevard,  south¬ 
west  corner  of  Pearsall  Street,  Block  3417,  Lot  105,  South 
Beach,  Borough  of  Richmond. 


168-74-A 

APPLICANT — Jerome  L.  Grushkin  for  Vincent  Rizzo 
owner. 

SUBJECT  Application  March  21,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Class  11-E  build¬ 
ing  within  fire  district. 

PREMISES  AFFECTED — 208  Olympia  Boulevard,  south 
side,  42.60  feet  west  of  Pearsall  Street,  Block  3417,  Lot 
103,  South  Beach,  Borough  of  Richmond. 


169-74-A 

APPLICANT— Jerome  L.  Grushkin  for  Vincent  Rizzo, 
owner. 

SUBJECT  Application  March  21,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Class  11E  build¬ 
ing  within  fire  district.. 

PREMISES  AFFECTED — 212  Olympia  Boulevard,  south 
side,  77.08  feet  west  of  Pearsall  Street,  Block  3417,  Lot 
101,  South  Beach,  Borough  of  Richmond. 


246-74-A 

APPLICANT — Alphonse  J.  Calvanico  for  Donald  Bis- 
choff,  owner. 

SUBJECT — Application  April  23,  1974 — Filed  pursuant  to 
Section  36,  Article  3  of  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 15  Herrick  Avenue,  north  side, 
360  feet  east  of  Gaynor  Street,  Block  7347,  Lot  40, 
Pleasant  Plains,  Borough  of  Richmond. 


247-74-A 

APPLICANT— Alphonse  J.  Calvanico  for  Donald  Bis- 
choff,  owner. 

SUBJECT — Application  April  23,  1974 — Filed  pursuant  to 
Section  36,  Article  3  of  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 19  Herrick  Avenue,  north  side, 
320  feet  east  of  Gaynor  Street,  Block  7347,  Lot  42, 
Pleasant  Plains,  Borough  of  Richmond. 


278-74-A 

APPLICANT — John  H.  Kearney  for  Our  Lady  of  Lourdes, 
owner. 

SUBJECT — Application  May  8,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  change  of  use 
from  convent  to  group  home. 

PREMISES  AFFECTED — 32-34  Aberdeen  Street,  north¬ 
east  corner  of  Broadway,  Block  3468,  Lot  1,  Borough  of 
Brooklyn. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MAY  21,  1974,  10  A.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  May  7,  1974,  were  approved 
as  printed  in  the  Bulletin  of  May  16,  1974,  Vol.  59,  No.  20. 


25-34-BZ — Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Christine  Scandore, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  April  3,  1972 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion  under  Sections  7e  and  21  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  change  in  occu¬ 
pancy  from  restaurant  and  recreation  center  to  restaurant, 
bar,  grill  and  cabaret  (extension  of  building  previously 
granted  by  the  Board  and  denied  as  to  restaurant,  sale  of 
liquors  and  cabaret). 

PREMISES  AFFECTED— 1190-1196  (1188  displayed) 

Ocean  Parkway  and  517-529  Avenue  L,  northwest  corner, 
Block  5495,  Lot  1000,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  31,  1951,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  21,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  31,  1951,  as  amended  through 
October  10,  1967,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  1019-49) 


283-52-BZ 

APPLICANT — William  R.  H.  Mackay  for  Hillside  Queens 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  local  retail 
and  residence  use  district  on  a  plot  presently  occupied 
with  a  gasoline  service  station,  stores  and  parking,  the 
extension  of  the  present  parking  area  by  the  addition  of 
an  adjoining  lot  located  in  the  residence  portion  of  the 
premises  and  to  provide  an  additional  curb  cut. 
PREMISES  AFFECTED— 272-06  to  272-10  Union  Turn¬ 


pike,  southeast  corner  of  Langdale  Street,  Block  8675, 
Lots  55,  57,  59  and  61,  Bellerose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  R.  H.  Mackay. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  May  12,  1959,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  Decem¬ 
ber  19,  1972;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  12, 
1959,  as  amended  through  December  19,  1972,  by  adding 
thereto : 

“that  the  premises  shall  substantially  conform  to  plot 
plan  of  existing  and  proposed  conditions  marked  ‘Re¬ 
ceived  December  28,  1973’,  one  sheet;  and  that  the  exist¬ 
ing  accessory  building  shall  substantially  conform  to 
revised  drawings  of  proposed  conditions  marked  ‘Re¬ 
ceived  December  28,  1973’,  four  sheets,  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects ;  and  that  a  Cer¬ 
tificate  of  Occupancy  shall  be  obtained.”  (Alt.  2931-58) 


467-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Morgan  Guaranty 
Trust  Company  of  New  York  as  Trustee  for  B.  F.  Good¬ 
rich  Retirement  Trust,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  December  16,  1973 — decision 
of  the  Borough  Superintendent :  previously  granted  on 
condition  under  Sections  7e  and  7h  of  the  Zoning  Resolu¬ 
tion,  permitting  on  a  plot  partly  in  a  local  retail  and  partly 
in  a  residence  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  car  washing — 
non-automatic,  minor  repairs  with  hand  tools  only,  office, 
storage  and  sale  of  accessories,  parking  and  storage  of 
more  than  five  (5)  cars  with  a  ground  sign  in  a  local 
retail  use  district. 

PREMISES  AFFECTED— 172-11  Northern  Boulevard, 
north  side  from  Utopia  Parkway  to  172nd  Street,  42-34 
to  42-42  Utopia  Parkway  and  42-33  to  42-41  172nd  Street, 
Block  5363,  Lot  1,  (formerly  Lots  1,  5,  and  37),  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  R.  Chlupsa. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  16,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 


444 


MINUTES 


on  May  21,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  16,  1958,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  ...  ;  on  condition  that 
no  trucks  shall  be  parked  or  stored  on  the  premises; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects,  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained.”  (N.B. 


117-63-BZ 


■^BBLICANT  Lama  and  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion.  long  term  lessee;  Roy  and  Mary  Wallace,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super- 
mtendent ;  previously  granted  on  condition  under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  a  Cl-2 
district,  the  erection  of  a  one  story  enlargement  and  the 
extension  of  the  use  and  area  of  an  automobile  service 
station  previously  granted  by  the  Board  to  include  minor 
auto  repairs  with  hand  tools,  non-automatic  car  wash, 
office,  utility  room,  sale  of  accessories  and  the  parking  of 
cars  awaiting  service  with  a  projecting  sign. 

PREMISES  AFFECTED— 164-01  to  164-13  (164-05  offi¬ 
cial)  Union  Turnpike,  78-31  to  78-41  164th  Street,  north¬ 
east  corner,  Block  6972,  Lot  27,  Flushing,  Borough  of 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  e 

Negative  :  . !!!.!!! .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  /,  1963,  on  certain  conditions;  and 

\\  hereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  May  11,  1965;  and 

\\  hereas,  the  resolution  was  amended  on  October  20,  1970  • 
and  ,  9 

Whereas,  the  applicant  requested  a  further  amendment 
ot  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  7 
1963,  as  amended  through  October  20,  1970,  by  adding  thereto : 
“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  and  present  conditions  marked  ‘Received 
March  22,  1974’,  one  sheet,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (Misc.  151-74) 


1326-66-BZ — Vol.  II 

APPLICANT  Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamadrash  Hachodosh  Talmud,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  January  6,  1973— decision 
0  Bie  Borough  Superintendent ;  previously  granted  on 


condition  under  Section  72-21  of  the  Zoning  Resolution 
permitted  in  an  R8  district,  the  relocation  of  a  proposed 
synagogue  and  school  building  previously  before  the  Board 
that  exceeds  the  permitted  lot  coverage  and  encroaches  on 
the  required  rear  yard. 

PREMISES  AFFECTED — 223-227  East  51st  Street  north 
side,  260  feet  east  of  Third  Avenue,  Block  1325,  Part 
of  Lot  40  (formerly  Lots  12  and  14),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative;  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . . . 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  6,  1970,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  February  1,  1972;  and 

Whereas,.  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  in  view  of  and  in  conjunction  with  the  action 
of  the  Board  this  day  under  Calendar  Number  391-72-BZ, 
the  Board  of  Standards  and  Appeals  does  hereby  waive  the 
Rules  of  Procedure  and  reopen  and  amend  the  resolution 
?o??ted  ?n  January  6-  .1970>  as  amended  through  February  1, 
1972,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution” 
(N.B.  78-66) 


630-70-BZ 

APPLICANT— Samuel  J.  Kisseloff  for  St  Andrews  Asso¬ 
ciates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-01(b)  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  C6-6  district,  on  an  office 
building  the  installation  of  illuminated  signs  that  exceeds 
the  permitted  surface  area,  exceeds  the  permitted  height 
above  curb  level  and  an  advertising  sign  that  encroaches 
on  the  adjoining  lot 

PREMISES  AFFECTED— 1368  to  1374  Avenue  of  the 
Americas,  64  to  68  West  56th  Street,  southeast  corner,  71 
West  55th  Street,  Block  1271,  Lot  73,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  q 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  16,  1971,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  April  10,  1973;  and 
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Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
16,  1971,  as  amended  through  April  10,  1973,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution,  on 
condition  that  no  further  extension  of  time  will  be  con¬ 
sidered  by  the  Board.’’  (N.B.  375-70) 


391-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodesh  Talmud,  owner. 

SUBJECT— Application  for  consideration— application  to  re¬ 
open  for  extension  of  time  to  complete  which  expired  Sep¬ 
tember  12,  1973— decision  of  the  Borough  Superintendent; 
previously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R8  district,  the  erection 
of  an  11  story  Synagogue  and  multiple  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  and  lot  coverage,  has 
less  than  the  required  lot  area,  open  space  ratio,  and  lot 
area  per  room,  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 223  to  22 7  East  51st  Street, 
north  side,  260  feet  east  of  Third  Avenue  and  224  to  226 
East  52nd  Street,  Block  1325,  Lot  40,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  to  reopen  and  extend 


time  to  obtain  permit  and  complete  the  work  denied. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

Affirmative :  .  0 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  5 


678-72-BZ 

APPLICANT — Meier-Marus  Associates  for  Flushing  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  20,  1973 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-44  of  the  Zoning 
Resolution,  permitting  in  a  Cl -2  district,  in  conjunction 
with  the  erection  of  a  two  story  enlargement  to  a  bank,  the 
reduction  in  the  number  of  accessory  parking  spaces. 

PREMISES  AFFECTED— 144-45  Northern  Boulevard, 
north  side,  160  feet  west  of  146th  Street,  Block  5003,  Lot 
48,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  R.  Marus. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  20,  1973,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  reopen  and  amend  the  resolution  adopted  on  March 
20,  1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (Alt. 
1000-72) 


292-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Florence 
Pancer,  owner. 

SUBJECT — Application  May  15,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
erection  of  a  second  story  on  an  existing  one  story  furniture 
showroom  with  sales  and  storage  previously  before  the 
Board. 

PREMISES  AFFECTED— 241-47  Bay  Ridge  Avenue, 
north  side,  292.3  feet  West  of  3rd  Avenue,  Block  5862, 
Lot  66,  Borough  of  Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant :  Anthony  Salvati. 

For  Opposition :  Ella  Tierney  and  Anna  V.  Harris. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Board. 


584-73-BZ 

APPLICANT — Lauria  &  Rowe  for  Virginia  Funeral  Home, 
owner. 

SUBJECT — Application  November  2,  1973- — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  and  Cl-1  district,  the  con¬ 
struction  and  maintenance  of  an  accessory  parking  lot  for 
an  existing  funeral  establishment. 

PREMISES  AFFECTED — 285  Garretson  Avenue,  north 
side  140.46  feet  west  of  Hylan  Boulevard,  Block  3341,  Lot 
74,  Dongan  Hills,  Borough  of  Richmond.  Community 
Board  #3. 

APPEARANCES— 

For  Applicant :  Ed  Lauria. 

For  Opposition :  Ralph  J.  Molinari. 

ACTION  OF  BOARD— Laid  over  to  June  4,  1974,  at  10 
A.M.,  for  decision. 


678-73-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  December  14,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  a  one  story  enlargement  and  the  rehabilitation 
of  an  automotive  service  station  structure  that  will  en¬ 
croach  on  the  required  side  yard. 

PREMISES  AFFECTED — 73-15  Elliot  Avenue,  northwest 
corner  of  74th  Street,  Block  2843,  Lot  41,  Maspeth,  Bor¬ 
ough  of  Queens.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  B.  J.  Amoto. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  May  28,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 

13-74-BZ 

APPLICANT — Atkin  &  Bassolino  for  Anthony  L.  Schia- 

vetti,  owner. 

SUBJECT — Application  January  11,  1974 — decision  of  the 
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Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  three  story  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  lot  area  per  room,  and  has  less 
than  the  required  open  space  ratio. 

PREMISES  AI'FECTED — 1630  Castle  Hill  Avenue,  east 
side,  1.99  feet  south  of  Glover  Street,  Block  3989,  Lots  10 
&  11,  Borough  of  The  Bronx.  Community  Board  # 9 . 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


eating  and  drinking  establishment  with  accessory  parking 
in  the  open  area. 

1  REMISES  AFFECTED — 3401-3421  Fort  Hamilton  Park¬ 
way.  south  side,  100  feet  east  of  Chester  Avenue,  Block 
5303,  Lots  12,  13,  15,  18,  20,  Borough  of  Brooklyn.  Com¬ 
munity  Board  #12. 

APPEARANCES— 

h  or  Applicant :  Leonard  F.  Rothkrug  and  David  L.  Baker. 
For  Opposition:  Todd  Breitbart,  Josephine  Bellomo,  Frank 
and  Marie  Magno,  Christine  Parisi,  Abe  Klein,  Anna 
Ciaci,  Helen  Rennhack,  Louis  Ventriglio,  James  Warren, 
and  F.  Vacante. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


19-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Beth  Jacob-Beth 
Miriam  School  for  Girls,  owner. 

SUBJECT— Application  January  15,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2,  in  an  R4  and  R3-2  dis¬ 
trict,  the  erection  of  a  seven  story  non-profit  residence  for 
the  elderly,  and  school  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  and  accessory 
parking,  encroaches  on  the  required  front,  side  and  rear 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 5714-16  Mosholu  Avenue,  south 
side,  161  feet  east  of  Feldston  Road  and  5711-19  Faraday 
Avenue,  Block  5855,  Lots  2234  and  2237,  Borough  of  The 
Bronx.  Community  Board  #14'. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Eugene  Smilovic 
and  John  C.  Klotz  and  Catherine  V.  Hervey. 

For  Opposition :  Thomas  E.  Acito,  Ernest  Millar,  John 
Grananhan,  Elizabeth  Chesholm,  George  A.  Chesholm 
and  Fernand  Beck. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  revised 
plans. 


60-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  34th  Street  South  Company,  owner. 

SUBJECT — Application  February  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-3  and  Cl-9  district,  the 
erection  of  a  20  story  and  penthouse  multiple  dwelling  that 
exceeds  the  permitted  tower  coverage. 

PREMISES  AFFECTED — 115-125  East  34th  Street,  north 
side,  183.6  feet  east  of  Park  Avenue,  Block  890,  Lots  11, 
12,  14,  13,  15,  16,  Borough  of  Manhattan.  Community 
Board  #6. 

APPEARANCES— 

For.  Applicant :  Samuel  H.  Lindenbaum  and  Howard  A. 

Zipser,  Donald  Zucker,  Elliot  Vikas,  Maxwell  N.  Fretter 
^  and  Vincent  J.  Cutteld. 

For  Opposition :  None. 

ACT  ION  OF  BOARD — Laid  over  to  June  4,  1974,  at  10 
A.M.,  for  hearing. 


104-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Larry  Lawrence 
and  Veronica  Holdings,  Incorporated,  owner. 

SUBJECT- — Application  February  28,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  an 


561-73-BZ 


APPLICANT — Adrianne  Uventa,  owner. 

SUBJECT— Application  October  23,  1973-Mecision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
the  erection  of  a  one  story  enlargement  to  an  existing 
dwelling  that  increases  the  degree  of  non-compliance  in 
nooi  area  ratio,  open  space  ratio  and  lot  area  per  room. 

AFFECTED — 336  East  16th  Street,  west  side, 
208  feet  north  of  Cortelyou  Road,  Block  5146,  Lot  62 
Borough  of  Brooklyn.  Community  Board  #14. 


APPEARANCES— 

For  Applicant :  Adrianne  Ilventa. 

For  Opposition:  None. 

R»9P^ENDATION  0F  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  Oh  BOARD — Application  granted  on  condition. 


THE  VOTE— 


Affirmative;  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  c 

Negative :  . !!!!!.! .  o 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  9,  1974,  after  due  notice  by  publication  in  the  Bulletin- 
laid  over  to  May  14,  1974;  then  to  May  21,  1974;  and 
\\  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  11,  1973,  acting  on  Alt.  Applic.  608/1973, 
reads i 

“1-.  The  proposed  increase  in  floor  area  of  a  build¬ 
ing  which  presently  exceeds  the  permitted  floor  area  for 
residential  building  in  an  R3-2  district,  and  is  also 
deficient  in  required  open  space  increases  the  degree 
of  non-compliance  and  is  contrary  to  Sect.  54-31  of  the 
Zoning  Resolution. 

2.  The  proposed  addition  of  new  living  rooms  in¬ 
creases  the  degree  of  non-compliance  as  to  lot  area  per 
room  and  is  contrary  to  Sect.  54-311  of  the  Zoning 
Resolution.”  6 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  one-story  enlargement  to 
an  existing  dwelling  that  increases  the  degree  of  non- 
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compliance  in  floor  area  ratio,  open  space  ratio  and  lot  area 
per  room,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application,  marked  “Re¬ 
ceived  October  23,  1973”,  3  sheets,  and  “February  7,  1974”, 
one  sheet;  and  that  all  laws,  rules  and  regulations  appli¬ 
cable  be  complied  with,  and  that  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 


marked  “Received  November  5,  1973”,  2  sheets,  and  “May 
3,  1974”,  3  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


146-74-BZ 


585-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  William  Schia- 
vone,  owner. 

SUBJECT — Application  November  5,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  enlargement  in 
area  of  an  existing  automobile  service  station  and  automo¬ 
bile  repair  shop. 

PREMISES  AFFECTED — 135-36  Centerville  Street,  north¬ 
west  corner  of  Hawtree  Street,  Block  11518,  Lot  192,  South 
Ozone  Park,  Borough  of  Queens.  Community  Board  #10. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Commissioner  Hornstein,  Commissioner 

Carroll  and  Commissioner  Walsh  .  3 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta  ...  2 


APPLICANT — Hausman  &  Rosenberg  for  Kheel  Tower, 
Incorporated,  owner. 

SUBJECT — Application  March  11,  197-1 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml -6  district,  in  an  existing 
21  story  and  penthouse  building,  the  conversion  of  the  sixth 
floor  through  the  penthouse  from  commercial  and  manu¬ 
facturing  use  into  apartments. 

PREMISES  AFFECTED — 315  7th  Avenue,  southeast  corner 
of  West  28th  Street,  Block  803,  Lot  73,  Borough  of  Man¬ 
hattan.  Community  Board  #5. 

APPEARANCES— 

For  Applicant:  Alvin  Hausman  and  Louis  Kheel. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE — 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Hornstein,  Commissioner  Carroll  and  Commissioner 


Walsh .  4 

Negative:  .  0 

Not  Voting:  Chairman  Klein .  1 


THE  RESOLUTION— 


THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  April  2,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  May  7,  1974;  then  to  May  21,  1974; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  10,  1973,  acting  on  Alt.  Applic.  1053/1973, 
reads : 

“1.  Proposed  enlargement  and  extension  of  an  auto¬ 
mobile  repair  and  automotive  service  station  U.  G.  16 
and  two  gasoline  pumps  is  not  permitted  as  of  right  in 
an  R4  district,  thus  contrary  to  Sec.  22-00  of  Z.R. 

2.  Proposed  struct,  alteration  and  extension  to  a 
non-conforming  use  is  contrary  to  Sec.  52-22  of  Z.R. 

3.  Proposed  extension  of  a  non-conforming  use  is 
not  in  accordance  with  the  general  provision  of  Sec. 
52-41  Z.R. 

4.  Proposed  extension  to  a  non-complying  building 
with  front  yards  less  than  lO'-O  ft.  and  side  yard  less 
than  8'-0  is  contrary  to  Sec.’s  23-45  and  23-462  of  Z.R. 

5.  Proposed  construction  with  less  than  the  min. 
required  open  space  is  contrary  to  Sec.  23-142  for  dis¬ 
trict  R4.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  for  a  term  of  10  years,  the  enlargement  in 
area  of  an  _  existing  automobile  service  station  and  auto¬ 
mobile  repair  shop,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application, 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  14,  1974,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  21,  1974;  and 
W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  26,  1974,  acting  on  Alt.  Applic.  1219/19 73, 
reads : 

1.  The  proposed  change  of  use  from  “factory”  (6th, 
8th  thru  penthouse  floors)  and  “business  school — Use 
Group  9”  (7th  floor)  to  “apartments”  in  a  building  lo¬ 
cated  within  an  Ml -6  zoning  district  is  not  permitted  as 
of  right  in  accordance  with  Section  42-10  of  the  Zoning 
Resolution. 

Note — There  are  no  bulk  or  parking  regulations  for 
apartments  in  an  Ml -6  zoning  district.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that_  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  Ml -6 
district,  in  an  existing  21-story  and  penthouse  building,  the 
conversion  of  the  6th  floor  through  the  penthouse  from  com¬ 
mercial  and  manufacturing  use  into  apartments,  on  condi¬ 
tion  that  all  work  shall  substantially  conform  to  drawings 
marked,  “Received  March  11,  1974”,  7  sheets,  and  “May  15, 
1974  ,  one  sheet;  and  that  all  laws,  rules  and  regulations  ap¬ 
plicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  12:35  P.M. 

John  B.  Cincotta,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  21,  1974,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 


213-74-BCR 

A I  PLICA  NT  Jeremiah  T.  Walsh,  P.E.,  Commissioner, 
Department  of  Buildings,  letter  dated  April  12,  1974  and 
received  April  16,  1974. 

SUBJECT— Application  April  16,  1974— Building  Code  Ref¬ 
erence  Standard  17-2  (Standard  for  the  Installation  of 
Sprinkler  Systems)  of  the  Building  Code  of  the  City  of 
New  York. 

APPEARANCES— 

For  Applicant:  Irving  Minkin,  Dept,  of  Buildings. 

For  Opposition:  David  C.  Lawrene. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  2 
P.M.,  for  continued  hearing. 


9-74-BZY — B.B. — 23 1 6  Surf  Avenue, 
120  and  126,  N.B.  89-73. 

APPEARANCES— 


Block  7070,  Lots 


For  Applicant :  Julius  J.  Rosen. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  2 
P.M.,  for  continued  hearing. 


452-44-SM 

APPLICANT  Richmond  Screw  Anchor  Company,  Incor¬ 
porated,  owner. 

SUBJECT — Change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE  — 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  .  . .  0 

THE  RESOLUTION— 

Wkereas,  the  report  of  a  Committee  on  Test  reads: 
452-44-SM  Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

Richmond  Screw  Anchor  Company,  Incorporated,  Bronx 
New  York  requests  that  the  resolution  adopted  October  17 
1944  under  Calendar  Number  452-44-SM  be  reopened  and 
amended  so  as  to  show  change  of  owner-manufacturer. 

PROPOSED  USE:  Richmond  screw  anchor  and  bolt  for 
use  in  concrete  walls  and  floors. 

DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terials  used  nor  in  the  manufacture  of  the  inserts. 

Richmond  Screw  Anchor  Company,  Incorporated,  a  sub¬ 
sidiary  of  Brown  Materials  Company  has  submitted  an  affi¬ 
davit  showing  that  on  May  22,  1973  Brown  Materials 
Lompany  a  Delaware  Corporation,  purchased  all  rights 
assets,  etc.  of  the  Shattuck  Denn  Mining  Corporation  a 
Uelaware  Corporation,  which  included  Richmond  Screw  An¬ 
chor  Company,  Incorporated,  also  a  Delaware  Corporation 
and  that  Richmond  Screw  Anchor  Company,  Incorporated 
will  continue  to  operate  under  the  name  of  Richmond  Screw 
Anchor  Company,  Incorporated. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  17,  1944,  under 
Calendar  Number  452-44-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer,  new  owner- 
manufacturer  being  the  Richmond  Screw  Anchor  Company, 
Incorporated  a  subsidiary  of  Brown  Materials  Company  and 
Richmond  Screw  Anchor  Company,  Incorporated  will  con¬ 
tinue  to  operate  under  the  name  Richmond  Screw  Anchor 
Company,  Incorporated  on  condition  that  the  requirements 
of  the  resolution  adopted  October  17,  1944  under  Calendar 
Number  452-44-SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, .  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
°n- j°r^ora^e  narne>  chanffe  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


309-46- S  A 


APPLICANT — Wayne  Home  Equipment  Company,  Incor¬ 
porated,  owner. 

SUBJECT— Modifications  and  changes  in  model  designa¬ 
tion  of  oil  burners. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  5 

Negative :  . !.".*!!!!.'."!!!!. .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
309-46- S A— Amendment  to  resolution  to  include  modifica¬ 
tions  and  changes  in  model  designation  of  oil  burners. 

Wayne  Home  Equipment  Company,  Incorporated,  Fort 
Wayne,  Indiana,  requested  that  the  resolution  adopted  July 
9  1946  and  amended  through  October  30,  1973  under  Calendar 
Number  309-46-SA  be  reopened  and  amended  to  include 
modifications  and  changes  in  model  designations  of  oil 
burners. 


PROPOSED  USE :  Oil  fired  burners. 

DESCRIPTION:  The  previously  approved  Model  M  oil 
burner  is  modified  in  the  flame  retention  gun  assembly  and 
tiie  fan  size.  The  basic  overall  design  of  the  burner  remains 
the  same.  The  model  designation  of  the  modified  burner  is 
changed  to  Model  MH. 


The  previously  approved  Model  M  oil  burner  is  modified 
in  the  end  core.  The  basic  overall  design  of  the  burner  re¬ 
mains  the  same.  The  model  designation  of  the  modified 
burner  is  changed  to  Models  M-RS  and  M-SR. 
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INSPECTION  AND  TEST :  The  Model  MH,  M-RS,  and 
M-SR  burners  have  been  approved  by  Underwriters’  Labora¬ 
tories  (File  MP  98). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  9,  1946  and  amended 
through  October  30,  1973  under  Calendar  Number  309-46-SA 
be  reopened  and  amended  to  include  the  modifications  stated 
above  and  changes  in  model  designations  to  the  Model  MH, 
M-RS,  and  M-SR  oil  burners  on  condition  that  the  require¬ 
ments  of  the  original  resolution  and  previous  amendments 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Faericker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

74-59-sm  rrm 

APPLICANT — Scientific  Plastics  Company,  Incorporated, 
owner. 

SUBJECT — To  include  additional  acid  and  chemical  waste 
system. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
74-59-SM — Amendment  to  resolution  to  include  additional 
acid  and  chemical  waste  system. 

Scientific  Plastics  Company,  Incorporated,  Waukesha, 
Wisconsin,  requested  that  the  resolution  adopted  November 
1,  1970  and  amended  through  October  24,  1972  under  Calendar 
Number  74-59-SM  be  reopened  and  amended  to  include  an 
additional  acid  and  chemical  waste  system. 

PROPOSED  USE:  Plastic  pipe  and  fittings  for  acid  and 
chemical  waste  system. 

DESCRIPTION :  The  system  previously  approved  under 
this  Calendar  Number  is  made  of  polyethylene  plastic.  The 
additional  system,  the  Vulcathene — Vultite  system,  consists 
of  pipe,  fittings,  sinks,  cup  sinks,  traps,  catchpots,  and  dilution 
tanks  made  of  polypropylene  plastic.  The  pipe  and  fittings 
are  1  y2"  and  2"  in  size.  Joints  are  made  with  a  sleeve  locking 
method  whereby  a  specially  designed  Vultite  spanner  torque 
wrench  is  used  to  tighten  nuts  around  the  joints. 
INSPECTION  AND  TEST :  The  polypropylene  com¬ 
ponents  of  the  system  have  been  tested  and  approved  by  the 
National  Sanitation  Foundation  (File  EX  CW). 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  1,  1970  and 
amended  through  October  24,  1972  under  Calendar  Number 
74-59-SM  be  reopened  and  amended  to  include  the  Vul- 
cathene-Vultite  propylene  plastic  pipe  and  fittings  system  for 
acid  and  chemical  wastes  on  condition  that  the  requirements 
of  RS  16  of  the  Building  Code  of  the  City  of  New  York  and 
the  requirements  of  the  original  resolution  and  previous 
amendments  adopted  under  this  Calendar  Number  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


395-61-SM 

APPLICANT — The  Upco  Company,  owner. 

SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu- 
lution  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
395-61-SM — Amendment  to  resolution  so  as  to  show  a 
change  of  corporate  name. 

The  Upco  Company,  Cleveland,  Ohio,  requests  that  the 
resolution  adopted  July  18,  1961  and  amended  June  22,  1971 
under  Calendar  Number  395-61-SM  be  reopened  and  amended 
so  as  to  show  a  change  of  corporate  name. 

PROPOSED  USE:  Epoxy  grout  and  mortar  and  quarry 
and  ceramic  tile. 

DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  United  Shoe  Machinery  Corporation 
(also  known  as  USM  Company)  to  its  original  name  of 
the  Upco  Company  and  to  include  the  trade  name  “U-Poxy”, 
black,  gray  and  bone  white,  which  was  omitted  in  the 
original  approval. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  18,  1961  and  amended 
June  22,  1971  under  Calendar  Number  395-61-SM  be  re¬ 
opened  and  amended  to  show  a  change  of  corporate  name 
from  United  Shoe  Machinery  Corporation  (also  known 
as  USM  Company)  to  its  original  name  of  the  Upco  Com¬ 
pany  and  to  include  the  trade  name  “U-Poxy”,  black,  gray 
and  bone  white,  on  condition  that  the  requirements  of  the 
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resolution  adopted  July  18,  1961  and  amended  June  22, 
1971  under  Calendar  Number  395-61-SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farrtcker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


805-62- S A 

APPLICANT — Roberts-Gordon  Appliance  Corporation, 
owner. 

SUBJECT — To  include  additional  heater. 
APPEARANCES— 

For  Applicant :  Charles  E.  Ford. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
805-62-SA — Amendment  to  resolution  to  include  additional 
heater. 

Roberts-Gordon  Appliance  Corporation,  subsidiary  of  A.  J. 
Industries,  Incorporated,  Buffalo,  New  York,  requested  that 
the  resolution  adopted  December  17,  1963  and  amended 
through  July  1,  1969  under  Calendar  Number  805-62-SA  be 
reopened  and  amended  to  include  an  additional  heater. 
PROPOSED  USE:  Gas  fired  infrared  space  heater. 
DESCRIPTION :  The  additional  heater,  Co-Ray-Vac 
Mode!  6-60,  is  similar  to  the  previously  approved  Co-Ray- 
Vac  Model  2-40.  Both  heaters  are  natural  or  LP  gas  fired, 
overhead  infrared  radiant  heaters.  The  major  difference  be¬ 
tween  the  heaters  is  in  size.  Model  2-40  is  rated  40,000  BTU/ 
HR.  Model  6-60  is  rated  60,000  BTU/HR. 

INSPECTION  AND  TEST :  The  Model  6-60  heater  has 
been  tested  and  approved  by  the  American  Gas  Association 
(Nos.  8-138- ( 1 ) .  101 ) . 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  17,  1963  and 
amended  through  July  1,  1969  under  Calendar  Number  805- 
62-SA  be  reopened  and  amended  to  include  the  Co-Ray-Vac 
Model  6-60  heater  on  condition  that  clearances  from  the 
heater  to  combustible  materials  shall  be  4"  from  the  ceiling, 
16"  from  the  side  of  the  heater,  and  36"  from  the  bottom  of 
the  heater,  and  on  condition  that  the  requirements  of  the 
original  resolution  and  previous  amendments  adopted  under 
this  Calendar  Number  be  complied  with. 


A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  witli  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number, 
hailure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

133-63-SA 

APPLICANT — Day  and  Night  Company/Payne  Company, 
Divisions  of  Carrier  Corporation,  owner. 

SUBJECT — Additional  trade  names  of  furnaces. 
APPEARANCES— 

For  Applicant :  Carl  J.  Kalmus. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
133-63-SA — Amendment  to  resolution  to  include  additional 
trade  names  of  furnaces. 

Day  and  Night  Company/Payne  Company,  Divisions  of 
Carrier  Corporation,  City  of  Industry,  California,  requested 
that  the  resolution  adopted  April  21,  1964  and  amended  Sep¬ 
tember  26,  1972  under  Calendar  Number  133-63-SA  be  re¬ 
opened  and  amended  to  include  additional  trade  names  of 
furnaces. 

PROPOSED  USE:  Gas  fired  furnaces. 

DESCRIPTION :  The  previously  approved  furnaces  are 
marketed  under  different  model  designations  by  Carrier  Air 
Conditioning  Company  and  by  two  divisions  of  Carrier  Cor¬ 
poration,  Day  and  Night  Company/Payne  Company  and 
Bryant  Air  Conditioning  Company  as  follows : 

UPFLOW  DIRECT  DRIVE  FURNACES 


Day  and 


Night/ 

Bryant  Air 

Payne  Co. 

Carrier  Air  Conditioning  Co. 

Cond.  Co. 

Series  19 

Series  GC  Series  GA 

Series  394D 

50U-19A 

58GC050-1 

394DAC000050 

50U24-19A 

58GC050-2 

394DAC024050 

80U-19A 

58GC080-1  58GA080-1 

394DAC000080 

80U24-19A 

58GC080-8 

394DAC024080 

80U36-19A 

58GC080-2 

394DAC036080 

80UW36-19A 

58GA080-2 

80U42-19A 

58GA080-3 

100U-19A 

58GC100-1 

394DAC000100 

100U36-19A 

100U42-19A 

58GC100-2  58GA100-2 

394DAC036100 
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Day  and 
Night/ 
Payne  Co. 
Series  19 

100U48-19A 

125U-19A 

125U36-19A 

125U48-19A 

125U60-19A 

150U-19A 

150U48-19A 

150U60-19A 

175U-19A 

175U48-19A 

175U60-19A 

200U60-19A 


Carrier  Air  Conditioning  Co. 
Series  GC  Series  GA 


58GC100-3 

58GC125-1 

58GC125-2 

S8GC125-3 

58GC150-1 

58GC150-3 


58GA12S-2 


Bryant  Air 
Cond.  Co. 
Series  394D 

394DAC048100 

394DAC000125 

394DAC036125 

394DAD048125 

394DAC060125 

394DAC000150 

394DAC048150 

394DAD060150 

394DAC048175 

394DAC060175 

394DAC060200 


UPFLOW  BELT  DRIVE  FURNACES 


Day  and 

Night/ 

Bryant  Air 

Payne  Co. 

Carrier  Air  Conditioning  Co. 

Cond.  Co. 

Series  20 

Series  GA 

Series  GV 

Series  394B 

100U-20A 

58GA100-1 

100U42-20A 

100U48-20A 

58GA 100-3 

58GV100-3 

125U-20A 

58GA125-1 

125U36-20A 

125U48-20A 

58GA125-3 

58GV125-3 

150U-20A 

58GA150-1 

150U48-20A 

150U60-20A 

58GA150-3 

58GV150-3 

394BAD060150 

175U-20A 

58GA175-1 

175U60-20A 

58GA175-3 

58GV17S-3 

394BAD060175 

200U48-20A 

58GA200-1 

200U60-20A 

58GA200-2 

58GV200-2 

394BAD060200 

200U90-20A 

58GA200-3 

250U 120-20 A 

58GA250-3 

394BAL120250 

The  furnaces  of  the  different  divisions  vary  only  in  color 
and  in  the  cosmetic  treatment  of  the  front  access  panels. 


INSPECTION  AND  TEST :  The  furnaces  have  been  tested 
and  approved  by  the  American  Gas  Association. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  21,  1964  and  amended 
September  26,  1972  under  Calendar  Number  133-63-SA  be 
reopened  and  amended  to  include  the  additional  trade  names 
of  furnaces  listed  above  on  condition  that  the  requirements 
of  the  original  resolution  and  previous  amendment  adopted 
under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


756-67-SM 

APPLICANT — American  Granwood  Flooring  Association, 
owner. 

SUBJECT — Change  of  name  and  added  trade  name. 
APPEARANCES— 

For  Applicant:  George  Maurice  Butterwort'n. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
756-67-SM — Amendment  to  resolution  so  as  to  show  a  change 
of  applicant’s  name  and  added  trade  name. 

American  Granwood  Flooring  Association,  Monkton, 
Maryland  for  Granwood- Stonewood,  Ltd.,  owner,  requested 
that  the  resolution  adopted  June  17,  1969  under  Calendar 
Number  756-67-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  applicant’s  name  and  added  trade  name. 

PROPOSED  USE:  Interior  finish  flooring. 
DESCRIPTION :  The  applicant  requests  that  the  resolu¬ 
tion  be  changed  so  as  to  show  the  applicant’s  name  from 
American  Granwood  Flooring  Company,  Incorporated  to 
American  Granwood  Flooring  Association  and  added  trade 
name  of  Granwood. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  17,  1969  under  Cal¬ 
endar  Number  756-67-SM  be  reopened  and  amended  so  as 
to  show  a  change  of  applicant’s  name  from  American  Gran¬ 
wood  Flooring  Company,  Incorporated  to  American  Gran¬ 
wood  Flooring  Association  and  added  trade  name  of  Granwood 
on  condition  that  the  resolution  adopted  June  17,  1969  under 
Calendar  Number  756-67-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


729-68-SM 

APPLICANT — Flangeklamp  Corporation,  owner. 
SUBJECT — Additional  ceiling  grid  system. 
APPEARANCES— 

For  Applicant :  James  S.  Fallon. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


452 


MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  . 0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
729-68-SM— Amendment  to  resolution  to  include  additional 
ceiling  grid  system. 


Flangeklamp  Corporation,  a  Building  Products  Company 
of  Roblin  Industries,  Incorporated,  requested  that  the  resolu- 
tion  adopted  December  15,  1970  and  amended  February  29, 
1972  under  Calendar  Number  729-68-SM  be  reopened  and 
amended  to  include  an  additional  ceiling  grid  system. 
PROPOSED  USE:  Ceiling  grid  system. 

DESCRIPTION :  The  grid  system,  Series  RL  Rigidlock, 
consists  of  double  webbed  steel  main  beams  and  cross  tees 
which  are  straight-in-line  (no  twist  or  tilt)  double  locked 
in  place.  Components  of  the  systems  are  as  follows: 


Part  No. 

RLM1-12 

RLM1-12 

RLM2-12 

RLM2-12 

RLM2-12 

RLC10-2 

RLC10-4 

RLC10-5 

RLC11-4 

RLC11-5 


Material 


Overall 

Height 

(in.) 


.016"  steel 
.016"  steel 
.020"  steel 
.020"  steel 
.020"  steel 
.016"  steel 
.016"  steel 
.016"  steel 
.016"  steel 
.016"  steel 


1)4 

1/2 

1/4 

U4 

1*4 

IX 

vx 

IX 

1 34 

44 


Overall 

Width 

Span 

Uniform  Load 

Concentrated 
Load  (lbs./ 

(in.) 

(ft.) 

(lbs./lin.  ft) 

lin.  ft.) 

15/16 

4 

13.0 

30.0 

15/16 

5 

7.0 

19.5 

15/16 

4 

16.0 

40.0 

15/16 

5 

8.0 

26.5 

15/16 

6 

5.0 

18.5 

15/16 

2 

22.0 

25.0 

15/16 

4 

5.6 

12.7 

15/16 

5 

3.0 

8.0 

15/16 

4 

13.0 

30.0 

15/16 

5 

6.0 

18.0 

^vff^[ON  AND  TEST:  The  loads  listed  above  wen 
verified  with  tests  conducted  by  Buffalo  Testing  Laboratories 
(Report  No.  65,793). 

RECOAIMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  15,  1970  and 

729^e?M  Kebruary  a9’  a1972  under  CaIendar  Number 
729-68-SM  be  reopened  and  amended  to  include  an  additional 

n  syste(n’  Series  Rigidlock,  on  condition  that 

aU  iiBtallahons  shall  comply  with  the  requirements  of  the 
load  limits  listed  above,  RS  5-16  of  the  Building  Code  of  the 
City  of  New  \ork,  and  the  requirements  of  the  original 

aTenTrnN“mberV,OUS  amendment  ad°l>ted  ™der  this 

pLPHr0dUnmanU?CtUred’  sh?1]  be  filcd  annually  with  this 
oard,_  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number 
Failure  to  notify  the  Board  of  change  of  ownership  c£nee 

HaTST’  ChaT  address  or  to  annul, 

mdavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
nereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 

149-71-SA  - 


APPLICANT  Qeaver-Brooks  Division  of  Aqua^Chem 
Incorporated,  owner. 

SUBJECT — Additional  boilers. 

APPEARANCES— 

For  Applicant :  Frank  P.  Bergonzi. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test 


THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 

Negative:  . 

THE  RESOLUTION— 


5 

0 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
149-71-SA— Amendment  to  resolution  to  include  additional 
boilers.  Cleaver-Brooks  Division  of  Aqua-Chem,  Incorpo¬ 
rated,  Milwaukee,  Wisconsin,  requested  that  the  resolution 
adopted  January  18,  1972  under  Calendar  Number  149-71-SA 
be  reopened  and  amended  to  include  additional  boilers 
PROPOSED  USE :  Gas  fired  boiler. 


DESCRIPTION :  The  boilers  are  natural  gas  fired,  high 
or  low  pressure  steam  or  hot  water  type.  The  previously 
approved  and  additional  boilers  are  both  Model  4,  Series  700. 
They  are  similiar  boilers  which  differ  from  each  other  in 
size  and  ratings. 

The  additional  boilers  are  No.  1500  (1,500,000  BTU/HR 
input),  No.  2500  (2,500,000  BTU/HR  input),  No.  3500 

,BTU/HR  input),  and  No.  4500  (  4,500,000 
BTU/HR  input). 


INSPECTION  AND  TEST:  The  additional  boilers  have 
been)  approved  by  Underwriters’  Laboratories  (File  MP 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  18,  1972  under 
Calendar  Number  149-71-SA  be  reopened  and  amended  to 
include  the  additional  boilers  listed  above  on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendment  adopted  under  this  Calendar  Number  be  complied 
with. 


A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
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Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

150-71-SA 

APPLICANT — Cleaver-Brooks  Division  of  Aqua-Chem,  In¬ 
corporated,  owner. 

SUBJECT— Additional  boilers. 

APPEARANCES— 

For  Applicant :  Frank  P.  Bergonzi. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
150-71-SA — Amendment  to  resolution  to  include  additional 
boilers. 

Cleaver-Brooks  Division  of  Aqua-Chem,  Incorporated,  Mil¬ 
waukee,  Wisconsin,  requested  that  the  resolution  adopted 
January  18,  1972  under  Calendar  Number  150-71-SA  be  re¬ 
opened  and  amended  to  include  additional  boilers. 
PROPOSED  USE  :  Oil  fired  boiler. 

DESCRIPTION  :  The  boilers  are  No.  2  oil  fired,  high  or 
low  pressure  steam  or  hot  water  type.  The  previously  ap¬ 
proved  and  additional  boilers  are  both  Model  4,  Series  100. 
They  are  similar  boilers  which  differ  from  each  other  in  size 
and  ratings. 

The  additional  boilers  are  No.  1500  (1,500,000  BTU/HR 
input),  No.  2500  (2,500,000  BTU/HR  input),  No.  3500 
(3,500,000  BTU/HR  input),  and  No.  4500  (4,500,000  BTU/ 
HR  input). 

INSPECTION  AND  TEST:  The  additional  boilers  have 
been  approved  by  Underwriters’  Laboratories  (File  MP 
1002). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  18,  1972  under 
Calendar  Number  150-71-SA  be  reopened  and  amended  to 
include  the  additional  boilers  listed  above  on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendment  adopted  under  this  Calendar  Number  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with  the 
above  report. 


151-71-SA 

APPLICANT — Cleaver-Brooks  Division  of  Aqua-Chem,  In¬ 
corporated,  owner. 

SUBJECT — Additional  boilers. 

APPEARANCES — 

For  Applicant:  Frank  P.  Bergonzi. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
151-71-SA — Amendment  to  resolution  to  include  additional 
boilers. 

Cleaver-Brooks  Division  of  Aqua-Chem,  Incorporated,  Mil¬ 
waukee,  Wisconsin,  requested  that  the  resolution  adopted 
January  18,  1972  under  Calendar  Number  151-71-SA  be 
reopened  and  amended  to  include  additional  boilers. 

PROPOSED  USE:  Gas/oil  fired  boiler. 

DESCRIPTION  :  The  boilers  are  natural  gas  or  No.  2  oil 
■fired,  high  or  low  pressure  steam  or  hot  water  type.  The 
previously  approved  and  additional  boilers  are  both  Model  4, 
Series  200.  They  are  similar  boilers  which  differ  from  each 
other  in  size  and  ratings. 

The  additional  boilers  are  No.  1500  (1,500,000  BTU/HR 
input),  No.  2500  (2,500,000  BTU/HR  input),  No.  3500 
(3,500,000  BTU/HR  input),  and  No.  4500  (4,500,000  BTU/ 
HR  input). 

INSPECTION  AND  TEST :  The  additional  boilers  have 
been  approved  by  Underwriters’  Laboratories  (File  MP 
1002). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  18,  1972  under 
Calendar  Number  151-71-SA  be  reopened  and  amended  to 
include  the  additional  boilers  listed  above  on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendment  adopted  under  this  Calendar  Number  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with  the 
above  report. 
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363-72-SA 

APPLICANT — L.  B.  White  Company,  Incorporated,  owner. 
SUBJECT — To  include  modifications  of  heater. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  !  ’  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
363-72-SA — Amendment  to  resolution  to  include  modifica¬ 
tions  of  heater. 

L.  B.  White  Company,  Incorporated,  Onalaska,  Wiscon¬ 
sin.  requested  that  the  resolution  adopted  October  10,  1972 
under  Calendar  Number  363-72-SA  be  reopened  and  amended 
to  include  modifications  of  a  heater. 

PROPOSED  USE:  Temporary  heater  for  construction 
sites. 

DESCRIPTION :  The  heater,  Model  342,  is  LP  gas  fired 
with  a  capacity  of  250,000  BTU/HR.  The  modifications  are 
made  to  comply  with  the  requirements  of  the  New  York 
State  Industrial  Code  and  Fire  Department  directives. 

The  standards  gas  supply  hose  is  replaced  with  an  armored 
hose,  Model  EST  3439,  manufactured  by  the  Electric  Hose 
and  Rubber  Company,  Skokie,  Illinois.  The  armored  hose 
is  Y\"  I.D.  stainless  steel  wire  braid. 

A  Model  7MP2-19  Tip-Over  Mercury  Switch,  manu¬ 
factured  by  Honeywell  Corporation,  Minneapolis,  Minnesota, 
is  added  to  each  heater.  If  the  heater  is  overturned,  the 
mercury  contacts  are  opened,  which  breaks  a  thermocouple 
circuit  and  de-energizes  the  main  burner  gas  port  in  the 
automatic  safety  shut-off.  This  stops  the  main  burner  gas 
now. 

INSPECTION  AND  TEST :  The  armored  hose  is  ap¬ 
proved  by  Underwriters’  Laboratories.  The  addition  of  the 
tip-over  switch  meets  New  York  State  and  OSHA  require¬ 
ments. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  10,  1972  under 
Calendar  Number  363-72-SA  be  reopened  and  amended  to 
include  the  modifications  described  above  of  the  Model  342 
heater  on  condition  that  the  requirements  of  the  original 
resolution  adopted  under  this  Calendar  Number  be  com¬ 
plied  with  and  that  all  installations  of  the  heater  shall 
corn  ply  with  aoplicable  Fire  Department  directives. 

A  sworn  affidavit  by  a  responsible  officer  of  the  mann- 
farturer,  familiar  with  the  materials,  processes  and  controls 
°*.  th£  Product  manufactured,  shall  be  filed  annually  with 
this  P>oard,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner- 
s  ip,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
annroval. 

(Sgd.)  John  B.  Cincotta. 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Tr. 

Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


407-72-SM 

APPLICANT — Richmond  Screw  Anchor  Company,  Incor¬ 
porated,  owner. 

SUBJECT — Change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE  — 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . .  0 

THE  RESOLUTION— 

Where  .s,  the  report  of  a  Committee  on  Test  reads: 
407-72-SM — Amendment  to  resolution  so  as  to  show  a 
change  of  owner-manufacturer. 

Richmond  Screw  Anchor  Company,  Incorporated,  Bronx, 
New  York  requests  that  the  resolution  adopted  September 
12,  1972  under  Calendar  Number  407-72-SM  be  reopened 
and  amended  so  as  to  show  a  change  of  owner-manufacturer. 
PROPOSED  USE:  Concrete  inserts. 

DESCRIPTION  :  There  has  been  no  change  in  the  ma¬ 
terials  used  nor  in  the  manufacturer  of  the  inserts. 

.  Richmond  Screw  Anchor  Company,  Incorporated,  a  sub¬ 
sidiary  of  Brown  Materials  Company  has  submitted  an  affi¬ 
davit  showing  that  on  May  22,  1973  Brown  Materials 
Company,  a  Delaware  corporation,  purchased  all  rights, 
assets,  etc.  of  the  Shattuck  Denn  Mining  Corporation,  a 
Delaware  corporation,  which  included  Richmond  Screw 
Anchor  Company,  Incorporated  also  a  Delaware  corporation 
and  that  Richmond  Screw  Anchor  Company,  Incorporated 
will  continue  to  operate  under  the  name  of  Richmond  Screw 
Anchor  Company,  Incorporated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  12,  1972  under 
Calendar  Number  407-72-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer,  new  owner - 
manufacturer  being  Richmond  Screw  Anchor  Company,  In¬ 
corporated,  a  subsidiary  of  Brown  Materials  Company  and 
Richmond  Screw  Anchor  Company,  Incorporated  will  con¬ 
tinue  to  operate  under  the  name  Richmond  Screw  Anchor 
Company,  Incorporated  on  condition  that  the  requirements 
of  the  resolution  adopted  September  12,  1972  under  Calender 
Number  407-72-SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 

Asst.  Arch., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


393-73-SA 

APPLICANT — Weinman  Pump  Company  for  LFE  Cor¬ 
poration,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
393-73-SA — Weinman  Pump  Company,  Hamden,  Connecti¬ 
cut,  for  LFE  Corporation,  Waltham,  Massachusetts,  filed 
for  approval  of  Weinman  Vertical  Submerged  Non-Clog 
Sewage  Ejectors,  Type  M-VS,  under  the  provisions  of 
Section  C26-10 7.2  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Vertical  sewage  ejection  pumps. 
DESCRIPTION :  The  pumps  are  impeller  and  shaft  type. 
They  are  designed  to  pass  2",  2 J4",  or  3"  solids  when  operat¬ 
ing  at  1150  RPM  or  1750  RPM.  Capacities  range  up  to 
1000  GPM.  The  pumps  develop  up  to  100  feet  of  dynamic 
head.  The  discharge  size  is  3"  or  A".  The  impeller  is  from 
6^2"  to  10"  in  diameter.  The  motors  are  from  Y\  HP  to 
25  HP  and  are  either  drip  proof,  totally  enclosed,  or  ex¬ 
plosion  proof.  Two  stage  pumps  are  available.  Available 
materials  include  all  parts  below  the  cover  and  in  contact 
with  the  liquid  to  be  made  of  iron  or  steel  or  to  be  made  of 
bronze. 

INSPECTION  AND  TEST :  The  motor  drives  of  the 
pumps  have  been  approved  by  Underwriters’  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Weinman  Vertical  Submerged  Non- 
Clog  Sewage  Ejectors,  Type  M-VS,  under  the  provisions 
of  Section  C26-107.2  of  the  Building  Code  of  the  City  of 
New  York.  The  pumps  shall  be  permanently  labeled :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  393-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  corporate  name,  change  of  address 
or  to  submit  the  annual  affidavit  will  be  cause  for  revoca¬ 
tion  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


8-74-SM 

APPLICANT — Weyerhaeuser  Company,  owner. 

APPEARANCES— 

For  Applicant :  Frank  A.  Modica. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

8-74-SM — Weyerhaeuser  Company,  Tacoma,  Washington, 
filed  for  approval  of  Panel  15  Siding  Material  under  the  pro¬ 
visions  of  Article  10  and  RS  10  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Siding  panel. 

DESCRIPTION :  The  panel  core  consists  of  minimum 
5/16"  thick  Douglas  fir  plywood.  The  face  sheet  is  .01"  thick 
textured  aluminum.  The  backing  is  either  the  textured  alu¬ 
minum  or  .0015"  thick  aluminum  foil.  The  facing  and  back¬ 
ing  are  bonded  with  waterproof  adhesive.  The  finish  is  coated 
with  .001"  thick  acrylic.  The  panels  may  be  applied  directly 
to  supports  to  serve  as  a  sheathing  and  exterior  finish. 
INSPECTION  AND  TEST :  The  panel  was  tested  by 
Underwriters’  Laboratories  (File  R5224)  and  the  exposed 
surface,  the  coated  textured  aluminum  facing,  achieved  an 
average  flamespread  rating  of  65  and  a  smoke  developed  rat¬ 
ing  of  80. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Panel  15  as  a  siding  and  sheathing 
material  in  locations  where  a  combustible,  non-fire  rated 
exterior  wall  is  permitted  by  Table  3-4  of  the  Building  Code 
of  the  City  of  New  York  on  condition  that  all  installations  • 
shall  comply  with  the  requirements  of  Article  10  and  RS  10 
of  the  Building  Code  of  the  City  of  New  York.  The  cover- 
boards  in  which  the  panels  are  shipped  shall  be  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  8-74-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  i 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual  • 
affidavit  will  be  cause  for  revocation  of  approval.  j 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

195-74-SA 

APPLICANT — Little  Giant  Corporation,  owner  Closter 
Brothers,  Incorporated,  agent. 

SUBJECT — Application  April  3,  1974 — Big  John  and  Tall 
John  Sump  Pumps  models  6-CIA,  8-CIA,  8-CBA,  9-CBA, 
12-CBA,  10-CIA,  6-CIM,  8-CIM,  8-CBM.  8-CIM  w/25' 
cord,  9-CIM,  10-CIM,  12-CBM,  VS-1  and  VS-2. 
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APPEARANCES— 

For  Applicant:  Robert  I.  Closter. 

AC1  ION  Ob  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 


Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  . 

Negative :  . 


Model 

6-CIA 

8-CIA 

8- CBA 

9- CBA 
12-CBA 

10- CIA 
6-CIM 
8-CIM 

8- CBM 

9- CIM 

10- CIM 
12-CBM 
VS-1 
VS-2 


Description 

Cast  Iron  Automatic  . . 

Cast  Iron  Automatic  . 

Cast  Bronze  Automatic  . 

Cast  Bronze  Automatic  . | 

Cast  Bronze  Automatic  . 

Cast  Iron  Automatic  . 

Cast  Iron  Manual  . ’ 

Cast  Iron  Manual  . 

Cast  Bronze  Manual  . 

Cast  Iron  Manual  . 

Cast  Iron  Manual  . *  ’ 

Cast  Bronze  Manual  . 

Brass  Column  Automatic . 

Coated  Steel  Column  Automatic  . 


H.P. 

54 

54 

54 

A 

y2 

y2 

Vs 

Vs 

Vs 

x, 

54 

54 

54 


Gallons  Per  Hour 


Model 

No. 

6-CIA 

8-CIA 

8- CBA 

9- CBA 
12-CBA 

10- CIA 
6-CIM 
8-CIM 

8- CBM 

9- CIM 

10- CIM 
12-CBM 
VS-1 
VS-2 


5' 

2750 

3000 

3000 

3250 

5000 

4200 

2750 

3000 

3000 

3250 

4200 

5000 

2600 

2400 


10' 

15' 

20' 

1750 

750 

2000 

1000 

2000 

1000 

2500 

1550 

450 

4000 

3000 
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proved  by  Underwriters’  Laboratories  P(File  £34370)°™  aP" 

RECOMMENDATIONS:  The  Committee  on  Test  recom- 
mends  the  approval  of  Big  John  and  Tall  John  Sump  Pumps 
Models  6-CIA,  8-CIA,  8-CBA,  9-CBA  12-CBA  10-rT  A 

an?vs  ?‘CI¥’  8',CBM’  9-CIM,  10-CIM,  12-CBM,  VS-l’ 
Rnll  r  S’r  uinder  tlhei’.rovislons  of  Section  C26-107.2  of  the 

per  mnfnH°die  kV,6  9ly  of  New  York-  The  pumps  shall  be 
~"t  y  JabeIed :  Approved  by  the  Board  of  Standards 

be?  195-74-SA ’’USC  “  NeW  Y°rk  Gty  Under  Calendar  Num- 

tllrlSrrnraffidav;t  by  a  resP°nsible  officer  of  the  manufac- 
urer,  familiar  with  the  materials,  processes  and  controls  of 

r*  P,roduct  manufactured)  shall  be  filed  annually  with  this 

are  h;inCertlfyJnf  SUCh  materiaIs’  processes  and  controls 

annrnvT  maintamed  as  were  in  effect  at  the  time  of  this 

Faiffire  L  ,  PferV1T  aPProYa,s  under  this  Calendar  Number. 

)f  mr»  0  notlfy  the  Board  of  change  of  ownership,  change 

affidavff  w;iinhme’  ia?gC  °f  addr-ess  or  to  subniit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


THE  RESOLUTION— 

.  Ai1] eaas,  tbe  report  of  a  Committee  on  Test  reads: 

1  ya-/4-S A— Little  Giant  Corporation,  Oklahoma  City,  Okla¬ 
homa,  filed  for  approval  of  Big  John  and  Tall  John  Sump 
Pumps,  Models  6-CIA,  8-CIA,  8-CBA  9-CBA  IM  P, A 

V^SIA’  8-CBM,  8-CIM,’  10-CIM!  12-CBm| 

t, UIJder  the  provisions  of  Section  C26-107  2 

PROPOSED  BUS^?  Hi  pump”'  YMk' 
l^SCRfPTION :  Specifications  of  the  pumps  are  as  fol- 


Amps 

Watts 

P.S.I. 

Automatic 

8 

600 

7.8 

Yes 

8 

600 

7.8 

Yes 

8 

600 

7.8 

Yes 

9.6 

750 

9.9 

Yes 

11 

1100 

11.2 

Yes 

11 

1100 

10.0 

Yes 

8 

600 

7.8 

No 

8 

600 

7.8 

No 

8 

600 

7.8 

No 

9.6 

750 

9.9 

No 

11 

1100 

10.0 

No 

11 

1000 

11.2 

No 

6.2 

440 

8.2 

Yes 

5.0 

450 

8.2 

Yes 

Submersible 

Yes 

Yes 

Yes 

Yes 

Yes 

Yes 

Yes 

Yes 

Yes 

Yes 

Yes 

Yes 

No 

No 


Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


60-66-SM 

APPLICANT — United  States  Mineral  Products  Company 
owner 

SUBJECT— To  eliminate  requirement  for  installation  of 
insulation. 

APPEARANCES— 

For  Applicant:  Donald  R.  Thom. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  2 
P.M.,  for  decision. 

254-72-SM 

APPLICANT — H.  H.  Robertson  Company,  owner. 

SUBJECT — Additional  uses  of  steel  deck. 

APPEARANCES— 

For  Applicant:  Charles  H.  Norris,  Jr. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  2 
P.M.  for  decision. 


318-73-SA 

APPLICANT — The  DcVilbiss  Company,  owner. 
SUBJECT — Pain  spray  booth. 

APPEARANCES— 

For  Applicant:  None 

ACTION  OF  BOARD — Laid  over  without  date. 

380-73-SM 

APPLICANT— Owens-Corning  Fiberglas  Corporation, 

owner. 

SUBJECT— Bonding  Agent  for  Mortarless  block  walls. 
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APPEARANCES— 

For  Applicant :  Bruce  Morrison  and  Doug  Karman. 
ACTION  OF  BOARD— Laid  over  to  June  4,  1974,  at  2 
P.M.,  for  decision. 


881-53-SM 

APPLICANT— Potter  Electric  Signal  and  Manufacturing 
Company,  Incorporated,  owner. 

SUBJECT— Revocation  of  type  VSR  waterflow  detector 
2 y2"  to  8"  sizes. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  November  25,  1958,  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


704-73-A 

APPLICANT — Charles  Spindler  for  Empire  Assoc,  c/o 
Abrams  Brothers,  owner. 

SUBJECT — Application  December  28,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readiness. 
PREMISES  AFFECTED— 35-39  West  47th  Street,  north 
side  324  feet  W/i  inches  north  of  the  Avenue  of  the  Amer¬ 
icas,  Block  1263,  Lot  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri, 
F.  D. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


32-74-A 

APPLICANT — Leonard  F.  Rothkrug  for  Esther  Cohen, 
owner. 

SUBJECT — Application  January  17,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  change  of  oc¬ 
cupancy  from  dwelling  on  second  floor  to  photographic 
studio  and  office. 

PREMISES  AFFECTED — 1450  Flatbush  Avenue,  west 
side,  295  feet  south  of  Farragut  Road,  Block  5249,  Lot  54, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  23,  1973,  on  Alt.  Applic.  1639/69,  reads : 

“1.  Proposed  change  of  occupancy  on  the  2nd  floor 
from  a  dwelling  to  photographic  studio  and  office  in  a 
frame  building  within  the  fire  limits  is  contrary  to  4.2.1 
of  the  A.C. 

2.  Provide  a  3  ft.  clear  width  of  stair  from  2nd  floor 
as  per  Sect.  6.4. 1.2  of  the  A.C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  23,  1973,  acting  on  Alt.  Applic.  1639/69, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  occu¬ 
pancy  of  the  second  floor  be  limited  to  10  persons;.  that 
Objection  Number  2  be  complied  with;  that  the  building 
shall  substantially  conform  to  drawings,  marked  “Received 
January  17,  1974”,  3  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


61-74-A 

APPLICANT— Harry  Soled  for  Congregation  Chasidei 
Belz,  owner. 

SUBJECT— Application  February  7,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  three  story  building  as  synagogue. 

PREMISES  AFFECTED— 1169  48th  Street,  north  side, 
100  feet  west  of  12th  Avenue,  Block  5627,  Lot  71,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Soled. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  . ® 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  5,  1974,  on  Alt.  Applic.  1352/73,  reads: 

“4.  Proposed  use  of  3  story  frame  bldg,  for  church 
use  is  contrary  to  Sec.  C26-254.0.  A.C.  (1938).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough.  Superintendent, 
dated  February  5,  1974,  acting  on  Alt.  Applic.  1352/73,  Ob¬ 
jection  No.  4,  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  substantially  conform  to  drawings,  marked 
“Received  February  7,  1974”,  6  sheets ;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


66-74-A 

APPLICANT — Aaron  Halpern  for  Harry  Partridge,  owner. 
SUBJECT— Application  February  13,  1974— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  cellar  apart¬ 
ments  without  required  open  space. 
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PREMISES  AFFECTED — 31-15  and  31-17  21st  Avenue, 
northwest  corner  of  32nd  Street,  Block  829,  Lot  35 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

I' or  Applicant:  Alphonse  J.  Russo. 

ACTION  Oh  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  . 

Negative :  . 

THE  RESOLUTION— 


,  }\Hr-RuAS’  ~  decision  of  the  Borough  Superintendent, 
dated  February  2,  1974,  on  Alt.  Applic.  207/73,  reads : 

“8  M— Cellar  apartments  at  East  do  not  open  on  to 
a  space  with  its  least  dimension  of  30'-0"  contrary  to 
Sect.  34(6)  M.D.  Law  and  Sect.  C26-34.03  H.M. 
Code. 


and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  2,1974  acting  on  Alt.  Applic.  207/73, 
Objection  No.  8M,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  substantially  conform  to  drawings  filed  with  this 
application,  marked  “Received  February  13,  1974”  one 
saeet ;  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


617-73-A 

A?PLiSAST“~Har*vey  P'  CIarkson>  President  of  Shreve, 
Lamb  &  Harmon  Associates  for  Prudential  Life  Insurance 
Company,  owner;  Empire  State  Building  Company,  lessee, 
Helmsley  Spear,  Incorporated,  agent. 

SUBJECT— Application  November  16,  1973— appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  exemption 
from  required  re-entry  and  re-entry  signs 

P^MASAScAFFECTED-3S0  Fifth  Avenue  and  2  to  20 
West  54th  Street  southwest  corner  and  1  to  29  West  33rd 
Street,  Block  835,  Lot  41,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  T.  W.  Milne  and  C.  P.  Palmieri 
Jr.  D.  ’ 

ApP*PN  OF  BOARD— Laid  over  to  June  25,  1974,  at  2 
P .M.  for  continued  hearing. 


692-73-A 

APPLICANT— Leonard  F.  Rothkrug  for  Lincoln  Square 
fiome  Associates,  owner. 

SUBJECT— Application  December  19,  1973-appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
Budding  Permit  #5529/73. 

pRLMISES  AFFECTED— 201  West  74th  Street  and  2120 
ofrManhattaartheaSt  COrner’  Block  1166’  Lot  25>  Borough 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Maxwell  H.  Tret- 

For  Opposition:  Ludwig  Gelobter,  Assembly.  Richard 
Cotttried,  Dawn  Williams  and  Janet  Urchota. 

ApVr°*f  9F  BOARD— Laid  over  to  June  11,  1974,  at  2 
P.M.,  for  hearing. 


695-73-A 


APPLICANT  Leonard  F.  Rothkrug  for  Liana  Properties, 
Incorporated,  owner;  Somersey  Home  for  Adults,  lessee. 

SUBJECT-Application  December  20,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
Building  Permit  #5095-73. 

PREMISES  AFFECTED — 150  West  47, th  Street,  south 
side,  216  feet  east  of  Broadway,  Block  999,  Lot  54,  Bor¬ 
ough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

A  r>P^f<^  ^.F  BOARD — Laid  over  to  June  11,  1974,  at  2 
P.M.,  continued  hearing. 


697-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Padar  Realty 
Company,  Incorporated,  owner;  Sam  Paneth,  lessee. 

SUBJECT— Apphcation  December  21,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
Building  Permit  #4593-73. 

P?c/w^EB  AFFECTED — 21  West  86th  Street,  north  side 
250  feet  west  of  Central  Park  West,  Block  1200  Lot  19 
Borough  of  Manhattan. 

APPEARANCES— 

I1  or  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Mr.  Franz  Leiclier,  Mr.  and  Mrs  Ber¬ 
nard  Stem,  Mrs.  Lucile  Atlas,  Mr.  Calucco,  Jack 
Schertz  Prances  Schertz,  Jean  Loomis,  Arthur  Werner, 
Ethyl  Hamberger,  Mr.  and  Mrs.  J.  Smallbach,  Mrs. 
Lustig,  Robin  Kronstadt,  Ed  Bolke,  Frances  Uhran 
Ruth  Myers,  Mrs.  Nembic,  Donna  Goldstein,  Ludwig 
Gelobter,  Senator  Richard  Gottfried,  Albert  H.  Blum- 
enthal.  Assemblyman ;  L.  Kardeman  for  Congressman 
Rangel,  Ross  Graham,  Irving  Sonnacheim,  Jack  Schertz 
and  many  others. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1974,  at  2 
P.M.,  for  continued  hearing. 


7-74-A 

APPLICANT — Hebrew  Hospital  for  Chronic  Sick,  owner. 
SUBJECT-Application  January  9,  1974— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED — 5601  Palisade  Avenue,  north 
side,  999.77  feet  north  of  West  254th  Street,  Block  5933, 
Lot  46,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Sidney  Schutz. 

For  Opposition:  Charles  G.  Moerdler,  Community  Board 
#14,  Theodore  Geevertz. 

ACTION  OF  BOARD — Laid  over  to  July  2,  1974,  at  2 
P.M.,  for  continued  hearing. 


11-74- A 


APPLICANT — Rathkopf  &  Rathkopf  for  Forestam  Asso¬ 
ciates,  owner.  (Parkland  Manor  Home  for  Adults). 

SUBJECT  Application  January  10,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #1653/73. 


PREMISES  AFFECTED — 6375  Broadway,  west  side 
230.80  feet  north  of  West  254th  Street,  Block  5841  Lot 
1994,  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant :  Daren  A.  Rathkopf,  William  J.  Ziltzer. 
For  Opposition:  C.  G.  Moerdler,  Community  Board  #14. 
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ACTION  OF  BOARD— Laid  over  to  June  11,  1974,  at  2 
P.M.,  for  decision. 


73-74-A 

APPLICANT— Larry  Meltzer  for  Bulova  Watch  Company, 
owner. 

SUBJECT— Application  February  14,  1974— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  use  of  buried 
concrete  tank  for  storage  of  fuel  oil. 

PREMISES  AFFECTED— 75-20  Astoria  Boulevard  South, 
southwest  corner  of  77th  Street,  Block  1027,  Lot  4,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Administration :  C.  Palmieri  and  Lt.  Milne,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 

82-74-A 

APPLICANT — Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  February  20,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  on  Inflam¬ 
mable  mixture  known  as  “Gulf  Flooring  &  General  Con¬ 
struction  Adhesive”,  in  11  oz.  Corking  Cartridge  .0035 
Foil  to  Kraft  Liner,  without  replaceable  cap,  not  in  com¬ 
pliance  with  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  Robert  E.  Rutherford. 

For  Administration :  Lt.  T.  Milne  and  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  May  28,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


83- 74- A 

APPLICANT — Gulf  Corporation,  owner. 

SUBJECT — Application  February  20,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  In¬ 
flammable  mixture  known  as  “Gulf  Panel  and  General 
Construction  Adhesive  in  11  oz.  Corking  Cartridge  .0035 
Foil  to  Kraft  Liner,  without  replaceable  cap,  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 

APPEARANCES— 

For  Applicant :  Robert  E.  Rutherford. 

For  Administration :  Lt.  T.  Milne  and  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — ‘Laid  over  to  May  28,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 

103-74-A 

APPLICANT — -Flack  &  Kurtz  for  Parks,  Recreation  & 
Cultural  Affairs  Administration,  owner. 

SUBJECT — Application  February  28,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  storage  and  use  of 
Chlorine  Gas  (liquefied)  in  occupied  location. 

PREMISES  AFFECTED — Soundview  Swimming  Pool 
Complex,  Intersection  of  Metcalf  and  Seward  Avenues, 
Block  3543,  Lot  1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  A.  J.  Oliveri. 

For  Administration:  Lt.  T.  Milne,  C.  Palmieri,  F.D. 

ACTION  OF  BOARD— Laid  over  to  May  28,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


Adjourned:  5:35  P.M. 

John  B.  Cincotta,  Executive  Director 
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Effective  August  1,  1974,  no  applications  and/or  revi¬ 
sions  to  cases  will  be  accepted  by  the  Board  of  Standards 
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w  Court  Decision. 

Office— 80  Lafayette  Street,  9th  Floor,  Manhattan,  New  -r,.,.  „ 

York,  N.  Y.  10013.  FlhnS  Procedures. 


T  elephone — 566-5 1 74. 

COURT  DECISION 

Matter  of  Runneymede  Associates  v.  The  Board  of  Standards 
and  Appeals — On  September  19,  1974  the  Board  granted  the  appli¬ 
cation  based  on  a  decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R10  district, 
■  he  erection  of  a  26  story  mixed  building  that  exceeds  the  permitted 
Moor  area  ratio  and  lot  coverage,  has  less  than  the  required  lot  area 
?er  room,  encroaches  on  the  required  tower  setback,  and  has  a  non- 
.'omplying  arcade.  Calendar  Number  241-72-BZ,  premises  281-287 
Lexington  Avenue  and  132-136  East  37th  Street,  southwest  corner. 
Block  892,  Lots  61,  62,  63,  Borough  of  Manhattan. 

At  New  York  County  Supreme  Court,  Special  Term,  Part  I,  Mr. 
lustice  Quinn  rendered  the  following  decision: 

.  “•  •  •  Though  petitioner  (assuming  that  it  is  a  party  ag¬ 
grieved)  makes  plausible  arguments  controverting  the  fact  findings 
of  the  Board  of  Standards  and  Appeals,  this  court  will  not  attempt 
,  to  substitute  its  judgment  for  that  of  the  governmental  body  to 
which  the  resolution  of  such  questions  has  been  committed  by 
statute,  so  long  as  any  reasonable  view  of  the  evidence  supports 
the  facts  as  found  by  the  Board. 

There  is  acceptable  evidence  that  in  order  to  continue  main¬ 
tenance  of  non-profit  community  club,  that  permitting  the  building- 
to-be-erected.  a  variance  to  the  extent  of  an  increase  of  five  stories 
in  height  without  setbacks,  an  increase  of  23.6  per  cent  of  bulk 
and  37  per  cent  increase  in  density,  and  a  partially  non-complying 
arcade  is  necessary  to  afford  the  intervenors  a  reasonable  return 
on  their  investment,  all  without  affecting  the  essential  character 
of  the  neighborhood.  This  grant  cannot  be  said  to  be  an  arbitrary 
determination.  TEe  motion  of  the  respondent  for  judgment  dis¬ 
missing  the  petition  on  the  merits  is  granted. 

Settle  judgment  ...” 

New  York  Law  Journal,  April  22,  1974,  pages  2  and  17) 


Docket. 

Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  May  28, 
1974,  Affecting  Calendar  Numbers  — 


624-38-BZ — 

540-73-BZ 

186-74-BZ 

Vol.  II 

665-73-BZ 

211-74-BZ 

142-59-BZ 

666-73-BZ 

631-73-BZ 

210-61-BZ 

668-73-BZ 

678-73-B  Z 

602-71-BZ 

45-74-BZ 

88-74-BZ 

741-72-BZ 

58-74-BZ 

89-74-A 

105-73-BZ 

87-74-BZ 

124-74-BZ 

258-70-BZ 

137-74-BZ 

125-74-A 

222-71-B  Z 

152-74-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  ] 

1974,  Affecting  Calendar  Numbers  — 

82- 74-A  646-73- A  101-74-A 

83- 74-A  46-74-A  103-74-A 

262-74-A  55-74-A  147-74-A 

529-73-SM  56-74-A  205-74-A 

645-73-A  63-74-A 

Minutes  of  Special  Meeting,  Thursday  Morning,  May  30. 
1974,  Affecting  Calendar  Number — 

2-74-BZ 
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iVVw  Cases  Filed  up  to  May  28,  1974 

Cal.  No.  Dept.  Premises  Affected 

318-74- A — B.B. — 911  Linden  Boulevard,  northeast  corner 
of  East  57th  Street,  Block  4662,  Lot  28,  Borough  of 
Brooklyn,  Alt.  No.  382-74,  re-  group  home,  R6  district. 


319-74-BZ — B.M. — 555  Avenue  of  the  Americas,  west 
side,  from  West  15th  Street  to  West  16th  Street,  Block 
791,  Lot  36,  Borough  of  Manhattan,  Community  Board 
#4,  E.S.  137-74,  re-  advertising  sign,  C6-2  district. 


SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
60  (3)  of  the  Multiple  Dwelling  Law  to  permit  in  a  R7-1 
district  the  addition  to  the  uses  within  a  multiple  dwelling 
garage  to  include  transient  parking  for  the  unused  and  sur¬ 
plus  tenants  spaces. 

PREMISES  AFFECTED— 102-31  67th  Avenue,  66-37  102nd 
Street,  northeast  corner,  Block  2133,  Lot  16,  Forest  Hills, 
Borough  of  Queens. 


134-26-BZ — Vol.  II 


320-74-A — B.M. — 555  Avenue  of  the  Americas,  west  side, 
from  West  15th  Street  to  West  16th  Street,  Block  791, 
Lot  36,  Borough  of  Manhattan,  E.S.  137-74,  re-  sign  over 
sidewalk  level,  C6-2  district. 


321-74-A — F.D. — packaging  of  flammable  mixture  known 
as  “Prestone  Windshield  washer  anti-freeze  and  cleaner 
AS-141”,  in  16  ounce  cone  top  metal  crown  cap  not  in 
compliance  with  regulations  of  Administrative  Code. 


322-74-BZ — B.Q. — 76-24  267th  Street,  west  side,  205.43 
feet  south  of  76th  Avenue,  Block  8542,  Lot  18,  New  Hyde 
Park,  Borough  of  Queens,  Community  Board  #11,  Alt. 
No.  491-74,  re-  proposed  enlargement  of  rear  yard,  R2 
district. 


323-74-A — B.M.  Pier  57,  north  river  foot  of  West  15th 
Street,  Block  662,  Lot  3,  Borough  of  Manhattan,  P.T. 
#730232,  re-  fuel  tanks.  M2-3  district. 


324-74- A — F.D. — 436  West  38th  Street,  south  side,  300 
feet  east  of  10th  Avenue,  Block  735,  Lot  59,  Borough  of 
Manhattan,  F.D.  letter  of  11/22/68,  re-  sprinkler  system, 
Ml-5  district. 


325-74-A — B.B. — 384  to  386  Atlantic  Avenue,  south  side, 
175  feet  west  of  Bond  Street,  Block  183,  Lots  26,  27, 
Borough  of  Brooklyn,  Alt.  No.  1763-73,  re-  public 
occupancy  of  non-fireproof  building,  C2-3  within  R6 
district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. —Fire  Department. 


JUNE  25,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  25,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters ; 

11-59- A 

APPLICANT — Demov,  Morris,  Levin  and  Shein  for  Mollie 
Perlbinder  Sunshine  Nursery  School,  Incorporated,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  26,  1974 
appeal  from  a  decision  of  the  Borough  Superintendent 
re-  certificate  of  occupancy;  previously  granted  on  condi¬ 
tion. 

PREMISES  AFFECTED — 1440  Bryant  Avenue,  east  side, 
125  feet  south  of  Jenning  Street,  Block  2999,  Lot  19,  Bor¬ 
ough  of  The  Bronx. 


APPLICANT — Alexander  Zamshnick  for  Louis  Kantrowitz, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  i 
extension  of  term  of  variance  which  expired  April  21, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  conversion 
of  occupancy  of  part  of  an  existing  building  from  residence 
to  business  use. 

PREMISES  AFFECTED— 871  East  175th  Street,  north 
side,  571  feet  east  of  Mohegan  Avenue,  Block  2958,  Lot 
65,  Borough  of  The  Bronx. 


780-53-BZ 

APPLICANT — Lama  and  Vassalotti  for  Pauline  Kurfist, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  14,  1974 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  parking  and 
storage  of  new  and  used  motor  vehicles  waiting  to  be  serv¬ 
iced  in  adjoining  building. 

PREMISES  AFFECTED— 34-58  to  34-66  (34-60  official) 
60th  Street,  west  side,  100  feet  north  of  37th  Avenue,  Block 
1198,  Lot  54,  Long  Island  City,  Borough  of  Queens.  j 

691-55-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  long  term  lessee;  Chase  Manhattan  Bank  for 
A-T  American  Machine  and  Foundry  Company  Retire¬ 
ment  Annunity  Plan,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  extension  of  term  of  variance  . 
which  expired  November  18,  1973 — decision  of  the  Bor¬ 
ough  Superintendent;  previously  granted  on  condition 
under  Sections  7e,  7h,  7i  and  7 A  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  local  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  with  ac¬ 
cessory  uses  of  store,  lubritory,  car  washing,  minor  auto 
repairs  with  hand  tools  only,  utility  room  and  parking  ; 
and  storage  of  more  than  five  (5)  motor  vehicles,  with 
show  windows,  business  entrance  and  signs  within  75 
feet  of  a  residence  use  district. 

PREMISES  AFFECTED— 1774-1780  Nereid  Avenue, 

4400-4406  Barnes  Avenue,  southeast  corner  and  4386-4390 
Gunther  Avenue,  Block  5051,  Lot  45  (formerly  Lots  44 
and  45),  Borough  of  The  Bronx. 


890-57-BZ 

APPLICANT — Louis  A.  Gruhin  for  Benjamin  Suarez  and 
Aurora  Comacho,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  September 


190-68-BZ 

-APPLICANT — Leonard  F.  Rothkrug  for  Birchwood  Towers 
and  2  Associates,  owner. 
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17,  19/3 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
parking  and  storage  of  motor  vehicles  of  the  pleasure 
type  only. 

PRESSES  AFFECTED — 105  Rockwood  Street  and  1530 
Walton  Avenue,  northeast  corner,  Block  2836,  Lots  1,  2 
35,  37  and  38,  Borough  of  The  Bronx. 


1050-38-BZ — Vol.  II 

AI  1  I.IC AN  1  Abram  Shlefstein  for  Sovereign  Realty 
owner.  ’ 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  30,  1974 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permiting  in  a  local  retail  and  residence  use  dis- 
i  tnct>  t,ie  erection  of  a  gasoline  service  station  with  ac¬ 
cessory  motor  vehicle  repair  shop  with  hand  tools  only, 
auto  laundry,  non-automatic  and  lubritorium  without  the 
required  rear  yard. 

I  AFFECTED — 1301-1319  65th  Street  and  6411- 

6423  13th  Avenue,  northeast  corner,  Block  5747  Lot  1 
Borough  of  Brooklyn. 


32-59-BZ 

APPLICANT  Abram  Shlefstein  for  Sovereign  Realty 
owner.  J  ’ 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  June  30,  1974 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  with  ac¬ 
cessory  motor  vehicle  repairs,  lubritorium,  car  washing, 
non-automatic,  office,  sales  of  auto  accessories  and  park¬ 
ing  of  cars  awaiting  service. 

PREMISES  AFFECTED — 8211  Flatlands  Avenue,  north¬ 
west  corner  of  East  83rd  Street,  Block  8003,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 


582-58-BZ 


APPLICANT — Lama  and  Vassalotti  for  Richard  Corbisiero, 
owner. 


SUBJECT — Application  for  consideration — reopening  for  ex- 

io7^10ni  °*  -term  of  variance  which  expired  February  18, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  premises 
o  be  occupied  as  a  parking  lot  solely  for  the  employees 
and  patrons  of  the  restaurant  located  on  Block  876,  Lot  12 
(Riccardio’s). 


P?EM!SES  EFFECTED — 21-12  to  21-20  (21-16  official) 
5c™Ao^enu<?’  south  Slde>  87.95  feet  west  of  23rd  Street  and 
24-09  21st  Street  and  21-07  24th  Road,  Block  874,  Lot  70, 
Astoria,  Borough  of  Queens. 


543-58-BZ 


APPLICANT — Heller  and  Heller  for  Bow-Wow  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  17,  1974 _ 

I  decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  and  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
lor  patrons  and  employees  of  an  adjoining  restaurant. 


PREMISES  AFFECTED — 92-05  163rd  Avenue,  northeast 

^92"d  Stre,et-  Block  14066-  Lot  32  (formerly  Lots 
32  and  41),  Howard  Beach,  Borough  of  Queens. 


622-73-BZ 

APPLICANT— Lauria  &  Rowe  for  Pellegrino  Nuzzolo 
owner. 

SUBJECT  Application  November  20,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  construction  of 
an  accessory  garage  to  a  two  family  dwelling  that  en¬ 
croaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 90  Atlantic  Avenue,  south  side, 
165.27  feet  east  of  Johnson  Place,  Block  3296,  Lot  16, 
Dongan  Hills,  Borough  of  Richmond.  Community  Board 


667-73-BZ 


APPLICANT— Joseph  H.  Lombardi  for  Colonel  S.  H. 
Bingham,  owner. 


SUBJECT  Application  December  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  in  an  existing  four 
story  and  cellar  building,  the  conversion  of  the  second, 
third  and  fourth  floors  to  professional  offices. 

PREMISESAFFECTED — 109  East  35th  Street,  north  side, 

r2;  c  fe,et  East  of  Park  Avenue,  Block  891,  Lot  8,  Borough 
of  Manhattan.  Community  Board  #6. 


151-74-BZ 

APPLICANT— Charles  M.  Spindler  for  Rubin  Bros. 
Holding,  owner. 

SUBJECT  Application  March  13,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  73-63  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
one.  bay  enlargement  to  an  existing  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED — 76-19  21st  Avenue,  northwest 
corner  of  77th  Street,  Block  945,  Lot  45,  Astoria,  Borough 
ot  Queens.  Community  Board  #1. 

207-74-BZ  " 


APPLICANT— Lama,  Vassalotti  &  Ladau  for  The  Green 
Point  Savings  Bank,  owner. 


Application  April  s,  19/4— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,,  to  permit  in  a  Cl-2  and  R4  district  the  en- 
largement  in  area  of  an  existing  accessory  parking  facility 
for  a  bank  previously  before  the  Board. 

PREMISES  AFFECTED — 9718/9720  Glenwood  Road, 
south  side,  65  feet  west  of  East  98th  Street  and  1058/1064 
East  98th  Street,  Block  8185,  Lots  39,  41  and  45,  Borough 
of  Brooklyn.  Community  Board  #17. 


210-74-BZ 


APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Madison  Development  Company,  owner. 

SUBJECT— Application  April  11,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  Resolution,  to  permit  in  a  C5-3  CRT  and  C6-6 
CRT  district,  the  erection  of  a  19  story  sports  center  that 
exceeds  the  permitted  tower  coverage,  encroaches  on  the 
required  rear  yard  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 109-123  West  56th  Street,  north 
side,  150  feet  west  of  Avenue  of  the  Americas  and  118  West 
57th  Street,  Block  1009,  Lots  19  and  43,  Borough  of  Man¬ 
hattan.  Community  Board  #5. 
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259-74-BZ 

APPLICANT— Stroock  &  Stroock  &  Lavan  for  Lincoln 
Plaza  Associates  South,  owner. 

SUBJECT— Application  May  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-7  (L)  district,  the  erection  of 
a  43  story  mixed  building  without  the  required  city  plan¬ 
ning  special  permit,  exceeds  the  permitted  floor  area  ratio, 
and  tower  coverage,  has  a  deficient  arcade  and  provides 
parking  in  an  excepted  district. 

PREMISES  AFFECTED— 1886  to  1896  Broadway,  23  to 
25  West  62nd  Street,  northeast  corner  and  24  to  40  West 
63rd  Street,  Block  1115,  Lots  22,  43,  47  and  17,  Borough 
of  Manhattan.  Community  Board  #7. 

JOSEPH  B.  KLEIN,  Chairman 


JUNE  25,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  June  25,  1974,  at  2  o’clock  at  80  Lafayette 

Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 

matters : 

617-73-A 

APPLICANT — Harvey  P.  Clarkson,  President  of  Shreve, 
Lamb  &  Harmon  Associates  for  Prudential  Life  Insurance 
Company,  owner ;  Empire  State  Building  Company,  lessee, 
Helmsley  Spear,  Incorporated,  agent. 

SUBJECT— Application  November  16,  1973— appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  exemption 
from  required  re-entry  and  re-entry  signs. 

PREMISES  AFFECTED — 350  Fifth  Avenue  and  2  to  20 
West  34th  Street,  southwest  corner  and  1  to  29  West  33rd 
Street,  Block  835,  Lot  41,  Borough  of  Manhattan. 

167-74-A 

APPLICANT— Jerome  L.  Grushkin  for  Vincent  Rizzo, 
owner. 

SUBJECT— Application  March  21,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Class  11E  build¬ 
ing  within  fire  district. 

PREMISES  AFFECTED— 204  Olympia  Boulevard,  south¬ 
west  corner  of  Pearsall  Street,  Block  3417,  Lot  105,  South 
Beach,  Borough  of  Richmond. 


168-74-A 

APPLICANT — Jerome  L.  Grushkin  for  Vincent  Rizzo, 
owner. 

SUBJECT — Application  March  21,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Class  11-E  build¬ 
ing  within  fire  district. 

PREMISES  AFFECTED — 208  Olympia  Boulevard,  south 
side,  42.60  feet  west  of  Pearsall  Street,  Block  3417,  Lot 
103,  South  Beach,  Borough  of  Richmond. 


169-74-A 

APPLICANT — Jerome  L.  Grushkin  for  Vincent  Rizzo, 
owner. 

SUBJECT — Application  March  21,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Class  11E  build¬ 
ing  within  fire  district.. 

PREMISES  AFFECTED — 212  Olympia  Boulevard,  south 
side,  77.08  feet  west  of  Pearsall  Street,  Block  3417,  Lot 
101,  South  Beach,  Borough  of  Richmond. 


246-74-A 

APPLICANT — Alphonse  J.  Calvanico  for  Donald  Bis- 
choff,  owner. 

SUBJECT — Application  April  23,  1974 — Filed  pursuant  to 
Section  36,  Article  3  of  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 15  Herrick  Avenue,  north  side, 
360  feet  east  of  Gaynor  Street,  Block  7347,  Lot  40, 
Pleasant  Plains,  Borough  of  Richmond. 


247-74-A 

APPLICANT — Alphonse  J.  Calvanico  for  Donald  Bis- 
choff,  owner. 

SUBJECT — Application  April  23,  1974 — Filed  pursuant  to 
Section  36,  Article  3  of  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 19  Herrick  Avenue,  north  side, 
320  feet  east  of  Gaynor  Street,  Block  7347,  Lot  42, 
Pleasant  Plains,  Borough  of  Richmond. 


278-74-A 

APPLICANT — John  H.  Kearney  for  Our  Lady  of  Lourdes, 
owner. 

SUBJECT — Application  May  8,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  change  of  use 
from  convent  to  group  home. 

PREMISES  AFFECTED — 32-34  Aberdeen  Street,  north¬ 
east  corner  of  Broadway,  Block  3468,  Lot  1,  Borough  of 
Brooklyn. 

JOSEPH  B.  KLEIN,  Chairman 


JULY  2,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  July  2,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

221-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Eastpark 
Apartments,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  16,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R10  district,  the  erection  of  a 
24  story  multiple  dwelling  without  the  required  accessory 
parking. 

PREMISES  AFFECTED— 1006-1008  Fifth  Avenue,  east 
side,  27.2  feet  south  of  East  82nd  Street  and  2  East  82nd 
Street,  Block  1493,  Lots  68,  70,  71,  72,  Borough  of  Man¬ 
hattan. 


707-70-A 

APPLICANT — George  Perotto  for  Essex  Management 
Company,  owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
restore  to  the  Docket  for  consideration  as  to  amendment 
of  the  resolution,  on  motion  of  the  Board,  at  request  of 
the  owner  of  the  premises — modification  of  Certificate  of 
Occupancy  re-  sprinkler  system;  previously  granted  on 
condition. 

PREMISES  AFFECTED— 248-12  Union  Turnpike,  south 
side  of  Union  Turnpike,  between  248th  Street  and  249th 
Street,  Block  8561,  Lot  1,  Glen  Oaks,  Borough  of  Queens. 
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410-68-BZ 

APPLICANT — George  Perotto  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent ;  previously  granted  on  condition  under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  an  R3-2 
district,  at  an  existing  automotive  service  station  pre¬ 
viously  before  the  Board,  the  erection  of  a  one  story 
enlargement  to  the  accessory  building  and  the  extension 
of  the  term  of  variance. 

PREMISES  AFFECTED — 8505  Astoria  Boulevard  north¬ 
east  corner  of  85th  Street,  Block  1097,  Lot  1,  Jackson 
Heights,  Borough  of  Queens. 


251-68-BZ 

APPLICANT— Larry  Meltzer  for  The  Protestant  Dutch 
Reformed  Church  of  the  Town  of  Flatlands,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time 
to  complete, ,  which  expired  July  9,  1972;  and  for  amend¬ 
ment — decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  C2-2  and  R5  district 
in  conjunction  with  the  erection  of  a  supermarket,  the 
expansion  of  the  accessory  parking  into  the  R5  district 
and  with  curb  cut  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 1891  to  1907  Flatbush  Avenue, 
2  to  46  Alton  Place,  southeast  corner,  Block  7812  Lots 
28,  33,  39,  40,  50,  Borough  of  Brooklyn. 


770-71-BZ  ' 

APPLICANT — Larry  Meltzer  for  Diane  Percia,  owner. 

SUBJECT  1 — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  15,  1974 
and  for  amendment — decision  of  the  Borough  Superintend¬ 
ent :  previously  granted  on  condition  under  Section  72-21 
of  the  Zoning  Resolution,  permitting  in  an  R5  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  kitchen 
equipment  manufacturing  establishment. 

PREMISES  AFFECTED— 1889  to  1907  McDonald  Av¬ 
enue,  southeast  corner  of  Quentin  Road,  Block  6658,  Lot 
1,  Borough  of  Brooklyn. 


317-64-BZ — Vol.  II 

APPLICANT — Sheldon  Lobel  for  Kinny  Transportation, 
Incorporated,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974, 
reopening  for  extension  of  term  of  variance  which  ex¬ 
pires  July  21,  1974;  and  for  amendment — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  11—412  of  the  .Zoning  Resolution;  permitting 
in  an  R5  district,  the  erection  of  a  one  story  cellar  and 
mezzanine  enlargement  to  an  existing  automobile  sales 
and  service  establishment  previously  before  the  Board  and 
with  additional  business  entrances  and  signs. 

PREMISES  AFFECTED — 2166  to  2216  Coney  Island  Av- 
enue  923  to  937  Avenue  S,  northwest  corner,  Block  6685, 
Lot  34,  Borough  of  Brooklyn. 


183-74-BZ 

APPLICANT — Kenneth  H.  Koons  for  Renato  &  Ivone 
Bennoni  and  Tomasina  Penasso,  owners. 

SUBJECT— Application  March  29,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  mainte¬ 


nance  of  a  one  story  enlargement  to  a  two  family  dwell¬ 
ing  that  creates  non-compliance  in  floor  area  ratio,  open 
space  ratio  and  encroachment  into  the  rear  and  side  yards. 

^  AFFECTED — 2224  Throop  Avenue,  east  side, 

125  feet  south  of  Astor  Avenue,  Block  4373,  Lot  14,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #12. 

221- 74-BZ  “ 

APPLICANT— Lama  &  Vassalotti  for  J  &  C  Filipazzo 
Contracting  Corporation,  owner;  Argano  Electric  Corpo¬ 
ration,  lessee. 

SUBJECT  Application  April  17,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R5  district,  the 
erection  of  a  second  story  office  enlargement  to  an  existing 
contractors  establishment  that  increases  the  degree  of  non¬ 
conformity  and  non-compliance. 

PREMISES  AFFECTED — 97-44  97-46  99th  Street,  west 

fir’j!00  feet  north  of  101st  Street,  Block  9075,  Lot  48 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

222- 74-BZ  “ 

APPLICANT  Samuel  Lindenbaum  of  Lindenbaum  and 
xoung  for  Joseph  Slifka,  owner. 

SUBJECT— Application  April  17,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -9  (R10)  and  R8  dis- 
trie t,  the  erection  of  a  28  story  mixed  building1  that  exceeds 
i  e  ?5tyrrV.^'e4  fl°or  area  ratio  and  accessory  parking  in 
the  R8  district,  has  less  than  the  required  lot  area  per 
room  and  encroaches  on  the  tower  setback. 

PREMISES  AFFECTED— 338-352  East  82nd  Street,  1569- 
1575  hirst  Avenue,  southeast  corner,  Block  1544  Lot  30 
Borough  of  Manhattan.  Community  Board  #8. 

254-74-BZ 

APPLICANT— Sheldon  Lobel  for  Congregation  Ohab 
Zedek  ot  Kockaway  Park,  Incorporated,  owner. 

SUBJECT— Application  April  25,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of 
one  additional  story  to  a  two  story  Synagogue  and  school 
that  will  exceed  the  permitted  floor  area  ratio,  has  less 
than  the  required  lot  area,  encroaches  on  the  required 
front  yard  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 134-01/19  Rockaway  Beach 
f,°,u'evfd>  southwest  corner  of  Beach  134th  Street,  Block 
W-7J,  Lots  1  and  12,  Belle  Harbor,  Borough  of  Queens 
Community  Board  #14. 


261-74-BZ 

APPLICANT — McGee  &  Morsellino  for  Village  Chapels 
Incorporated,  owner.  ’ 

SUBJECT  Application  May  2,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  in  an  existing  one 
story  commercial  building  previously  before  the  Board, 
the  expansion  of  the  funeral  establishment  into  the  retaii 
store  portion  of  the  premises. 

PREMISES  AFFECTED — 67-67  Eliot  Avenue,  northwest 
corner  of  68th  Street,  Block  2780,  Lot  100,  Middle  Village 
Borough  of  Queens.  Community  Board  #2. 


292-74-BZ 

APPLICANT — Max  Siegel  Associates  for  Alison  Mort¬ 
gage  Investment  Trust,  owner,  Arlen  Acquisitions,  In¬ 
corporated,  lessee. 
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SUBJECT — Application  May  10,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  the  erection  of 
an  11  story  store  and  office  building  with  less  than  the 
required  accessory  parking. 

PREMISES  AFFECTED — 95-25  Queens  Boulevard,  north 
side  from  62nd  Drive  to  Junction  Boulevard,  Block  2079, 
Lot  1,  Rego  Park,  Borough  of  Queens.  Community  Board 
#6. 

JOSEPH  B.  KLEIN,  Chairman 


JULY  2,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  2,  1974  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

73-74-A 

APPLICANT — Larry  Meltzer  for  Bulova  Watch  Company, 
owner. 

SUBJECT — Application  February  14,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  use  of  buried 
concrete  tank  for  storage  of  fuel  oil. 

PREMISES  AFFECTED — 75-20  Astoria  Boulevard  South, 
southwest  corner  of  77th  Street,  Block  1027,  Lot  4,  Flush¬ 
ing,  Borough  of  Queens. 


72-74-A 

APPLICANT — Frank  P.  Farinella  for  E.  J.  Hurley,  owner. 
SUBJECT — Application  February  13,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system. 
PREMISES  AFFECTED— 72-07  to  72-19  Austin  Street, 
north  side,  55.10  feet  east  of  72nd  Avenue,  Block  3258, 
Lot  28,  Forest  Hills,  Borough  of  Queens. 


180-74-A 

APPLICANT — Harry  Soled  for  Anshai  Zedek  of  Midwood 
Incorporated,  owner. 

SUBJECT — Application  March  26,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  change  of  use 
in  synogogue  building. 

PREMISES  AFFECTED — 1721  Avenue  J,  northwest  cor¬ 
ner  of  East  18th  Street,  Block  6710,  Lot  1,  Borough  of 
Brooklyn. 


290-74-A 

APPLICANT— Larry  Meltzer  for  Dr.  Michael  Hoffman 
and  Dr.  Melvin  J.  Breite,  owners. 

SUBJECT— Application  May  10,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  commercial  use 
of  first  floor  in  frame  structure. 

PREMISES  AFFECTED — 26-19  212th  Street,  east  side, 
176.29  feet  south  of  26th  Avenue,  Block  5999,  Lot  13, 
Bayside,  Borough  of  Queens. 


297-74-A 

APPLICANT — Bernard  M.  Deschler  Associates  for  As¬ 
sociation  Residence  Nursing  Home,  Incorporated,  owner. 

SUBJECT — Application  May  15,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  width  of  cor¬ 
ridors. 

PREMISES  AFFECTED — 891  Amsterdam  Avenue,  east 
side,  144  feet  west  of  104th  Street,  Block  1855,  Lot  50, 
Borough  of  Manhattan. 

JOSEPH  B.  KLEIN,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  MAY  28,  1974,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll,  and 
Commissioner  Walsh. 


The  minutes  of  the  special  meeting  Thursday  morning, 
May  9,  1974  and  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  May  14,  1974,  were 
approved  as  printed  in  the  Bulletin  of  May  23,  1974,  Vol 


624-38-BZ — Vol.  II  ~  ~ 

APPLICANT — Beca  Realty  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  3, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district  on  a 
plot  presently  occupied  with  a  two  story  dwelling  and  two 
car  garage,  the  use  of  the  unbuilt  upon  portion  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles. 

AFFECTED — 3335  Hull  Avenue,  west  side, 
224  67  feet  north  of  East  209th  Street,  Block  3348,  Lots  66 
and  70,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Edward  R.  Putlock. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . q 

THE  RESOLUTION— 

Whe:reas,  this  application  was  granted  by  the  Board,  as 
Vol  II  on  December  16,  1958,  on  certain  conditions;  and 
V\  hereas,  a  public  hearing  was  held  on  this  application  on 
May  28,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  16,  1958,  as  amended  through  April  1,  1969,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  on  condition  that 
the  surface  of  the  lot  be  treated  with  a  binder;  that 
bumpers  comply  with  the  rules  and  regulations  of  the 
Department  of  Buildings ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  and  that  a  new  Certificate  of  Occu¬ 
pancy  shall  be  obtained.”  (Alt.  296-58) 


142-59-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  long  term  lessee;  L.  M.  J.  Realty  Corporation, 
owner. 

SLBJECT  Application  for  consideration — reopening  for 
?07^nS1?n -°^  term  variance  which  expires  October  14, 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f,  7 i  and  7  A  of 
Zoning  Resolution,  permitting  in  a  retail  use  district, 
e  erection  and  maintenance  of  a  gasoline  service  station, 
lubntonum,  minor  auto  repairs  with  hand  tools  only, 
office,  sales  and  storage  of  auto  accessories  and  parking 
ot  more  than  five  (5)  motor  vehicles  waiting  to  be 
serviced. 


I  REMISES  AFFECTED — 1533-1563  Ralph  Avenue,  south¬ 
east  corner  of  East  79th  Street,  Block  7957,  Lots  23,  30 
and  35,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

AC  I  ION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  15 

Negative:  . ’ .  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  14,  1959,  on  certain  conditions;  and 
*rWl^oREA~  a  public  hearing  was  held  on  this  application  on 
May  28,  19/4,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
14,  1959,  as  amended  through  November  21,  1961,  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  October  14,  1974, 
to  permit  .  .  .  ;  on  condition  that  that  screening  shall  be 
provided  along  the  fence  on  East  79th  Street  and  along 
the  easterly  lot  line  in  accordance  with  the  require¬ 
ments  of  Section  36-56  of  the  Zoning  Resolution ;  that 
other  than  as  herein  amended  the  resolution  above’  cited 
shall  be  complied  with  in  all  respects ;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.”  (N  B 

0/1*7 /I  CO\  v 


210-61-BZ  ‘ 

APPLICANT — Shael  Shapiro  for  4  East  77th  Street  Com¬ 
pany,  owner ;  Leo  Castelli  Incorporated,  lessee. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  June  27,  1971— decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  7e  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  in  an  existing  five  story  and  cellar 
multiple  dwelling,  the  use  of  a  portion  of  the  second  floor 
as  an  Art  Gallery. 

PREMISES  AFFECTED — 4  East  77th  Street,  south  side, 
120  feet  east  of  Fifth  Avenue,  Block  1391,  Lot  69,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Shael  Shapiro. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  . *  *  q 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  27,  1961,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  28,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  27,  1961,  only  as  to  the  term  of 
variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit .  .  . ;  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects,  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (Alt.  1198-59) 
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602-7  l-BZ 

APPLICANT — The  Melniker  Partnership  for  Giffords 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  13,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-1  and  R3-2  district,  the  re¬ 
construction  of  a  plumbing  supply  and  display  establishment 
with  accessory  parking  and  loading  in  the  open  area. 

PREMISES  AFFECTED — 35  Giffords  Lane,  east  side, 
354.32  feet  north  of  Amboy  Road,  Block  4624,  Lot  20, 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Application  reoponed  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  13,  1973,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
13,  1973,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  1127-71) 


741-72-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Richard  Steinberg, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R2  dis¬ 
trict,  the  erection  of  a  two  story,  one  family  dwelling  and 
Doctor’s  Office  that  has  less  than  the  required  open  space 
ratio  and  lot  area  and  encroaches  on  the  required  front 
and  side  yard. 

PREMISES  AFFECTED — 213-218  26th  Avenue  and  26-06 
Bell  Boulevard,  southeast  corner,  Block  6000,  Lot  24,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion  and  Morris  Kweller. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  2,  1973,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
2,  1973,  by  adding  thereto: 


“that  the  premises  shall  substantially  conform  to  re¬ 
vised  drawings  of  proposed  conditions  marked  ‘Received 
April  5,  1974’,  one  sheet,  ‘Received  April  16,  1974’,  one 
sheet  and  ‘Received  May  22,  1974’,  one  sheet,  on  condi¬ 
tion  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.” 
(N.B.  524-72) 


105-73-BZ 

APPLICANT — Sheldon  Lobel  for  Frandian  Associates, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  C6-6  CRT 
the  erection  of  a  35  story  mixed  building  that  exceeds  the 
permitted  lot  area  requirements  and  lot  area  per  room  and 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 1752-1756  Broadway,  211  West 
56th  Street,  northeast  corner,  Block  1028,  Lot  17,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel  and  Elliott  Vilkas. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  . o 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  10,  1973,  on  certain  conditions  including  a  requirement 
that  a  plan  of  the  plaza  be  submitted  for  approval  by  the 
Board ;  and 

Whereas,  the  drawings  approved  by  the  Board  showed 
the  building  to  be  35  stories,  but  the  resolution  adopted  by 
the  Board  erroneously  referred  to  a  34-story  building;  and 

Whereas,  the  applicant  submitted  revised  drawings,  in¬ 
cluding  a  plan  of  the  plaza  for  approval  by  the  Board,  and 
requested  amendment  of  the  resolution;  and 

Whereas,  the  applicant  submitted  revised  drawings,  in¬ 
cluding  a  drawing  showing  the  improved  arrangement  of 
the  plaza  for  approval  by  the  Board;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  19,  1974,  acting  on  N.B.  53-69,  reads: 

A- 10 — BZ  105/73  resolution  and  BSA  approved  plans  do 
not  agree  as  to  number  of  stories  in  the  building. 

A-ll— Submitted  plans  include  a  plaza  level  and  are  not 
substantially  in  conformance  with  the  BSA  plans. 

A-12— The  proposed  garage  in  the  yard  is  not  a  permitted 
obstruction  as  it  exceeds  23  feet  and  is  contrary  to  Sec. 
33-23  ZR. 

A- 13 — Provide  one  loading  berth  for  the  transient  use  J 
group  5  use  as  per  Sec.  36-62  ZR. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Tuly  10, 
1973,  by  adding  thereto : 

“that  references  in  the  resolution  to  a  34-story  mixed 
building  are  hereby  corrected  to  read  ‘35-story  mixed 
building’ ;  and  plaza  level  as  shown,  with  a  garage  which 
encroaches  on  the  rear  yard,  and  without  the  required 
loading  berth,  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  Febru¬ 
ary  14,  1974’,  twelve  sheets ;  and  that  the  improved 
plaza  arrangement  shown  thereon  is  hereby  approved  by 
the  Board,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects.” 


472 


258-70-BZ 


MINUTES 


APpLICANT— Le°nard  F.  Rothkrug  for  Thomas  Fatato 
Realty  Company,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super- 
previously  granted  on  condition  under  Section 
11-413  of  the  Zoning  Resolution,  permitting  in  a  C2-3  dis¬ 
trict,  in  an  existing  building  previously  before  the  Board, 
t  ic  change  in  occupancy  from  a  garage  to  a  meat  process¬ 
ing  establishment. 


AFFECTED — 305-11  4th  Avenue  (formerly 
303-13  4th  Avenue),  298  to  316  2nd  Street,  southeast  cor¬ 
ner,  Block  9/4,  Lots  6,  12,  15  and  17,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at  10 
AM.,  Special  Order  Calendar;  applicant  to  file  additional 
plan. 


222-71-BZ  ~ 

APPLICANT— Leonard  F.  Rothkrug  for  Thomas  H.  Fitz¬ 
gerald,  D/B/A  Sound  Associates,  Incorporated,  owner. 

SUBJECT— Application  for  consideration— request  to  waive 
t  le  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  December  12,  1973— deci- 
sion  of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R8  district,  the  enlargement  in  area  of 
the  first  floor  of  an  existing  four  story  building  and  the 
change  in  occupancy  from  store  to  electrical  equipment 
manufacturing. 

PR-5M5SF,S  AFFECTED-424  West  45th  Street,  south 
side  300  feet  west  of  9th  Avenue,  Block  1054,  Lot  46,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1974,  at  10 
AM.,  Special  Order  Calendar;  applicant  to  submit ’defini¬ 
tive  information. 


540-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Thelma  A.  Bresky 
owner,  Tobias  Jungreis;  contract  vendee. 

SUBJECT  Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  change  in 
occupancy  of  an  existing  one  story  and  cellar  building  from 
doctor  s  offices  and  residence  to  an  animal  hospital. 

PREMISES  AFFECTED — 89-18  63rd  Drive,  east  side,  260 
feet  south  of  Alderton  Street,  Block  3117,  Lot  22,  Rego 
Bark,  Borough  of  Queens.  Community  Board  #6. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  applicant. 

665-73-BZ  - - 

APPLICANT — McGee  &  Morsellino  for  Miller  Manage¬ 
ment  &  Mavronicolas  Management  Companies,  owner. 
SUBJECT— Application  December  11,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
ot  a  two  story  and  cellar  commercial  building  that  exceeds 
the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 


I  REMISES  AFbECTED — 91-02  59th  Avenue,  northeast 
corner  of  Queens  Boulevard,  Block  1861,  Lot  12,  Rego 
I  ark,  Borough  of  Queens.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition  :  Robert  P.  Baron. 

UF  BOARD — Laid  over  to  June  11,  1974,  at  10 
A.M.  Hearing  closed  for  decision. 


666-73-BZ 

APPLICANT — McGee  &  Morsellino  for  Miller  Manage¬ 
ment  Company  &  Mavronicolas  Management  Company, 
owners;  Sam  Goody,  Incorporated,  lessee. 

SUBJECT— Application  December  11,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 
the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED — 91-21  Queens  Boulevard,  north 
side,  44.5  feet  east  of  59th  Avenue,  Block  1861,  Lot  10, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Robert  P.  Baron. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1974,  at  10 
A.M.  Hearing  closed,  for  decision. 


668-73-BZ 

APPLICANT  Norman  Delman  for  Congregation  Aishel 
Avraham,  owner. 

SUBJECT— Application  December  12,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-2  district,  the  erection 
of  an  eight  story  nursing  home  that  exceeds  the  permitted 
floor  area  ratio  and  height  of  the  front  wall,  encroaches 
on  the  required  front  yard  and  has  non-complying  parkino- 
and  loading.  & 

PREMISES  AFFECTED — 40  Heyward  Street,  southwest 
corner  of  Bedford  Avenue,  Block  2230,  Lot  13,  Borough 
of  Brooklyn.  Community  Board 

APPEARANCES— 

For  Applicant:  Norman  Delman. 

For  Opposition:  Saul  Goldsmith,  Martin  A.  Schwartz 
Bernard  Fleisher  and  David  Hantgan. 

ACTION  OF  BOARD— Laid  over  to  June  11,  1974,  at  10 
A.M.  Continued  hearing. 

45-74-BZ 


APPLICANT  Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  79th  Associates,  owner. 


application  January  29,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9,  Cl-5,  R10  and  R8  dis¬ 
trict,  the  erection  of  a  36  story  mixed  building  that  exceeds 
the  permited  floor  area  ratio  and  lot  area  per  room 

P  f  TSUI0-'522-1536  Second  Avenue  and 

r-*1  L,  East  79th  Street,  northeast  corner,  302  to  310 
East  80th  Street,  Block  1542,  Lots  1,  4,  5,  6,  8,  46  and  49, 
Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 


x  api-uum  .  oaiTiuei  n.  ,U,  nowaro  a.  ^ip- 

ser,  Jack  Goodstein,  Steven  Goodstein  and  Elliot  Vilkes 
For  Opposition :  Martin  R.  Fine,  Martin  Garay,  C  Seeal’ 
Herbert  P.  Trachman  and  Mayne  Miller  b  ’ 


AST^01^  0F  B°ARD— Laid  over  to  June  11,  1974  at  10 
A  M.,  for  continued  hearing;  additional  information. 


473 


MINUTES 


58-74-BZ 

APPLICANT — Savignano,  Strange  &  Vella  for  Lo-RO-AN 
Realty  Company,  owner ;  Belt  Painting  Corporation,  lessee. 

SUBJECT — Application  February  6,  1974 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-50  and 
73-52  of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and 
R6  district,  the  enlargement  in  arear  and  rearrangement  of 
a  two  story  building  to  be  occupied  as  storage  warehouses 
with  accessory  offices  on  the  second  floor  extending  into 
the  residence  district. 

PREMISES  AFFECTED— 1001-1013  Banner  Avenue  and 
2973-2985  Coney  Island  Avenue,  Block  8761,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #15. 

APPEARANCES— 

For  Applicant:  James  M.  Vella. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1974,  at  10 
A.M.,  for  decision. 


87-74-BZ 

APPLICANT — James  McCormack  for  James  Seelandt, 
owner. 

SUBJECT — Application  September  6,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  riding  academy 
and  stable. 

PREMISES  AFFECTED — 49  Canton  Place,  northwest 
corner  of  East  8th  Street,  Block  5320,  Lot  23,  Borough  of 
Brooklyn.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  James  McCormack. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1974,  at  10 
A.M.,  hearing  closed. 


137-74-BZ 

APPLICANT — Jack  Brown  for  Samuel  J.  Lefrak  d/b/a 
Federal  Leasing  Company,  owner. 

SUBJECT — Application  March  7,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  the  erection  of  an 
8  story  enlargement  to  an  existing  13  story  and  penthouse 
commercial  Building  that  will  exceed  the  permitted  floor 
area  ratio  and  penetrate  the  sky  exposure  plane. 

PREMISES  AFFECTED— 97-57,  97-77  Queens  Boulevard, 
west  side  from  64th  Road  to  65th  Avenue,  64-24  to  64-40 
98th  Street,  Block  2092,  Lot  1,  Forest  Hills,  Borough  of 
Queens.  Community  Board  #6. 

APPEARANCES— 

For  Applicant :  Jack  Brown. 

For  Opposition:  None 

ACTION  OF  BOARD— Laid  over  to  June  11,  1974,  at  10 
A.M.,  continued  hearing. 


152-74-BZ 

APPLICANT — Sheldon  Lobel  for  John  &  Steven,  Incor¬ 
porated,  owner. 

SUBJECT — Application  March  5,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  in  an  existing 
three  story  and  cellar  commercial  building,  the  change  in 
occupancy  of  the  second  and  third  floors  from  catering 
establishment  to  an  eating  and  drinking  establishment 
without  restrictions. 


PREMISES  AFFECTED— 31-11  to  31-17  Broadway,  north¬ 
west  corner  of  32nd  Street,  Block  613,  Lot  1,  Astoria,  Bor¬ 
ough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel  and  Thomas  Colomaros. 
For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  June  11,  1974,  at  10 
A.M.,  hearing  closed. 


186-74-BZ 

APPLICANT — Shea,  Gould,  Climenko  and  Kramer  for 
American  Home  Products  Corporation,  owner. 

SUBJECT — Application  March  29,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-3R  district,  the  erection 
of  a  31  story  office  building  that  will  exceed  the  permitted 
floor  area  ratio  and  tower  coverage,  and  encroaches  on 
the  required  tower  setback. 

PREMISES  AFFECTED— 200-206  East  44th  Street,  681- 
701  Third  Avenue,  southeast  corner  and  201-207  East 
43rd  Street,  Block  1317,  Lot  1,  6,  45  and  46,  Borough  of 
Manhattan.  Community  Board  #6. 

APPEARANCES— 

For  Applicant:  Kevin  B.  McGrath,  Julian  Roth,  Robert 
F.  Fox,  Jr.,  Gerard  T.  Shannon,  Lauren  Otis,  Office 
Midtown  Planning  and  Development,  Marion  M.  Reider, 
C.P.B.  #6. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1974,  at  10 
A.M.  for  decision.  Hearing  closed. 


211-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Charles  B.  Benenson,  Laurence  A.  Tisch  & 
Preston  R.  Tisch — Tisch  &  Benenson  Capital  Company, 
owner. 

SUBJECT — Application  April  12,  1974 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  NYC  charter,  to 
permit  in  a  Cl-9  district,  the  erection  of  a  37  story  mixed 
building  that  exceeds  the  permitted  floor  area  ratio,  tower 
coverage,  and  accessory  parking  in  the  R8  district,  has  fl 
less  than  the  required  lot  area  per  room  and  encroaches  - 
on  the  required  tower  setback. 

PREMISES  AFFECTED — 1004-1022  Second  Avenue  and 
300-318  East  54th  Street,  southeast  corner,  301-307  and 
315  East  53rd  Street,  Block  1346,  Lot  1,  101,  4  and  49, 
Borough  of  Manhattan.  Community  Board  #6. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  11,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  community  planning 
board. 


631-73-BZ 

t 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Street 
Corporation,  owner. 

SUBJECT — Application  November  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  with 
less  than  the  required  lot  area,  the  maintenance  of  a  one 
family  dwelling. 

PREMISES  AFFECTED — 801  Sheldon  Avenue,  north  side, 
200.02  feet  west  of  Marcy  Avenue,  Block  6884,  Lot  135, 
Huguenot,  Borough  of  Richmond.  Community  Board  #4. 
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MINUTES 


APPEARANCES— 

For  Applicant :  David  C.  Winters  and  Joseph  Barsolona 
ror  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  Oh  BOARD— Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  e 

Negative :  . .  0 

THE  RESOLUTION— 

^  Public  hearing  was  held  on  this  application 
on  May  14,  19/4,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  May  28,  1974;  and 

a  )\jn  x^EAS’  Lhe  i^fc\sj9,n  Borough  Superintendent, 

reads . November  19>  1973>  acting  on  N.B.  Applic.  814/65, 

“L . Fil??1  su^vey  indicates  that  this  lot  extends  to 
the  center  line  of  Sheldon  Avenue.  Since  Corporation 
Counsel  opinion  #107337  as  amended  dictates  that  the 
lot  area  between  the  record  line  and  the  center  line  of 
Sheldon  Avenue  cannot  be  used  for  lot  area,  credit  in 
Zoning  computations,  the  remaining  lot  area  of  3  600 

SAi  ft\m  ^Section  23-32,  Zoning  Resolution. 

Also  NB  815/65  to  NB  824/65  inclusive.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

.  Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 

nSrtSS  AtH uef0r?i  /entltled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 

ffinC!fn  !2'21  of  the,  Zoning  Resolution,  to  permit 

in  an  R3--  district,  on  a  plot  with  less  than  the  required 
lot  area  the  maintenance  of  a  one-family  dwelling,  on  con- 

mIT  ?? *1?  worK  Sh-a11  substantially  conform  to  drawings 
with  this  application,  marked  “Received  November  27, 

’  I)  ftSv  °n  lUrlhJr  c°nM'on  that  this  resolution 
!ii  k  u-  y  to  New  Buildings  815  thru  824  of  1965,  since 
all  buildings  were  filed  prior  to  the  Corporation  Counsel’s 
Opinion,  dated  January  27,  1971 ;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub- 
sfimtial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


678-73-BZ 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT—Application  December  14,  1973— decision  of  the 
borough  Superintendent,  under  Sections  73-211  and  73-212 
ol  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  a  one  story  enlargement  and  the  rehabilitation 
ot  an  automotive  service  station  structure  that  will  en¬ 
croach  on  the  required  side  yard. 

PREMISES  AFFECTED — 73-15  Elliot  Avenue,  northwest 
corner  of  74th  Street,  Block  2843,  Lot  41,  Maspeth,  Bor¬ 
ough  of  Queens.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

For  Opposition :  None. 

Rpn°AcME?rDATI0N  0F  THE  COMMUNITY 
hUAKD-No  recommendation  received. 


ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh .  ^ 

Negative:  . *.*.!!!!.!.! .  o 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  JO,  1974,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  May  21,  1974;  then  to  May  28,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  30,  1973  acting  on  Alt.  Applic.  919/1973, 
r  eaas « 

“1.  The  proposed  structural  alterations  of  the  non- 
conforming  use  contrary  to  Section  52-22  Z.R. 

2.  The  proposed  enlargement  of  the  non-conforming 
use  contrary  to  Section  52-41  Z.R. 

3.  The  proposed  enlargement  in  the  required  8  feet 
open  area  extending  on  the  side  lot  line  (west  side  lot 
line)  contrary  to  Section  33-25  Z.R.” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-211  and  73-212  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Sections  73-211  and  73-212  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C2-2  district,  the  erection  of  a  one-story 
enlargement  and  the  rehabilitation  of  an  automotive  service 
station  structure  that  will  encroach  on  the  required  side 
yard,  on.  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application,  marked  “Received 
December  14,  1973”,  2  sheets,  “May  12,  1974”,  one  sheet 
and  May  23,  1974”,  1  sheet;  on  further  condition  that  all 
exterior  lighting  be  directed  away  from  adjoining  proper¬ 
ties  ;  that  the  northerly  wall  of  the  enlargement  be  of  brick 
construction ;  and.  that .  all  laws,  rules  and  regulations  ap¬ 
plicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


88-74-BZ 

APPLICANT — Harry  Soled  for  1205  43rd  Street  Realty 
Corporation,  owner. 

SUBJECT — Application  February  21,  1974 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  within 
an  existing  four  story  multiple  dwelling,  the  erection  of  a 
public  stair  and  elevator  enlargement  that  increases  the 
degree  of  non-compliance  in  floor  area  ratio,  open  space 
ratio  and  innercourt  encroachment. 

PREMISES  AFFECTED— 4219  12th  Avenue  and  1205  43rd 
Street,  northeast  corner,  Block  5598,  Lot  1,  Borough  of 
Brooklyn.  Community  Board  #12. 

APPEARANCES— 

For  Applicant :  Romney  Penn. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative:  .  q 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  14,  1974,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  28,  1974 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  14,  1974,  acting  on  Alt.  Applic.  653/1973, 
reads : 

“1.  Newly  created  public  hall  and  elevator  shaft  is 
contrary  to  Sec.  54-30-ZR  since  it  will  increase  degree  of 
non-compliance  in  FAR  and  OSR. 

2.  Size  of  proposed  inner  court  is  contrary  to  Sec. 
24-641  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Sections  72-01  (b)  and  72-21  of  the  Zoning  Resolution,  and 
that  the  applicant  is  therefore  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under  Sec¬ 
tions  72-01 (b)  and  72-21  of  the  Zoning  Resolution,  to  permit 
in  an  R6  district,  within  an  existing  four-story  multiple 
dwelling,  the  erection  of  a  public  stair  and  elevator  enlarge¬ 
ment  that  increases  the  degree  on  non-compliance  in  floor 
area  ratio,  open  space  ratio  and  inner  court  encroachment, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application,  marked  “Received  Febru¬ 
ary  21,  1974”,  9  sheets,  and  “May  16,  1974”,  2  sheets;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


89-74-A 

APPLICANT— Harry  Soled  for  1205  43rd  Street  Realty 
Corporation,  owner. 

SUBJECT — Application  February  21,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  ventilation  of 
public  hall  and  recesses. 

PREMISES  AFFECTED— 4219  12th  Avenue  and  1205  43rd 
Street,  northeast  corner,  Block  5598,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Romney  Penn. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  14,  1974,  on  Alt.  Applic.  653/73,  reads: 

“3.  Proposed  window  to  undersized  court,  used  to 
light  and  ventilate  public  hall  and  recesses  in  contrary 
to  Sec.  217  M.  D.  L. 

4.  Provide  proper  light  and  ventilation  for  stairhalls 
as  per  Sec.  217  M.  D.  L.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  14,  1974,  acting  on  Alt.  Applic.  653/73, 
Objection  Nos.  3  and  4,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  310  of  the 


Multiple  Dwelling  Law,  and  that  the  appeal  be  and  it  hereby 
is  granted,  on  condition  that  all  work  shall  conform  to  the 
resolution  adopted  this  date  under  Calendar  Number 
88-74-BZ ;  and  that  all  other  laws,  rules  and  regulations  be 
complied  with. 


124-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  James  Stout, 
owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story  enlargement  in  an  existing  funeral  establishment 
with  an  apartment  on  the  second  floor. 

PREMISES  AFFECTED — 13-39  College  Point  Boulevard, 
east  side,  50  feet  north  of  14th  Avenue,  Block  3997,  Lot  7, 
College  Point,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  . . .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  14,  1974,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  28,  1974;  and 
Whereas,  the  decision  of  the  Borough  Super inteident, 
dated  February  13,  1974,  acting  on  Alt.  Applic.  79/1974, 
reads : 

“1.  The  proposed  structural  alteration  to  a  building 
occupied  by  a  non-conforming  use,  is  contrary  to  Sec. 
52-22  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 1 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R4  district,  for  a  term  of  15  years,  the  erec¬ 
tion  of  a  two-story  enlargement  to  an  existing  funeral 
establishment  with  an  apartment  on  the  second  floor,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application,  marked  “Received  March  1, 
1974”,  5  sheets,  and  “May  24,  1974”,  3  sheets;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantially  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


125-74-A 

APPLICANT — Leonard  F.  Rothkrug  for  James  Stout, 
owner. 

SUBJECT— Application  March  1,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  enlargement  of 
a  Class  4  structure  with  no  fire  division  separation. 
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PREMISES  AFFECTED — 13-39  College  Point  Boulevard, 
east  side,  50  feet  north  of  14th  Avenue,  Block  3997,  Lot  7 
College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . q 

THE  RESOLUTION— 

V  1  terras,  the  decision  of  the  Borough  Superintendent, 
dated  February  13,  1974,  on  Alt.  Applic.  79/74,  reads : 

“1.  The  proposed  Class  II  B  enlargement  to  a  Class 
4  structure,  with  no  fire  division  separation,  is  contrary 

to  C26-405.4”  y 

and 


Corking  Cartridge  .0035  Foil  to  Kraft  Liner,  without 
replaceable  cap  is  DISAPPROVED.  Such  containers 
are  n°t  in  compliance  with  our  regulations  to  wit:  Sec. 
C19-59.0c  N.  \.  C.  Adm.  Code  requires  container  of 
this  size  for  inflammable  mixtures  to  be  metal  with  re¬ 
placeable  cap.” 

and 

Whereas,  the  drawing  and  sample  of  the  cartridge  were 
reviewed  by  the  Board,  and  it  was  determined  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  February  7,  1974,  acting  on  Folder  Number  122-48 
be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  11 
ounce  cartridge  comply  with  drawings  filed  “February  20, 
1974”,  one  sheet;  on  further  condition  that  the  label  on  the 
cartridge  be  in  such  style  and  wording  as  is  satisfactory  to 
the  Fire  Commissioner;  and  that  in  all  other  respects,  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with. 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  February  13,  1974,  acting  on  Alt.  Applic.  79/74  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  all  work  shall 
conform  to  the  resolution  adopted  this  date  under  Calendar 
Number  124-74-BZ;  on  further  condition  that  a  sprinkler 
system  be  installed  on  the  cellar  and  first  floors,  and  that  all 
other  laws,  rules  and  regulations  shall  be  complied  with. 


Adjourned:  2:40  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  28,  1974,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta 
Commissioner  Hornstein,  Commissioner  Carroll  "  and 
Commissioner  Walsh. 


82-74-A 


APPLICANT — Gulf  Oil  Corporation,  owner. 

SUBJECT— Application  February  20,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  In¬ 
flammable  mixture  known  as  “Gulf  Flooring  &  General 
Construction  Adhesive”,  in  11  oz.  Corking  Cartridge  .0035 
boil  to  Kraft  Liner,  without  replaceable  cap,  not  in  com¬ 
pliance  with  Administrative  Code  of  New  York  City. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  Palmieri  and  Lt.  M.  Milne,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . .  0 

THE  RESOLUTION— 


\\  hereas,  the  decision  of  the  Fire  Commissioner,  dated 
February  7,  1974,  on  Folder  #122-48,  reads: 


.  We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  products  2-Gulf  Panel  and  General  Construc¬ 
tion  Adhesive  (inflammable  Mixture)  in  containers  as 
follows:  1-11  oz.  &  30  oz.  Corking  Cartridge  .0035 
boil  to  Kraft  Liner,  without  replaceable  cap.  2-11  oz. 


83-74-A 

APPLICANT — Gulf  Corporation,  owner. 

SUBJECT— Application  February  20,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  In¬ 
flammable  mixture  known  as  “Gulf  Panel  and  General 
Construction  Adhesive”  in  11  oz.  Corking  Cartridge  .0035 
Foil  to  Kraft  Liner,  without  replaceable  cap,  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code  of 
New  York  City. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  C.  Palmieri  and  Lt.  M.  Milne,  F.D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
February  7,  1974,  on  Folder  No.  122-48,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  1-Gulf  Flooring  &  General  Construc¬ 
tion  Adhesive  (inflammable  Mixture)  in  containers  as 
follows:  1-11  oz.  &  30  oz.  Corking  Cartridge  .0035  Foil 
to  Kraft  Liner,  without  replaceable  cap.  2-11  oz.  Cork¬ 
ing  Cartridge  .0035  Foil  to  Kraft  Liner,  without  re¬ 
placeable  cap.  is  DISAPPROVED.  Such  containers  are 
not  in  compliance  with  our  regulations  to  wit :  Sec. 
C19-59.0c  N.  Y.  C.  Adm.  Code  requires  container  of 
this  size  for  inflammable  mixtures  to  be  metal  with 
replaceable  cap.” 

and 

Whereas,  the  drawing  and  sample  of  the  cartridge  were 
reviewed  by  the  Board,  and  it  was  determined  that  the 
Appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  February  7,  1974,  acting  on  Folder  Number 

122-48  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  11  ounce  cart¬ 
ridge  comply  with  drawings  filed  “February  20,  1974”,  one 
sheet;  on  further  condition  that  the  label  on  the  cartridge 
be  in  such  style  and  wording  as  is  satisfactory  to  the  Fire 
Commissioner;  and  that  in  all  other  respects,  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with. 

262-74-A 

APPLICANT — Ember  Products,  Incorporated,  (Automatic 
Filter  Systems  Division)  for  Brooklyn  Union  Gas  Com¬ 
pany,  owner. 
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SUBJECT — Application  May  3,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  AFSI  Oil  Water 
Separator  (Decant  Tank). 

PREMISES  AFFECTED — 287  Maspeth  Avenue,  northeast 
corner  of  Varick  Avenue,  Block  2838,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Francis  D.  Shelley  and  Stanley  W. 
Ehrlich. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
April  2,  1974  and  April  1,  1974,  on  Recommendation,  reads : 

“1.  Submit  Board  of  Standards  and  Appeals  Resol¬ 
ution  approving  the  system.  (Also  see  item  11).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  1,  1974  and  April  2,  1974,  acting  on 
recommendation  No.  1  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  con¬ 
nection  to  sewer  line  to  comply  with  E.P.A.  approval,  level 
control  assembly  to  be  subject  to  Fire  Dept,  inspection,  and 
all  other  Fire  Dept,  items  to  be  complied  with,  on  further 
conditions  that  the  tank  shall  substantially  conform  to  draw¬ 
ings  marked  “Received  May  3,  1974”,  20  sheets ;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


529-73-SM 

APPLICANT — Automatic  Filter  Systems,  Incorporated, 
owner. 

SUBJECT — Water/oil  separator. 

APPEARANCES— 

For  Applicant:  Francis  D.  Skelley  and  Stanley  W. 
Ehrlich. 

ACTION  OF  BOARD — Application  zvithdrazvn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


645-73-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner  for 
Thomas  Ripley,  owner. 

SUBJECT — Application  November  30,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  modification  of 
Certificate  of  Occupancy  #123555. 

PREMISES  AFFECTED — 66-41  Grand  Avenue,  north 
side,  127.94  feet  west  of  Queens  Midtown  Expressway, 
Block  2724,  Lot  61,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Thomas  Ripley. 

For  Administration:  C.  Palmieri  and  Lt.  T.  Milne,  F.D. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1974, 
at  2  P.M.,  for  decision. 


646-73-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner  for 
Thomas  Ripley,  owner. 

SUBJECT — Application  December  3,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  modification  of 
Certificate  of  Occupancy  #139045. 

PREMISES  AFFECTED— 66-43  and  66-45  Grand  Avenue, 
north  side,  83  feet  west  of  Queens  Midtown  Expressway, 
Block  2724,  Lot  58,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Thomas  Ripley. 

For  Administration:  C.  Palmieri  and  Lt.  T.  Milne,  F.D. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1974, 
at  2  P.M.,  for  decision. 

46-74-A 

APPLICANT — E.  J.  Schuyten  for  Egbert  J.  &  Dolly  L. 
Schuyten,  owner. 

SUBJECT — Application  January  30,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fence  in  rear 
yard. 

PREMISES  AFFECTED — 171  West  88th  Street,  north 
side,  199.6  feet  east  of  Amsterdam  Avenue,  Block  1219,  Lot 
9,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  E.  J.  Schuyten,  Patricia  Ayres,  Warren  D. 

Ayres  and  Fred  Parlova  and  Peter  Samtow. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1974,  at  2 
P.M.  For  decision.  Hearing  closed. 

55-74-A 

APPLICANT — Vincent  S.  La  Ganga  for  Richard  Spada, 
owner. 

SUBJECT — Application  February  5,  1974 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law — re¬ 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 44  Annfield  Court,  west  side, 
267.05  feet  north  of  Westminster  Court,  Block  878,  Lot 
145,  Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Vincent  S.  La  Ganga. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1974,  at  2 
P.M.  for  decision.  Hearing  closed. 


56-74-A 

APPLICANT — Herbert  E.  Berman  for  Scharf  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  February  5,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED — 360  Suydam  Street,  south  side, 
100  feet  east  of  Irving  Avenue,  Block  3221,  Lots  10  and  47, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1974,  at  2 
P.M.  Continued  hearing. 


63-74-A 

APPLICANT — Morris  L.  Levinson  for  60  East  65th  Street 
Corporation,  owner. 

SUBJECT — Application  February  8,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Reinstatement 
of  approval  of  B.N.  3820-73  and  permit  number  5465-73. 
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MINUTES 


PREMISES  AFFECTED — 60  East  65th  Street,  southwest 
corner  of  Park  Avenue,  Block  1379,  Lot  37,  Borough  of 
Manhattan. 


APPEARANCES— 

For  Applicant:  William  C.  Kratenstein. 

For  Opposition:  Michael  E.  Parry. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . !...!.!!  0 

ACTION  OF  BOARD — Hearing  reopened;  laid  over  to 
June  4,  1974,  at  2  P.M.,  for  decision;  hearing  closed. 


101-74-A 

APPLICANT — Gerald  M.  Daub  for  Murray  Weinkrantz 
et  al,  owner. 

SUBJECT— Application  February  27,  1974— appeal  from 
a  decision  of  the  Borough  Superintendent  re-  electric  door 
contacts. 


AFFECTED — 104-8  Greene  Street,  east  side, 
138.6)4  feet  south  of  Prince  Street,  123-5  Mercer  Street, 
Block  499,  Lot  7,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Gerald  M.  Daub. 

For  Opposition:  John  Riij,  Dept,  of  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1974  at  2 
P.M.  Continued  Hearing. 


205-74-A 

^BPLICANT  Erwin  D.  Ettin  for  Salcoa  Corporation 
owner. 

SUBJECT  Application  April  12,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Firemat  TM  Firestarter  in 
Co-polymer  Laminated  Aluminum  Foil  Pouch  (.00035" 
thick)  4x5y2  x%  inches-4  oz.,  not  in  compliance  with 
regulations  of  the  Administrative  Code  of  New  York  City. 
APPEARANCES— 

For  Applicant :  Erwin  D.  Ettin,  Hyman  Heimowitz,  and 
John  Chapman. 

For  Administration:  C.  Palmieri,  and  Lt.  T.  Milne,  F.D. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at  2 
P.M.  Continued  hearing. 


Adjourned:  3:45  P.M. 

John  B.  Cincotta,  Executive  Director 


SPECIAL  MEETING 

THURSDAY  MORNING,  MAY  30,  1974,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 


103-74-A 

APPLICANT— Flack  &  Kurtz  for  Parks,  Recreation  am 
Cultural  Affairs  Administration,  owner. 

SUBJECT— Application  February  28,  1974— appeal  from  ; 
decision  of  the  Fire  Commissioner  re-  storage  and  use  o 
Chlorine  Gas  (liquefied)  in  occupied  location. 

PREMISES  AFFECTED — Soundview  Swimming  Poo 
Complex,  Intersection  of  Metcalf  and  Seward  Avenues 
Block  3543,  Lot  1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

°f  BOARD — Laid  over  to  June  11,  1974,  at  ; 
P.M.  for  decision.  Hearing  closed. 


147-74-A 

APPLICANT — Vincent  S.  La  Ganga  for  Anthony  Iam- 
maiteo,  owner. 

SUBJECT  Application  March  11,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

^PU^USES  AbFECTED — 54  Dellwood  Road,  south  side, 
691.44  feet  west  of  Richmond  Road,  Block  849,  Lot  141, 
Old  1  own,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Vincent  S.  La  Ganga. 

For  Opposition :  None. 

UF  BOARD — Laid  over  to  June  11,  1974,  at  2 
P.M.  for  decision.  Hearing  closed. 


2-74-BZ 

APPLICANT — Peirez,  Ackerman  &  Levine  for  St.  Anas¬ 
tasia  s  Roman  Catholic  Church,  owner ;  4105  Church  Ave¬ 
nue  Realty  Corporation,  contract  vendee. 

SUBJECT  Application  January  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2,  R3-2  and  Rl-2  district, 
the  erection  of  a  two  level  shopping  mall  with  retail  stores 
and  supermarket  that  will  create  non-compliance  within 
the  residential  front  and  side  yards,  has  less  than  the  re¬ 
quired  accessory  parking  and  with  off-site  parking. 

PREMISES  AFFECTED— 245-01  to  245-41  Northern 
Boulevard,  north  side,  140  feet  east  of  244th  Street,  Block 
8112,  Lots  106,  11  and  17,  Douglaston,  Borough  of  Queens 
Community  Board  #11. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel,  John  Burdis,  Louis  Rosen. 
For  Opposition:  Virginia  Dent,  Bernard  Haber,  Ralph 
Kamhi,  Morris  Levine,  Marjorie  Pozderec,  Frank  A 
Schultz,  George  and  Azile  Burta,  Lydia  Rosse,  Barbara 
Agnelli,  Peter  Lorraine,  A.  Hill,  Joseph  and  Helene 
Mausser,  Marie  Wren  and  others. 

ACTION  OF  BOARD — Laid  over  from  May  30,  1974,  to 
June  18,  1974,  at  10  A.M.,  for  decision;  hearing  closed. 


Adjourned:  11:55  A.M. 

John  B.  Cincotta,  Executive  Director 
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BULLETIN 


OF  THE 


BOARD  OF  STANDARDS  AND  APPEALS 

OF  THE  CITY  OF  NEW  YORK 

Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  80  Lafayette  Street,  9th  Floor,  Manhattan, 

New  York,  N.  Y.  10013 


Vol.  LIX  June  13,  1974 


By  Mail,  65  cents  (Cash  only) 
Single  Copies,  50  cents 


No.  24 


DIRECTORY 


ORDER  TO  SHOW  CAUSE  AND  PETITION 
SERVED  ON  THE  BOARD  OF  STANDARDS 
AND  APPEALS. 


BOARD  OF  STANDARDS  AND  APPEALS 

JOSEPH  B.  KLEIN,  Chairman 

Philip  P.  Agusta,  Vice  Chairman 
Howard  B.  Hornstein 


On  Jur,,e  4,  1974,  Order  to  Show  Cause  and  Petition  was  served  on 
the  Board  by  Richard  N.  Corash  attorney  for  the  petitioner,  Allied 
rjeor^;.  Corporation,  owner  seeking  a  review  of  the  Board’s  denial 
of  the  application  on  May  7,  1974,  based  on  a  decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  C4-2  district  on  a  plot  previously  before  the  Board,  the 
elimination  of  the  accessory  roof  parking  and  the  erection  of  a  fifth 
floor  for  use  as  offices.  Calendar  Number  626-73-BZ,  premises  affected, 
60  Bay  Street  and  55  Central  Avenue,  northwest  corner.  Block  5’ 
Lot  51,  St.  George,  Borough  of  Richmond. 


Harry  M.  Carroll 
John  J.  Walsh 


Commissioners. 


CONTENTS 


John  B.  Cincotta,  Executive  Director  ^  Of 
Richard  B.  Atwell,  Deputy^ftr^or 


Frances  M.  Waldron,  Secretary y 
Avril  H.  Latham,  Chief  '  s 


0* 


Filing  Procedures. 

Order  to  Show  Cause  and  Petition  Served  on  The  Board 
of  Standards  and  Appeals. 

Docket. 

\\>'^otice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  June  4, 
1974,  Affecting  Calendar  Numbers  — 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

T F.i  ephone — 566-5 1 74. 


*  *  * 


FILING  PROCEDURES. 

Effective  August  1,  1974,  no  applications  and/or  revi¬ 
sions  to  cases  will  be  accepted  by  the  Board  of  Standards 
and  Appeals  if  filed  by  mail.  All  applications  and/or 
revisions  to  cases  filed  at  the  Board  must  be  delivered  in 
person  to  the  Board  of  Standards  and  Appeals. 

Furthermore,  the  Board  wishes  to  remind  all  applicants 
that  no  application  will  be  calendared  for  public  hearing 
by  the  examiner  until  all  required  documents  have  been 
filed. 

When  a  case  is  calendared  for  public  hearing,  no  addi¬ 
tional  information  will  be  accepted.  After  the  publication 
of  the  hearing  date,  additional  information  will  be  ac¬ 
cepted  at  the  time  of  that  initial  public  hearing  and  there¬ 
after  until  hearings  have  been  closed  for  decision. 

I 

JOSEPH  B.  KLEIN,  Commissioner 
Chairman 


312-63-A 

586-72-BZ 

20-74-BZ 

17-72-BZ 

587-72-BZ 

60-74-BZ 

575-72-BZ 

816-53-BZ — 

77-74-BZ 

576-72-BZ 

Vol.  II 

191-74-BZ 

577-72-BZ 

1017-65-BZ — 

201-74-BZ 

578-72-BZ 

Vol.  II 

202-74-BZ 

579-72-BZ 

205-72-BZ 

206-74-BZ 

580-72-BZ 

734-72-BZ 

242-74-A 

581-72-BZ 

247-73-BZ 

584-73-BZ 

582-72-BZ 

292-73-BZ 

13-74-BZ 

583-72-BZ 

614-73-BZ 

104-74-BZ 

584- 72-BZ 

585- 72-BZ 

3-74-BZ 

19-74-BZ 

186-74-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Jun 
1974,  Affecting  Calendar  Numbers  — 

698-73-A 

758-67-SM 

125-66-SM 

1-74-BZY 

149-70-SA 

63-74- A 

2-74-BZY 

254-72-SM 

73-74-A 

676-73-A 

122-73-SA 

650-73-A 

4-74-BZY 

380-73-SM 

4-74-A 

23-73-BZY 

402-73-SA 

36-74-A 

26-73-BZY 

419-73-SA 

69-74-A 

12-74-BZY 

505-73-SA 

102-74-A 

15-74-BZY 

10-74-SA 

128-74-A 

11-74-BZY 

40-74-SA 

129- 74- A 

22-74-A 

57-74-SA 

130-74-A 

9-74-BZY 

171-74-SA 

131-74-A 

64-74-A 

398-73-SM 

132-74-A 

205-54-SM 

830-39-SM 

133-74-A 

228-55-SM 

604-54-SM 

134-74-A 

60-66-SM 

438-52-SM 

135-74-A 

l 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  June  4,  1974 
Cal.  No.  Dept.  Premises  Affected 

326-74-BZ — B.M. — 624  to  630  St.  Nicholas  Avenue,  and 
347  to  353  West  141st  Street,  northeast  corner,  Block 
2051,  Lot  1,  Borough  of  Manhattan,  Community  Board 
#9,  Alt.  No.  355-74,  re-  funeral  establishment,  R7-2 
district. 


327-74-A — B.M. — 624  to  630  St.  Nicholas  Avenue,  and 
347  to  353  West  141st  Street,  northeast  corner,  Block 
2051,  Lot  1,  Borough  of  Manhattan,  Alt.  No.  355-74,  re¬ 
egress,  live  load  for  funeral  establishment,  R7-2  district. 


328- 74-BZ — B.Q. — 92-06  156th  Avenue,  southeast  corner 
of  92nd  Street,  Block  13957,  Lot  1,  Borough  of  Queens, 
Community  Board  #10,  N.B.  746-71,  re-  proposed  public 
library,  R-2  district. 

329- 74-A — B.Bx. — 109  to  111  Center  Street  and  223  City 
Island  Avenue,  northwest  corner,  Block  5637,  Lots  109, 
112,  115,  Borough  of  The  Bronx,  Alt.  No.  39,  40,  41-74, 
re-  review  of  zoning  matter,  C2-2  in  R3-2  district. 


330-74-BZ — B.M. — 745  Fifth  Avenue,  6  East  58th  Street, 
southeast  corner,  Block  1293,  Lot  69,  Borough  of  Man¬ 
hattan,  Community  Board  #5,  Alt.  No.  52-74,  re-  pro¬ 
posed  change  in  use  of  existing  eating  and  drinking  estab¬ 
lishment  to  without  restrictions,  C5-3F  district. 


331-74-BZ — B.M. — 48  to  52  Great  Jones  Street,  north 
side,  101  feet  west  of  the  Bowery,  Block  531,  Lot  45,  Bor¬ 
ough  of  Manhattan,  Community  Board  #2,  Alt.  No. 
1074-73,  re-  proposed  change  of  use  from  storage  ware¬ 
house  to  joint  living- work  quarters,  Ml-5  district. 


332-74-BZ — B.M. — 105  Hudson  Street,  and  172  Franklin 
Street,  northwest  corner,  Block  187,  Lot  30,  Borough  of 
Manhattan,  Community  Board  #1,  Alt.  No.  177-74,  re¬ 
stores  and  apartments,  Ml-5  district. 


333-74-A— B.M. — 105  Hudson  Street  and  172  Franklin 
Street,  northwest  corner,  Block  187,  Lot  30,  Borough  of 
Manhattan,  Alt.  No.  177-74,  re-  windows  opening  into 
court,  Ml-5  district. 


334-74-SM — United  States  Pipe  and  Foundary  Company, 
no-hub  cast  iron  soil  pipe  and  fittings,  manufactured  by 
United  States  Pipe  and  Foundary  Company,  Material. 


335-74-BZ — B.M. — 1292  to  1294  Park  Avenue,  63  to  73 
East  98th  Street,  northwest  corner  and  62  to  76  East  99th 
Street,  Block  1604,  Lots  31-36,  38-41,  30,  42,  Borough  of 
Manhattan,  Community  Board  #11,  N.B.  25-74,  re-  pro¬ 
posed  parking  facility,  Cl-5  in  R7-2  district. 


336-74-BZ — B.Q. — 98-02  to  89-26  55th  Avenue,  south  side 
between  90th  Street  and  Justice  Avenue,  55-02  to  55-18 
90th  Street,  88-33  to  88-65  Justice  Avenue,  Block  1841, 
Lot  1.  Elmhurst,  Borough  of  Queens,  Community  Board 
#4,  Alt.  No.  457-74,  re-  proposed  conversion  of  six  apart¬ 
ments  and  offices  to  real  estate  office,  R6  district. 


337-74-A — B.R. — 72  Vineland  Avenue,  south  side  100  feet 
east  of  Carlton  Boulevard,  Block  5715,  Lot  18,  Annadale, 
Borough  of  Richmond,  N.B.  263-74,  re-  building  not 
fronting  legal  street,  General  City  Law. 


338-74- A — B.R. — 495  Carlton  Boulevard,  east  side,  42 
feet  south  of  Vineland  Avenue,  Block  5715,  Lot  8,  Anna¬ 


dale,  Borough  of  Richmond,  N.B.  265-74,  re-building  not 
fronting  legal  street,  General  City  Law. 


339-74-A — B.R. — 82  Vineland  Avenue,  southeast  corner 
of  Carlton  Boulevard,  Block  5715,  Lot  12,  Annadale,  Bor¬ 
ough  of  Richmond,  N.B.  264-74,  re-  building  not  fronting 
legal  street,  General  City  Law. 


340-74-A — -B.R. — 68  Vineland  Avenue,  south  side,  180  feet 
east  of  Carlton  Boulevard,  Block  5715,  Lot  22,  Annadale, 
Borough  of  Richmond,  N.B.  266-74,  re-  building  not 
fronting  legal  street,  General  City  Law. 


341-74-A — B.R. — 64  Vineland  Avenue,  south  side,  220  feet 
east  of  Carlton  Boulevard,  Block  5715,  Lot  24,  Annadale, 
Borough  of  Richmond,  N.B.  267-74,  re-  building  not 
fronting  legal  street,  General  City  Law. 


342-74-A — B.R. — 60  Vineland  Avenue,  south  side,  260  feet 
east  of  Carlton  Boulevard,  Block  5715,  Lot  26,  Annadale, 
Borough  of  Richmond,  N.B.  268-74,  re-  building  not 
fronting  legal  street,  General  City  Law. 


343-74-A — B.R.— 56  Vineland  Avenue,  south  side,  300  feet 
east  of  Carlton  Boulevard,  Block  5715,  Lot  28,  Annadale, 
Borough  of  Richmond,  N.B.  263-74,  re-  building  not 
fronting  legal  street,  General  City  Law. 


344-74-A — -B.R. — 52  Vineland  Avenue,  south  side,  340  feet 
east  of  Carlton  Boulevard,  Block  5715,  Lot  30,  Annadale. 
Borough  of  Richmond,  N.B.  270-74,  re-  building  not 
fronting  legal  street,  General  City  Law. 


345-74-BZ — B.Q. — 29-14  21st  Street,  northwest  corner  of 
30th  Avenue  Block  537,  Lot  1,  Astoria,  Borough  of 
Queens,  Community  Board  #1,  N.B.  772-73,  re-  proposed 
medical  offices,  pharmacy,  and  parking,  R5  district. 


346- 74-BZ — B.Q. — 83-31  Lefferts  Boulevard,  south  side, 
307.96  feet  east  of  84th  Avenue,  Block  9231,  Lot  83,  Kew 
Gardens,  Borough  of  Queens,  Community  Board  #9, 
N.B.  152-74,  re-  two  family  dwelling,  R5  district. 

347- 74-BZ — B.Q. — 83-33  Lefferts  Boulevard,  south  side, 
285.68  feet  east  of  84th  Avenue,  Block  9231,  Lot  82,  Kew 
Gardens,  Borough  of  Queens,  Community  Board  #9, 
N.B.  153-74,  re-  two  family  dwelling  R5  district. 


348-74-BZ — B.Q. — 83-35  Lefferts  Boulevard,  south  side, 
258.37  feet  east  of  84th  Avenue,  Block  9231,  Lot  81,  Kew 
Gardens,  Borough  of  Queens,  Community  Board  #9, 
N.B.  154-74,  re-  two  family  dwelling  R5  district. 

Restored  to  Docket 

734-72-BZ — B.R. — 1600  Hylan  Boulevard,  southeast  cor¬ 
ner  of  Raritan  Avenue,  Block  3372,  Lot  1,  22,  Dongan 
Hills,  Borough  of  Richmond,  N.B.  1112-72,  reopened  and 
restored  to  docket  by  order  of  the  Court,  re-  parking  re¬ 
quirements  are  below  the  minimum  required,  and  parking 
requirements  for  commercial  district  not  permitted  in 
residence  district.  C8-1  and  R3-2  district. 


1017-65-BZ— Vcl.  II— B.Q.— 240-10  Merrick  Boulevard, 
southeast  corner  of  Brookville  Boulevard,  Block  13204, 
Lot  104,  Rosedale,  Borough  of  Queens,  Community 
Board  #13,  N.B.  555-72,  re-  proposed  auto  service  station 
with  accessory  service  buildings  and  accessory  parking, 
and  proposed  sign  area.  C2-1  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department:  F.D. — Fire  Department. 
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JULY  2,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  July  2,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
1  matters : 

221-72-BZ 

APPLICANT  Samuel  H.  Lindenbaum  for  Eastpark 
Apartments,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  16,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R10  district,  the  erection  of  a 
24  story  multiple  dwelling  without  the  required  accessory 
parking. 

PREMISES  AFFECTED— 1006-1008  Fifth  Avenue,  east 
side,  27.2  feet  south  of  East  82nd  Street  and  2  East  82nd 
Street,  Block  1493,  Lots  68,  70,  71,  72,  Borough  of  Man¬ 
hattan. 

_ 

507-70-A 

APPLICANT — George  Perotto  for  Essex  Management 
Company,  owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
restore  to  the.  Docket  for  consideration  as  to  amendment 
of  the  resolution,  on  motion  of  the  Board,  at  request  of 
the  owner  of  the  premises— modification  of  Certificate  of 
Occupancy  re-  sprinkler  system;  previously  granted  on 
condition. 

PREMISES  AFFECTED — 248-12  Union  Turnpike,  south 
side  of  Union  Turnpike,  between  248th  Street  and  249th 
Street,  Block  8561,  Lot  1,  Glen  Oaks,  Borough  of  Queens. 


410-68-BZ 

APPLICANT — George  Perotto  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  an  R3-2 
district,  at  an  existing  automotive  service  station  pre¬ 
viously  before  the  Board,  the  erection  of  a  one  story 
enlargement  to  the  accessory  building  and  the  extension 
of  the  term  of  variance. 

PREMISES  AFFECTED — 8505  Astoria  Boulevard,  north¬ 
east  corner  of  85th  Street,  Block  1097,  Lot  1,  Jackson 
Heights,  Borough  of  Queens. 


251-68-BZ 

APPLICANT — Larry  Meltzer  for  The  Protestant  Dutch 
Reformed  Church  of  the  Town  of  Flatlands,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time 
to  complete,,  which  expired  July  9,  1972;  and  for  amend¬ 
ment — decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  C2-2  and  R5  district 
in  conjunction  with  the  erection  of  a  supermarket,  the 
expansion  of  the  accessory  parking  into  the  R5  district 
and  with  curb  cut  within  50  feet  of  intersecting  streets. 

PREMISES  AFEECTED — 1891  to  1907  Flatbush  Avenue, 
2  to  46  Alton  Place,  southeast  corner,  Block  7812,  Lots 
28,  33,  39,  40,  50,  Borough  of  Brooklyn. 


770-71-BZ 

AI  I  LI  CANT — 'Larry  Meltzer  for  Diane  Percia,  owner. 
SUBJECT  Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  15,  1974 
and  for  amendment — decision  of  the  Borough  Superintend- 
ent ;  previously  granted  on  condition  under  Section  72-21 
of  the  Zoning  Resolution,  permitting  in  an  R5  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  kitchen 
equipment  manufacturing  establishment. 

PREMISES  AFFECTED— 1889  to  1907  McDonald  Av¬ 
enue,  southeast  corner  of  Quentin  Road,  Block  6658,  Lot 
1,  Borough  of  Brooklyn. 

317-64-BZ — Vol.  II 

APPLICANT — Sheldon  Lobel  for  Kinny  Transportation 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974, 
reopening  for  extension  of  term  of  variance  which  ex¬ 
pires  July  21,  1974;  and  for  amendment— decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  11-412  of  the  Zoning  Resolution;  permitting 
in  an  R5  district,  the  erection  of  a  one  story  cellar  and 
mezzanine  enlargement  to  an  existing  automobile  sales 
and  service  establishment  previously  before  the  Board  and 
with  additional  business  entrances  and  signs. 

PREMISES  AFFECTED — 2166  to  2216  Coney  Island  Av¬ 
enue,  923  to  937  Avenue  S,  northwest  corner,  Block  6685, 
Lot  34,  Borough  of  Brooklyn. 

816-53-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Weis  Volks¬ 
wagen  Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  March  30, 
19/4 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  local  retail  and  residence 
use,  D  and  E-l  area  districts,  the  addition  of  Lot  60  for 
use  for  parking  of  more  than  five  motor  vehicles,  for 
patrons  and  employees  and  for  the  display  for  sale  of  more 
than  five  motor  vehicles  in  conjunction  with  the  automobile 
showroom,  motor  vehicle  repair  shop  and  storage  garage. 

PREMISES  AFFECTED — 218-25  Hempstead  Avenue 
north  side,  182.25  feet  east  of  218th  Street,  Block  10766, 
Lot  53,  Queens  Village,  Borough  of  Queens. 


292-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Florence 
Pancer,  owner. 

SUBJECT— Application  May  15,  1973— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
erection  of  a  second  story  on  an  existing  one  story  furniture 
showroom  with  sales  and  storage  previously  before  the 
Board. 

PREMISES  AFFECTED — 241-47  Bay  Ridge  Avenue, 
north  side,  292.3  feet  West  of  3rd  Avenue,  Block  5862, 
Lot  66,  Borough  of  Brooklyn.  Community  Board  #10. 

Laid  over  from  June  4,  1974,  at  the  request  of  Com¬ 
munity  Board  #10. 


183-74-BZ 

APPLICANT — Kenneth  H.  Koons  for  Renato  &  Ivone 
Pennoni  and  Tomasina  Penasso,  owners. 

SUBJECT — Application  March  29,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
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ing  Resolution,  to  permit  in  an  R3-2  district,  the  mainte¬ 
nance  of  a  one  story  enlargement  to  a  two  family  dwell¬ 
ing  that  creates  non-compliance  in  floor  area  ratio,  open 
space  ratio  and  encroachment  into  the  rear  and  side  yards. 

PREMISES  AFFECTED — 2224  Throop  Avenue,  east  side, 
125  feet  south  of  Astor  Avenue,  Block  4373,  Lot  14,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #12. 


221-74-BZ 

APPLICANT — Lama  &  Vassalotti  for  J  &  C  Filipazzo 
Contracting  Corporation,  owner;  Argano  Electric  Corpo¬ 
ration,  lessee. 

SUBJECT — Application  April  17,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  and  R5  district,  the 
erection  of  a  second  story  office  enlargement  to  an  existing 
contractors  establishment  that  increases  the  degree  of  non¬ 
conformity  and  non-compliance. 

PREMISES  AFFECTED— 97-44  97-46  99th  Street,  west 
side,  100  feet  north  of  101st  Street,  Block  9075,  Lot  48, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 


222-74-BZ 

APPLICANT — Samuel  Lindenbaum  of  Lindenbaum  and 
Young  for  Joseph  Slifka,  owner. 

SUBJECT — Application  April  17,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9  (RIO)  and  R8  dis¬ 
trict,  the  erection  of  a  28  story  mixed  building  that  exceeds 
the  permitted  floor  area  ratio  and  accessory  parking  in 
the  R8  district,  has  less  than  the  required  lot  area  per 
room  and  encroaches  on  the  tower  setback. 

PREMISES  AFFECTED— 338-352  East  82nd  Street,  1569- 
1575  First  Avenue,  southeast  corner,  Block  1544,  Lot  30, 
Borough  of  Manhattan.  Community  Board  #8. 


254-74-BZ 

APPLICANT — Sheldon  Lobel  for  Congregation  Ohab 
Zedek  of  Rockaway  Park,  Incorporated,  owner. 

SUBJECT — Application  April  25,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of 
one  additional  story  to  a  two  story  Synagogue  and  school 
that  will  exceed  the  permitted  floor  area  ratio,  has  less 
than  the  required  lot  area,  encroaches  on  the  required 
front  yard  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 134-01/19  Rockaway  Beach 
Boulevard,  southwest  corner  of  Beach  134th  Street,  Block 
16279,  Lots  1  and  12,  Belle  Harbor,  Borough  of  Queens. 
Community  Board  #14. 


261-74-BZ 

APPLICANT — McGee  &  Morsellino  for  Village  Chapels, 
Incorporated,  owner. 

SUBJECT — Application  May  2,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  in  an  existing  one 
story  commercial  building  previously  before  the  Board, 
the  expansion  of  the  funeral  establishment  into  the  retail 
store  portion  of  the  premises. 

PREMISES  AFFECTED — 67-67  Eliot  Avenue,  northwest 
corner  of  68th  Street,  Block  2780,  Lot  100,  Middle  Village, 
Borough  of  Queens.  Community  Board  #2. 


292-74-BZ 

APPLICANT — Max  Siegel  Associates  for  Alison  Mort¬ 
gage  Investment  Trust,  owner,  Arlen  Acquisitions,  In¬ 
corporated,  lessee. 


SUBJECT — Application  May  10,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  the  erection  of 
an  11  story  store  and  office  building  with  less  than  the 
required  accessory  parking. 

PREMISES  AFFECTED — 95-25  Queens  Boulevard,  north 
side  from  62nd  Drive  to  Junction  Boulevard,  Block  2079, 
Lot  1,  Rego  Park,  Borough  of  Queens.  Community  Board 
#6. 

JOSEPH  B.  KLEIN,  Chairman 


JULY  2,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  2,  1974  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

431-73-SM 

APPLICANT — Bergis  Products,  Incorporated — anti-siphon 
valve  for  water  closets. 


432-73-SA 

APPLICANT — American  Sterilizer  Company — fold-up 

water  closet  for  hospitals. 


444-73-SA 

APPLICANT — General  Filters,  Incorporated — humidifiers. 


445-73-SA 

APPLICANT— General  Filters,  Incorporated — humidifiers. 


446-73-SA 

APPLICANT — General  Filters,  Incorporated — humidifiers. 


453-73-SA 

APPLICANT — United  States  Gypsum  Company — drywall 
partition  system  with  sound  transmission  class  rating  of  50. 


188-74-SA 

APPLICANT — Robertshaw  Controls  Company — components 
of  Class  E  and  Modified  Class  E  fire  alarm  system. 


190-74-SM 

APPLICANT — MG  Coupling  Company,  a  Division  of  Fami- 
lian  Corporation — coupling  for  joining  hubless  cast  iron 
pipe  and  fittings. 


7-74-A 

APPLICANT — Hebrew  Hospital  for  Chronic  Sick,  owner. 

SUBJECT — Application  January  9,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED — 5601  Palisade  Avenue,  north 
side,  999.77  feet  north  of  West  254th  Street,  Block  5933, 
Lot  46,  Borough  of  The  Bronx. 


72-74-A 

APPLICANT — Frank  P.  Farinella  for  E.  J.  Hurley,  owner. 
SUBJECT — Application  February  13,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system. 
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PREMISES  AFFECTED — 72-07  to  72-19  Austin  Street 
north  side,  55.10  feet  cast  of  72nd  Avenue,  Block  3258, 
Lot  28,  Forest  Hills,  Borough  of  Queens. 

180-74-A 

APPLICANT— Harry  Soled  for  Anshai  Zedek  of  Midwood 
Incorporated,  owner. 

SUBJECT  Application  March  26,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  change  of  use 
in  synogogue  building. 

PREMISES  AFFECTED — 1721  Avenue  J,  northwest  cor¬ 
ner  ot  East  18th  Street,  Block  6710,  Lot  1,  Borough  of 
Brooklyn. 


290-74-A 

APPLICANT— Larry  Meltzer  for  Dr.  Michael  Hoffman 
and  Dr.  Melvin  J.  Breite,  owners. 

SUBJECT  Application  May  10,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  commercial  use 
of  first  floor  in  frame  structure. 

PREMISES  AFFECTED — 26-19  212th  Street,  east  side, 
176.29  feet  south  of  26th  Avenue,  Block  5999,  Lot  13, 
Bayside,  Borough  of  Queens. 


297-74-A 

APPLICANT— Bernard  M.  Deschler  Associates  for  As¬ 
sociation  Residence  Nursing  Home,  Incorporated,  owner. 

SUBJECT— Application  May  15,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  width  of  cor¬ 
ridors. 

PREMISES  AFFECTED — 891  Amsterdam  Avenue,  east 
side,  144  feet  west  of  104th  Street,  Block  1855,  Lot  50, 
Borough  of  Manhattan. 


298-74-A 

APPLICAN  T — Stanley  H.  Klein  for  Elmwood  Park,  Incor¬ 
porated,  owner. 

SUBJECT — Application  May  15,  1974 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  egress,  exit  and 
ventilation  for  stair  enclosure. 

PREMISES  AFFECTED— 2,  6,  10,  14,  18,  22,  26  Kathy 
Place,  westjdde,  27.06  feet  north  of  Windham  Loop,  Block 
2450,  Lot  270,  New  Springfield,  Borough  of  Richmond. 


299-74- A 

APPLICANT — Stanley  H.  Klein  for  Elmwood  Park,  Incor¬ 
porated,  owner. 

SUBJECT — Application  May  15,  1974 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  egress,  exits  and 
ventilation  for  stair  enclosures. 

PREMISES  AFFECTED— 7,  11,  15,  19,  23,  27,  31  Kathy 
Place,  east  side,  123.79  feet  north  of  Windham  Loop,  Block 
2450,  Lot  252,  New  Springville,  Borough  of  Richmond. 

JOSEPH  B.  KLEIN,  Chairman 


JULY  9,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  9,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

568-67-A 

APPLICANT — McGee  and  Morsellino  for  Caldo  Realty 
Corporation,  owner. 


SLBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  an  order  and  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system; 
prevously  granted  on  condition. 

PREMISES  AFFECTED— 41-60  to  41-80  Main  Street 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23, 
Mushing,  Borough  of  Queens. 

145-70-BZ  " 

A1  1  LICANT-  Leonard  Lazarus  for  Hilda  Zuckerman, 
formerly  Hilda  Oppenheimer,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November 
28,  1973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  C8-3  and  R8  district, 
the  enlargement  in  area  of  an  existing  parking  lot  ex¬ 
tending  into  the  residence  district. 

PREMISES  AFFECIED — 728  River  Avenue,  east  side, 
182.42  feet  south  of  East  157th  Street,  Block  2482,  Lot  6, 
Borough  of  The  Bronx. 


811-72-BZ 

APPLICANT — Sidney  B.  Barnes,  Jr.  for  Consolidated 
Edison  Company  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  29,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  73-16  of  the  Zoning 
Resolution,  permitting  in  a  C6-4  district,  the  erection 
of  an  electric  substation. 

PREMISES  AFFECTED — 237-257  Front  Street,  south¬ 
east  corner  of  Peck  Slip,  Block  107,  Lot  2,  Borough  of 
Manhattan. 


174-73-BZ 

APPLICANT — Barney  Rosenstein  for  Improvement  Day 
Care  Center  Development  Fund  Company,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  June  19,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  73-19  of  the  Zoning 
Resolution,  permitting  in  an  Ml-1  district,  the  erection 
of  a  two  story  and  cellar  school  and  day  care  center. 

PREMISES  AFFECTED — 3303  4th  Avenue,  southwest 
corner  of  Weiher  Court,  Block  2369,  Lots  34,  36,  Bor¬ 
ough  of  The  Bronx. 


446-48-BZ 

APPLICANT — O.  J.  and  W.  A.  Sambach  for  Melissa  Jo 
Properties,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  5, 
1974 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  and  unrestricted  use  dis¬ 
tricts,  gasoline  service  station,  and  under  Section  7h,  the 
parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 126-134  Rockaway  Avenue  and 
47-55  Somers  Street,  northwest  corner,  Block  1538,  Lot 
40,  Borough  of  Brooklyn. 


490-52-BZ — Vol.  I 

APPLICANT — Richard  Rethy  for  Old  Colony  Trust  Com¬ 
pany,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  3, 
1973  and  for  amendment — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  residence  and 
local  retail  use  district,  the  parking  of  patrons’  and  em¬ 
ployees’  cars  without  fee  and  the  unloading  of  merchandise, 
in  conjunction  with  a  supermarket. 

PREMISES  AFFECTED — 155-15  Anguilar  Avenue,  north- 
side,  246.26  feet  west  of  72nd  Avenue,  Block  6793,  Lot  380, 
Flushing,  Borough  of  Queens. 

63-55-BZ 

APPLICANT — Joseph  Silletti,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  October  9,  1972 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition 
under  Section  7e  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  retail  sales,  storage  of  lumber, 
trim  and  building  materials  in  building  and  yard  and  per¬ 
mitting  the  use  of  one  8  inch  table  saw  and  one  24  inch 
bank  saw  in  the  building. 

PREMISES  AFFECTED — 45-09  161st  Street,  east  side, 
66  feet  south  of  45th  Avenue,  Block  5440,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens. 


555-56-BZ — Vol.  II 

APPLICANT — Charles  J.  Erthal,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  31, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f,  7i  and  7  A  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
change  in  use  of  the  present  buliding,  public  garage,  store 
and  gasoline  station  to  gasoline  station,  lubritorium,  car 
wash,  minor  motor  vehicle  repairs  with  hand  tools  only, 
curb  cuts  and  show  window  within  75  feet  of  a  residence 
use  district. 

PREMISES  AFFECTED — 22-50  College  Point  Boulevard 
(formerly  122nd  Street)  and  121-11  23rd  Avenue,  north¬ 
west  corner,  Block  4197,  Lot  40,  College  Point,  Borough 
of  Queens. 


359-58-BZ 

APPLICANT — Upham,  Meeker  and  Weithorn  for  Theo¬ 
dore  Tannor,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  20, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  non-automatic  car  wash,  office  and  sale  of 
auto  accessories,  minor  repairs  with  hand  tools  only,  park¬ 
ing  and  storage  of  cars,  pleasure  type  only. 

PREMISES  AFFECTED — 75-85  McDonald  Avenue,  north¬ 
east  corner  of  Seeley  Street,  Block  5260,  Lots  1,  42  and 
44,  Borough  of  Brooklyn. 


625-68-BZ 

APPLICANT — Serge  Klein  for  Eastone  Associates,  In¬ 
corporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term.  of  variance  which  expired  December  3,  1973 — 
decision  of  the  Borough  Superintendent;  previously 


granted  on  condition  under  Secton  73-14  of  the  Zoning 
Resolution,  permitting  in  an  R8  and  Cl-5  district,  in  an 
existing  five  story  building,  the  change  in  occupancy  of 
the  first  floor  from  an  apartment  to  a  telephone  exchange. 

PREMISES  AFFECTED — 349  East  52nd  Street,  north 
side,  90  feet,  6  inches  west  of  First  Avenue,  Block  1345, 
Lot  122,  Borough  of  Manhattan. 


204-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  I.  B.  M.  Rosen  Realty  Corporation,  lessee. 

SUBJECT — Application  April  11,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-8  (R9)  and  R9  district, 
the  erection  of  a  16  story  mixed  building  that  has  less 
than  the  required  lot  area  per  room  and  without  the  re¬ 
quired  accessory  parking. 

PREMISES  AFFECTED— 241-249  East  28th  Street  and 
501-511  Second  Avenue,  northeast  corner,  Block  909,  Lot 
25,  28  and  29,  Borough  of  Manhattan.  Community  Board 
#6. 


243-74-BZ 

APPLICANT — Morton  S.  Cahn  for  Pasquale  Simonetti, 
owner. 

SUBJECT — Application  April  19,  1974 — decision  of  the 
Borough  Superintendent  under  Section  11-413  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district  the  con¬ 
version  of  an  exsting  automobile  laundry  previously  before 
the  Board  into  an  automobile  sales,  installation  and  re¬ 
pair  establishment. 

PREMISES  AFFECTED— 84-06  Queens  Boulevard, 

southeast  corner  of  Van  Loon  Street,  Block  2477,  Lot  1, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 


250-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  37  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  April  26,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon-  i 
ing  Resolution,  to  permit  in  a  C6-4  district  in  an  existing 
six  story  building,  the  expansion  of  the  apparel  manufac¬ 
turing  use  on  the  5th  and  6th  floor  to  include  the  1st,  2nd, 

3rd  and  4th  floors. 

PREMISES  AFFECTED — 54-56  Franklin  Street,  north¬ 
east  corner  of  Cortlandt  Alley,  Block  172,  Lot  30,  Bor¬ 
ough  of  Manhattan.  Community  Board  #1. 


295-74-BZ 

APPLICANT — H.  M.  Cole  for  The  Prudential  Insurance 
Company  of  America,  owner. 

SUBJECT — Application  May  13,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  C5-3F  district,  on  the  39th  floor, 
the  addition  to  the  use  of  the  existing  restaurant  and  cock¬ 
tail  lounge  to  include  cabaret. 

PREMISES  AFFECTED— 666  Fifth  Avenue,  northwest 
corner  of  West  52nd  Street,  Block  1268,  Lot  34,  Borough 
of  Manhattan.  Community  Board  #5. 


300-74-BZ 

APPLICANT — Stanley  Klein  for  Robert  Haskell,  owner. 
SUBJECT — Application  May  16,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 


_ 
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three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the  re¬ 
quired  side  yards  and  with  accessory  parking  within  the 
front  yard. 

PREMISES  AFFECTED — 255  87th  Street,  north  side,  200 
feet  west  of  Third  Avenue,  Block  6043,  Lot  155,  Borough 
of  Brooklyn.  Community  Board  #10. 


301-74-BZ 

APPLICANT — Stanley  Klein  for  Robert  Haskell,  owner. 

SUBJECT — Application  May  16,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  R3-2  district  the  erection  of  a  three  story, 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  encroaches  on  the  required  side  yards  and 
with  accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED — 257  87th  Street,  north  side,  200 
feet  west  of  Third  Avenue,  Block  6043,  Lot  154,  Borough 
of  Brooklyn.  Community  Board  #10. 


302-74-BZ 

APPLICANT — Stanley  Klein  for  Robert  Haskell,  owner. 

SUBJECT — Application  May  16,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio 
and  lot  area  per  room,  encroaches  on  the  required  side 
yards  and  with  accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED — 251  87th  Street,  north  side,  200 
feet  west  of  Third  Avenue,  Block  6043,  Lot  157,  Borough 
of  Brooklyn.  Community  Board  #10. 


303-74-BZ 

APPLICANT — Stanley  Klein  for  Robert  Haskell,  owner. 

SUBJECT — Application  May  16,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  R3-2  district,  the  erection  of  a  three  story, 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  encroaches  on  the  required  side  yards  and 
with  accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED — 253  87th  Street,  north  side,  200 
feet  west  of  Third  Avenue,  Block  6043,  Lot  56,  Borough 
of  Brooklyn.  Community  Board  #10. 


304-74-BZ 

APPLICANT — Stanley  Klein  for  Robert  Haskell,  owner. 

SUBJECT — Application  May  16,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio 
and  lot  area  per  room,  encroaches  on  the  required  side 
yards  and  with  accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED — 254  86th  Street,  north  side,  200 
feet  west  of  Third  Avenue,  Block  6043,  Lot  29,  Borough 
of  Brooklyn.  Community  Board  #10. 


305- 74-BZ 

APPLICANT— Stanley  Klein  for  Robert  Haskell,  owner. 

Application  May  16,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter 
to  permit  in  a  R3-2  district,  the  erection  of  a  three  story, 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
i  atio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  encroaches  on  the  required  side  yards  and 
with  accessory  parking  within  the  front  yard. 

I  REMISES  AFFECTED — 258  86th  Street,  north  side,  200 
feet  west  of  Third  Avenue,  Block  6043,  Lot  31,  Borough 
ot  Brooklyn.  Community  Board  #10. 

306- 74-BZ  ' 

APPLICANT— Stanley  Klein  for  Robert  Haskell,  owner. 

SUBJECT— Application  May  16,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and.  Section  666  of  the  New  York  City  Char¬ 
ter,  to  permit  in  a  R3-2  district,  the  erection  of  a  three 
story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room,  encroaches  on  the  required 
side  yards  and  with  accessory  parking  within  the  front 
yard. 

I  REMISES  AFFECTED — 256  86th  Street,  north  side,  200 
feet  west  of  Third  Avenue,  Block  6043,  Lot  30,  Borough 
of  Brooklyn.  Community  Board  #10. 

307- 74-BZ 

APPLICANT — Stanley  Klein  for  Robert  Haskell,  owner. 

SUBJECT— Application  May  16,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21,  of  the  Zoning 
Resoluton  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  R3-2  district,  the  erection  of  a  three  story! 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  encroaches  on  the  required  side  yards  and 
with  accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED— 252  86th  Street,  north  side,  200 
feet  west  of  Third  Avenue,  Block  6043,  Lot  28,  Borough 
of  Brooklyn.  Community  Board  #10. 

309-74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dural  Es¬ 
tates,  Incorporated,  owner. 

SUBJECT — Application  May  17,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio  and  has  less  than  the  required  open  space 
ratio. 

PREMISES  AFFECTED — 2240  Ocean  Parkway,  west 
side.  47.5J4  feet  north  of  Gravesend  Neck  Road,  Block 
7157,  Lot  17,  Borough  of  Brooklyn.  Community  Board 
#13. 


310-74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dural  Es¬ 
tates,  Incorporated,  owner. 

SUBJECT — Application  May  17,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  two  family  dwelling  that  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED — 2246  Ocean  Parkway,  north¬ 
west  corner  of  Gravesend  Neck  Road,  Block  7157,  Lot  18, 
Borough  of  Brooklyn.  Community  Board  #13. 
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311-74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dural  Es¬ 
tates,  Incorporated,  owner. 

SUBJECT — Application  May  17,  1974 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  two  family  dwelling  that  encroaches  on  the  required 
rear  yard. 

PREMISES  AFFECTED — 2238  Ocean  Parkway,  west 
side,  67.5 Y%  feet  north  of  Gravesend  Neck  Road,  Block 
7157,  Lot  16,  Borough  of  Brooklyn.  Community  Board 
#13. 


312-74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dural  Es¬ 
tates,  Incorporated,  owner. 

SUBJECT — 'Application  May  17,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  two  farnly  dwelling  that  encroaches  on  the  required 
side  and  rear  yards. 

PREMISES  AFFECTED— 515  Gravesend  Neck  Road, 
north  side,  103.4^4  feet  west  of  Ocean  Parkway,  Block 
7157,  Lot  75,  Borough  of  Brooklyn.  Community  Board 
#13. 


319-74-BZ 

APPLICANT— Charles  F.  Murphy  for  14  Yorktown  Cor¬ 
poration,  owner,  St.  Vincent’s  Hospital  and  Medical  Cen¬ 
ter  of  New  York,  lessee. 

SUBJECT — Application  May  22,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72.21  of  the  Zoning 
Resolution  and  Secton  666  of  the  New  York  City  Charter, 
to  permit  in  a  C6-2  district,  on  a  6  story  mixed  building, 
the  installation  of  an  advertising  sign  and  business  signs 
within  the  required  plaza. 

PREMISES  AFFECTED — 555  Avenue  of  the  Americas, 
west  side,  from  West  15th  Street  to  West  16th  Street, 
Block  791,  Lot  36,  Borough  of  Manhattan.  Community 
Board  #4. 


320-74-A 

APPLICANT — Charles  F.  Murphy  for  14  Yorktown  Cor¬ 
poration,  owner,  St.  Vincent’s  Hospital  &  Medical  Center 
of  New  York,  lessee. 

SUBJECT — Application  May  22,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  signs. 

PREMISES  AFFECTED — 555  Avenue  of  the  Americas, 
west  side,  from  West  15th  Street  to  West  16th  Street, 
Block  791,  Lot  36,  Borough  of  Mahhattan. 

JOSEPH  B.  KLEIN,  Chairman 


JULY  9,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  9,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

172-74-A 

APPLICANT — Lauria  &  Rowe  for  Abraham  Gartenbaum, 
owner. 

SUBJECT— Application  March  26,  1974 — appeal  form  a  de¬ 
cision  of  the  Borough  Superintendent  re-  elimination  of 
storm  sewer  connection. 


PREMISES  AFFECTED — 10  North  Rhett  Avenue,  west 
side,  240.26  feet  north  of  Katan  Avenue,  Block  5439,  Lot 
150,  Great  Kills,  Borough  of  Richmond. 


173-74-A 

APPLICANT — Lauria  &  Rowe  for  John  G.  Powell,  owner. 

SUBJECT — Application  March  26,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  elimination  of 
storm  sewer  connection. 

PREMISES  AFFECTED — 14  North  Rhett  Avenue,  west 
side,  206.02  feet  north  of  Katan  Avenue,  Block  5439,  Lot 
151,  Great  Kills,  Borough  of  Richmond. 


174-74-A 

APPLICANT — Lauria  &  Rowe  for  Steve  Commander, 
owner. 

SUBJECT — Applicaton  March  26,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  elimination  of 
storm  sewer  connection. 

PREMISES  AFFECTED — 18  North  Rhett  Avenue,  west 
side  171.79  feet  north  of  Katan  Avenue,  Block  5439,  Lot 
153,  Great  Kills,  Borough  of  Richmond. 


175-73-A 

APPLICANT — Lauria  &  Rowe  for  Louis  Papaeleo,  owner. 

SUBJECT — Application  March  26,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  elimination  of 
storm  sewer  connection. 

PREMISES  AFFECTED— 22  North  Rheet  Avenue,  west 
side,  137.55  feet  north  of  Katan  Avenue,  Block  5439,  Lot 
154,  Great  Kills,  Borough  of  Richmond. 


176-74-A 

APPLICANT— Lauria  &  Rowe  for  Steve  Nagel,  owner. 

SUBJECT — Application  March  26,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  elimination  of 
storm  sewer  connection. 

PREMISES  AFFECTED — 24  North  Rhett  Avenue,  west 
side,  103.29  feet  north  of  Katan  Avenue,  Block  5439,  Lot 
156,  Great  Kills,  Borough  of  Richmond. 


177- 74-A 

APPLICANT — Lauria  &  Rowe  for  Anthony  Rago,  owner. 

SUBJECT — Application  March  26,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  elimination  of 
storm  sewer  connection. 

PREMISES  AFFECTED — 28  North  Rhett  Avenue,  west 
side,  69.08  feet  north  of  Katan  Avenue,  Block  5439,  Lot 
157,  Great  Kills,  Borough  of  Richmond. 

178- 74-A 

APPLICANT — Lauria  &  Rowe  for  Michael  Cocozza, 
owner. 

SUBJECT — Application  March  26th  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  elimination  of 
storm  sewer  connection. 

PREMISES  AFFECTED — 32  Rhett  Avenue,  west  side, 
34.84  feet  north  of  Katan  Avenue,  Block  5439,  Lot  159, 
Great  Kills,  Borough  of  Richmond. 


179-74- A 

APPLICANT — Lauria  &  Rowe  for  Anita  Granito,  owner. 
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SUBJECT  Application  March  26,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  storm  sewer 
elimination. 

PREMISES  AFFECTED — 36  North  Rhett  Avenue,  north¬ 
west  corner  of  Katan  Avenue,  Block  5439,  Lot  11,  Great 
Kills,  Borough  of  Richmond. 

192-74-A 

APPLICANT — John  O’Hagan,  Fire  Commissioner  for 
Stolz  Property  Corporation,  owner. 

SUBJECT  Application  April  2,  1974 — for  Modification  of 
Certficate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 447  West  36th  Street,  north 
side,  150  feet  east  of  10th  Avenue,  Block  734,  Lot  8 
Borough  of  Manhattan. 

194-74-A 

APPLICANT  S.  T.  Zack  for  Mobil  Oil  Corporation 
owner. 


SUBJECT  Application  April  3,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com- 
bustble  mixture  known  as  Mobil  Permazone  in  one  (1) 
gallon  polyethylen  bottle  with  child  resistance  plastic 
screw  cap,  not  in  compliance  with  regulation  of  the  Ad¬ 
ministrative  Code  of  New  York  City. 


318-74-A 

APPLICANT-Lawrence  Shutkind  for  Sheltering  Arms 
Childrens  Service,  owner. 

SUBJECT  Application  May  22,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  change 
of  use  from  one  family  dwelling  to  group  home. 

1  REMISES  AFFECTED — 911  Linden  Boulevard,  north¬ 
west  corner  of  East  57th  Street,  Block  4662,  Lot  28,  Bor¬ 
ough  of  Brooklyn. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  4,  1974,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

(Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  May  21, 1974,  were  approved 
as  printed  in  the  Bulletin  of  May  30,  1974,  Vol.  59,  No.  22. 


312-63-A 

APPLICANT — Castro-Bianco,  Piscioneri  and  Feder  for 
Churchill  School,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent  re-  Class  3  construction,  public 
use  (school),  egress,  hallway,  etc.;  previously  granted  on 
condition. 

PREMISES  AFFECTED — 22  East  95th  Street,  south  side, 
98  feet  9x/2  inches  east  of  Madison  Avenue,  Block  1506,  Lot 
60^2,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  J.  Piscioneri  and  Arnold  S.  Schickler. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Commissioner  Hornstein, 


Commissioner  Carroll  and  Commissioner  Walsh . 4 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  this  appeal  was  granted  by  the  Board  on  July 
23,  1963,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  reopening  of  this  appeal 
and  amendment  of  the  resolution;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 
dated  April  24,  1974  on  Alt.  Applic.  893-73  reads: 

“C-l  Proposed  change  in  use  in  a  Class  III  building 
from  caretaker’s  apartment  to  school  in  the  5th  story  is 
contrary  to  C26-254.0  tabular  limits  and  previous  B.  S.  A. 
resolution  312-63-A.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  23, 
1963,  by  adding  thereto: 

“that  the  fifth  floor  of  this  building  may  be  used  for 
school  purposes  on  condition  that  it  conform  to  revised 
drawing  of  existing  and  proposed  conditions  marked  ‘Re¬ 
ceived  May  30,  1974’,  one  sheet;  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.” 


17-72-BZ 

APPLICANT — M.  Martin  Elkind  for  Louis  Guerra,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R6 
district,  the  erection  of  a  one  story  enlargement  to  a 
retail  store  that  creates  non-compliance  in  floor  area  ratio 
and  encroachment  within  the  rear  yard. 

PREMISES  AFFECTED — 86-01  Justice  Avenue,  north¬ 
west  corner  of  Broadway,  Block  1837,  Lots  100,  102,  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  M.  M.  Elkind. 


ACTION  OF  BOARD — Resolution  of  January  9,  1973  re¬ 
scinded  and  resolution  of  May  16,  1972  reinstated. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  16,  1972,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  January  9,  1973; 
and 

W hereas,  the  owner  did  not  avail  himself  of  the  resolution 
adopted  by  the  Board  on  January  9,  1973,  but  completed  the 
work  permitted  by  the  resolution  adopted  by  the  Board  on 
May  16,  1972 ;  and 

Whereas,  the  applicant  requested  rescindment  of  the  reso¬ 
lution  of  January  9,  1973  and  reinstatement  of  the  resolu¬ 
tion  of  May  16,  1972. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  rescind  the  resolution  adopted  on  January  9,  1973  and 
does  hereby  reinstate  the  resolution  adopted  on  May  16,  1972, 
on  condition  that  the  premises  shall  comply  with  the  terms 
and  conditions  of  such  resolution  (Alt.  1247-71). 


575-72-B  Z 

APPLICANT- — Leonard  F.  Rothkrug  for  M  and  R  Man¬ 
agement  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10, 
1974 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  AFFECTED — 2420  East  16th  Street,  west 
side,  200  feet  south  of  Avenue  X,  Block  7417,  Lot  14, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Commissioner  Hornstein,  Commissioner 

Carroll  and  Commissioner  Walsh  .  3 

Negative :  Chairman  Klein  and  Vice  Chairman  Agusta. .  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  10,  1973,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  10, 
1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution”  (N.B. 
335-72). 


576-72-B  Z 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Man¬ 
agement  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10, 
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197-4 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  aggregate  width  of  the  street 
wall,  has  less  than  the  required  open  space  ratio  and 
lot  area  per  room,  lot  area,  and  encroaches  on  the  required 
front  and  rear  yard. 

PREMISES  A E F ECT ED — 2424  East  16th  Street,  west  side, 
242  feet  south  of  Avenue  X,  Block  7417,  Lot  16,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Commissioner  Hornstein,  Commissioner 
Carroll  and  Commissioner  Walsh  .  3 

Negative  :  Chairman  Klein  and  Vice  Chairman  Agusta  . .  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  10,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
10,  1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  336-72) 


577-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Man¬ 
agement  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall, 
has  less  than  the  required  open  space  ratio  and  lot  area 
per  room,  lot  area,  and  encroaches  on  the  required  front 
and  rear  yard. 

PREMISES  AFFECTED — 2428  East  16th  Street,  west 
side,  284  feet  south  of  Avenue  X,  Block  7417,  Lot  18, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Commissioner  Hornstein,  Commissioner 
Carroll  and  Commissioner  Walsh  .  3 

Negative:  Chairman  Klein  and  Vice  Chairman  Agusta  ..  2 
THE  RESOLUTION— 

Whereas,  tin's  application  was  granted  by  the  Board  on 
April  10,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 


10,  1973,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 

Jear  from  the  date  of  this  amended  resolution  ” 
(N.B.  337-72) 

578-72-B  Z 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10, 
19/4 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall, 
has  less  than  the  required  open  space  ratio  and  lot  area 
per  room,  lot  area,  and  encroaches  on  the  required  front 
and  rear  yard. 

PREMISES  AFFECTED — 2432  East  16th  Street,  west 
side,  376  feet  south  of  Avenue  X,  Block  7417,  Lot  20, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Commissioner  Hornstein,  Commissioner 

Carroll  and  Commissioner  Walsh  .  3 

Negative:  Chairman  Klein  and  Vice  Chairman  Agusta  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  10,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  10, 
1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resloution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution” 
(N.B.  338-72) 


579-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Man¬ 
agement  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall,  has 
less  than  the  required  open  space  ratio  and  lot  area  per 
room,  lot  area,  and  encroaches  on  the  required  front  and 
rear  yard. 

PREMISES  AFFECTED — 2436  East  16th  Street,  west  side, 
368  feet  south  of  Avenue  X,  Block  7417,  Lot  22,  Bor  ouch 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Commissioner  Hornstein,  Commissioner 

Carroll  and  Commissioner  Walsh .  3 

Negative:  Chairman  Klein  and  Vice  Chairman  Agusta  2 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  10,  1973,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  10, 
1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resoltuion  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  339-72) 


580-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall,  has 
less  than  the  required  open  space  ratio  and  lot  area  per 
room,  lot  area,  and  encroaches  on  the  required  front  and 
rear  yard. 

PREMISES  AFFECTED— 2440  East  16th  Street,  west 
side,  301  feet  north  of  Avenue  Y,  Block  7417,  Lot  24,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Commissioner  Hornstein,  Commissioner 

Carroll  and  Commissioner  Walsh  .  3 

Negative:  Chairman  Klein  and  Vice  Chairman  Agusta  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  10,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  10, 
1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  340-72) 


581-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall,  has 
less  than  the  required  open  space  ratio  and  lot  area  per 
room,  lot  area,  and  encroaches  on  the  required  front  and 
rear  yard. 

PREMISES  AFFECTED— 2444  East  16th  Street,  west 
side,  259  feet  north  of  Avenue  Y,  Block  7417,  Lot  28,  Bor¬ 
ough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Commissioner  Hornstein,  Commissioner 

Carroll  and  Commissioner  Walsh  . 3 

Negative:  Chairman  Klein  and  Vice  Chairman  Agusta  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  10,  1973,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  10, 
1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  341-72) 


582-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  April  10,  1974 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R4  district,  the  erection  of  a  three  story, 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  aggregate  width  of  the  street  wall,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room,  lot 
area,  and  encroaches  on  the  required  front  and  rear  yard. 
PREMISES  AFFECTED — 2448  East  16th  Street,  west  side, 
217  feet  north  of  Avenue  Y,  Block  7417,  Lot  30,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Commissioner  Hornstein,  Commissioner 

Carroll  and  Commissioner  Walsh  .  3 

Negative:  Chairman  Klein  and  Vice  Chairman  Agusta..  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  10,  1973,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  10, 
1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  342-72) 


583-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  April  10,  1974 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R4  district  the  erection  of  a  three  story, 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
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ratio  and  aggregate  width  of  the  street  wall,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room,  lot 
area,  and  encroaches  on  the  required  front  and  rear  yard. 
PREMISES  AI<  I-ECTED — 2452  East  16th  Street,  west  side, 
175  feet  north  of  Avenue  Y,  Block  7417,  Lot  32,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Commissioner  Hornstein,  Commissioner 

Carroll  and  Commissioner  Walsh .  3 

Negative:  Chairman  Klein  and  Vice  Chairman  Agusta..  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  10,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  10, 
1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (N  B 
343-72) 

584-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Man¬ 
agement  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall, 
has  less  than  the  required  open  space  ratio  and  lot  area  per 
room,  lot  area,  and  encroaches  on  the  required  front  and 
rear  yard. 

PREMISES  AFFECTED — 2456  East  16th  Street,  west 
side,  133  feet  north  of  Avenue  Y,  Block  7417,  Lot  34, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Commissioner  Hornstein,  Commissioner 

Carroll  and  Commissioner  Walsh  .  3 

Negative:  Chairman  Klein  and  Vice  Chairman  Agusta. .  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  10,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  10, 
1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (N.B 
344-72) 

585-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Man¬ 
agement  Company,  Incorporated,  owner. 


SLBJECT  Application  for  consideration — reopening  for 
^tension .  of  time  to  complete  which  expired  April  10, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall,  has 
less  than  the  required  open  space  ratio  and  lot  area  per 
room,  lot  area,  and  encroaches  on  the  required  front  and 
rear  yard. 

PREMISES  AFFECTED — 2460  East  16th  Street,  west 
side,  91  feet  north  of  Avenue  Y,  Block  7417,  Lot  36,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affii  mative :  Commissioner  Hornstein,  Commissioner 
Carroll  and  Commissioner  Walsh  .  3 

Negative:  Chairman  Klein  and  Vice  Chairman  Agusta  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  10,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  10, 
1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution” 
(N.B.  345-72) 


586-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Manage¬ 
ment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall, 
has  less  than  the  required  open  space  ratio  and  lot  area 
per  room,  lot  area,  and  encroaches  on  the  required  front 
and  rear  yard. 

PREMISES  AFFECTED— 2466  East  16th  Street,  west 
side,  49  feet  north  of  Avenue  Y,  Block  7417,  Lot  39,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Commissioner  Hornstein,  Commissioner 

Carroll  and  Commissioner  Walsh  .  3 

Negative:  Chairman  Klein  and  Vice  Chairman  Agusta  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  10,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  10, 
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1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  346-72) 

587-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  M  and  R  Man¬ 
agement  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  aggregate  width  of  the  street  wall, 
has  less  than  the  required  open  space  ratio  and  lot  area 
per  room,  lot  area,  and  encroaches  on  the  required  front 
and  rear  yard. 

PREMISES  AFFECTED— 2470  East  16th  Street,  north¬ 
west  corner  of  Avenue  Y,  Block  7417,  Lot  41,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Commissioner  Hornstein,  Commissioner 

Carroll  and  Commissioner  Walsh  .  3 

Negative:  Chairman  Klein  and  Vice  Chairman  Agusta  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  10,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  10, 
1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  347-72) 


816-53-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Weis  Volkswa¬ 
gen  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  30, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  local  retail  and  residence 
use,  D  and  E-l  area  districts,  the  addition  of  Lot  60  for  use 
for  parking  of  more  than  five  motor  vehicles,  for  patrons 
and  employees  and  for  the  display  for  sale  of  more  than  five 
motor  vehicles  in  conjunction  with  the  automobile  show¬ 
room,  motor  vehicle  repair  shop  and  storage  garage. 

PREMISES  AFFECTED — 218-25  Hempstead  Avenue, 
north  side,  182.25  feet  east  of  218th  Street,  Block  10766, 
Lot  53,  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  July  2,  1974,  at  10 
A.M.,  Special  Order  Calendar,  at  the  request  of  the  Com¬ 
munity  Planning  Board. 

1017-65-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  John  and  Filo- 
mena  Valerio,  owners ;  Shell  Oil  Company,  lessee. 


SUBJECT — Application  for  consideration — to  reopen  and 
restore  to  docket,  subject  to  regular  procedure,  in  accord¬ 
ance  with  the  order  of  the  Court — decision  of  the  Borough 
Superintendent;  previously  denied  under  Section  73-211  of 
the  Zoning  Resolution,  permitting  in  a  C2-1  district,  the 
erection  of  an  automotive  service  station  with  accessory 
uses. 

PREMISES  AFFECTED — 240-10  Merrick  Boulevard, 
southeast  corner  of  Brookville  Boulevard,  Block  13204,  Lot 
104,  Rosedale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  Docket  in  accordance  with  the  order  of  the  Court, 
subject  to  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  .  0 


205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of 
a  five  story  health  related  facility  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  lot  coverage,  encroaches  on  the 
required  front  and  side  yards  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1974,  at  10 
A.M.,  Special  Order  Calendar,  at  the  request  of  the  appli¬ 
cant  to  prosecute  the  application  for  a  Special  Permit  with 
the  City  Planning  Commission. 


734-72-BZ 

APPLICANT — James  J.  Shea  of  Conboy,  Hewitt,  O’Brien 
and  Boardman  for  Hylan  Boulevard  Car  Wash,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — for  considera¬ 
tion,  to  reopen,  restore  to  Docket  and  set  for  hearing  by 
order  of  the  Court  (requiring  notice  by  publications  and 
by  certified  mail  in  compliance  with  the  Rules  of  Pro¬ 
cedure  of  the  Board) — decision  of  the  Borough  Super¬ 
intendent;  previously  denied  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  C8-1  and  R3-2  district, 
on  a  plot  previously  before  the  Board,  in  conjunction  with 
the  erection  of  a  two  story  commercial  building,  the 
reduction  in  the  number  of  accessory  parking  spaces  and 
located  in  the  residence  district. 

PREMISES  AFFECTED — 1600  Hylan  Boulevard,  south¬ 
east  corner  of  Raritan  Avenue,  Block  3372,  Lots  1,  22, 
Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  Docket  in  accordance  with  the  order  of  the  Court, 
subject  to  regular  procedure,  requiring  notice  by  publica¬ 
tions  and  by  certified  mail  in  compliance  with  the  Rules  of 
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Procedure  of  the  Board  of  Standards  and  Appeals.  Re¬ 
ferred  to  the  zoning  engineer  to  be  set  for  hearing. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


247-73-BZ 

APPLICANT — Aaron  Halpern  for  Mickey  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  April  26,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  office  building  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED — 2288  Hylan  Boulevard,  south¬ 
east  corner  of  Maplewood  Place,  Block  3701,  Lot  12, 
Borough  of  (Grant  City)  Richmond.  Community  Board 
#3. 

APPEARANCES— 

For  Applicant :  Alphonse  J.  Russo  and  Bernard  Trachten¬ 
berg. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at 
10  A.M.  for  continued  hearing. 


292-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Florence 
Pancer,  owner. 

SUBJECT — Application  May  15,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
erection  of  a  second  story  on  an  existing  one  story  furniture 
showroom  with  sales  and  storage  previously  before  the 
Board. 

PREMISES  AFFECTED — 241-47  Bay  Ridge  Avenue, 
north  side,  292.3  feet  West  of  3rd  Avenue,  Block  5862, 
Lot  66,  Borough  of  Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  Anthony  Salvati. 

For  Opposition :  Ella  Tierney  and  Lorraine  Collaro. 

ACTION  OF  BOARD — Laid  over  to  July  2,  1974,  at 
10  A.M.,  at  the  request  of  Community  Board  #10. 


614-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Paramount  Fill¬ 
ing  Stations  Incorporated,  owner. 

SUBJECT — Application  November  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  11-413  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C6-3  district,  the 
conversion  of  an  existing  two  story  and  cellar  building 
from  a  lumber  storage  establishment  previously  before  the 
Board  to  a  commercial  vehicle  storage  garage. 

PREMISES  AFFECTED— 138-40  East  25th  Street,  south 
side,  94  feet  east  of  Lexington  Avenue,  Block  880,  Lot  61, 
Borough  of  Manhattan.  Community  Board  #6. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

A  Cl  ION  OF  BOARD — Laid  over  to  June  25,  1974,  at 
10  A.M.,  for  continued  hearing ;  applicant  to  submit  addi¬ 
tional  information. 


3-74-BZ 

LI  CANT— Samuel  H.  Lindenbaum  of  Lindenbauin  & 
loung  for  Bims  Associates,  Incorporated,  owner. 

SUBJECT— Application  January  7,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  the  erection  of  a 
twenty  story  mixed  building  that  exceeds  the  permitted 
noor  area  ratio  and  tower  coverage,  encroaches  on  the 
required  tower  setback,  exceeds  the  height  of  the  front 
wall  and  the  lot  area  requirements. 

846-850  Second  Avenue  and 
301-303  East  45th  Street,  northeast  corner,  Block  1338,  Lots 
1  and  3,  Borough  of  Manhattan.  Community  Board  #6. 
APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

For  Opposition:  Mark  Pachman. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1974,  at  10 
A.M.,  for  continued  hearing,  at  the  request  of  the  appli- 
cant. 


19-74-BZ  ~ 

APPLICANT  Leonard  F.  Rothkrug  for  Beth  Jacob-Beth 
Miriam  School  for  Girls,  owner. 

SUBJECT— Application  January  15,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2,  in  an  R4  and  R3-2  dis¬ 
trict,  the  erection  of  a  seven  story  non-profit  residence  for 
the  elderly  and  school  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  and  accessory 
parking,  encroaches  on  the  required  front,  side  and  rear 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 5714-16  Mosholu  Avenue,  south 
side,  161  feet  east  of  Feldston  Road  and  5711-19  Faraday 
Avenue,  Block  5855,  Lots  2234  and  2237,  Borough  of  The 
Bronx.  Community  Board  #14. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Charles  G. 
Moerdler. 

For  Opposition:  Thomas  E.  Acito. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at 
10  A.M.  for  decision;  applicant  to  submit  revised  draw¬ 
ings  ;  hearing  closed. 


20-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Midboro  Realty 
Company,  owner. 

SUBJECT — Application  January  15,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  in  a  portion 
of  an  existing  one  story  building,  the  change  in  occupancy 
from  store  and  parking  to  an  automobile  repair  shop. 

PREMISES  AFFECTED — 1882/86  Jerome  Avenue,  east 
side,  51.45  feet  north  of  Mt.  Hope  Place,  Block  2852, 
Lot  4,  Borough  of  The  Bronx.  Community  Board  #5. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Archie  Thomas  and  Sam  Schwartz. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at 
10  A.M.  for  continued  hearing.  Applicant  to  submit  ad¬ 
ditional  information. 


60-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  34th  Street  South  Company,  owner. 
SUBJECT — Application  February  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  a  C5-3  and  Cl-9  district,  the 
erection  of  a  20  story  and  penthouse  multiple  dwelling  that 
exceeds  the  permitted  tower  coverage  and  floor  area  ratio 
and  has  less  than  the  required  lot  area  per  room  and 
accessory  parking. 

PREMISES  AFFECTED — 115-125  East  34th  Street,  north 
side,  183.6  feet  east  of  Park  Avenue,  Block  890,  Lots  11, 
12,  13,  14,  15,  16,  Borough  of  Manhattan.  Community 
Board  #6. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Howard  A. 
Zipser. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  25,  1974,  at  10 
A.M.  for  decision;  hearing  closed. 


77-74-BZ 

APPLICANT — Savignano,  Strange  &  Vella  for  Juan 
Aranalde,  M.D.,  owner. 

SUBJECT — Application  February  19,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  mainten¬ 
ance  of  a  two  story  and  basement  Doctors’  Offices  and 
medical  laboratory. 

PREMISES  AFFECTED— 464  44th  Street,  south  side, 
160.0  feet  west  of  5th  Avenue,  Block  738,  Lot  32,  Borough 
of  Brooklyn.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  James  M.  Vella. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at 
10  A.M.,  for  decision ;  hearing  closed.  Applicant  to  submit 
revised  plans. 


191-74-BZ 

APPLICANT — Peter  Casini  for  Lafayette  Associates, 
owner,  United  States  Postal  Service,  contract  vendee. 
SUBJECT — Application  April  2,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  building  for  use  as  a  post  office  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — Lafayette  Avenue,  south  side, 
between  Newman  Avenue  and  White  Plains  Road,  Blocks 
3605,  3606,  Lots  1  and  1,  Borough  of  The  Bronx.  Com¬ 
munity  Board  #8. 

APPEARANCES— 

For  Applicant:  Peter  Casini,  Saul  Weinberg  and  Seymour 
Weiner. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at 
10  A.M.  for  continued  hearing. 


201-74-BZ 

APPLICANT — H.  M.  Cole  for  National  Urban  League, 
Incorporated,  and  United  Negro  College  Fund,  Incorpo¬ 
rated,  owners. 

SUBJECT — Application  April  9,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-4  district,  the  conversion  of 
a  20  story  community  facility  building  to  commercial  offices 
that  creates  non-compliance  in  floor  area  ratio  and  pene¬ 
tration  of  the  sky  exposure  plane. 

PREMISES  AFFECTED — 1134  to  1148  York  Avenue,  501 
East  61st  Street,  northeast  corner  and  500  East  62nd  Street, 
Block  1474,  Lot  31,  Borough  of  Manhattan.  Community 
Board  #8. 


APPEARANCES — 

For  Applicant:  H.  M.  Cole  and  F.  E.  Hertan. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at 
10  A.M.,  at  the  request  of  the  applicant  to  send  out  proper 
notices,  and  publications. 


202-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Europaeische  Treuhand  Corporation,  owner. 

SUBJECT — Application  April  8,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  the  erection  of  a 
21  story  mixed  building  that  will  exceed  the  permitted 
floor  area  ratio  and  tower  coverage,  has  less  than  the 
required  lot  area  per  room  and  encroaches  on  the  required 
tower  setback. 

PREMISES  AFFECTED— 309  to  315  East  48th  Street, 
north  side,  125  feet  east  of  Second  Avenue,  Block  1341, 
Lots  6,  8  and  9,  Borough  of  Manhattan.  Community 
Board  #6. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

For  Opposition :  Richard  Klugherz. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  Community  Planning  . 
Board  #6. 


206-74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Astoria 
Associates,  Incorporated,  owner;  Me-Nas  Enterprises  In¬ 
corporated,  lessee. 

SUBJECT — Application  April  12,  1974 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  two  story  day  care  center  that  exceeds  the  permitted  lot 
coverage  and  encroaches  on  the  required  front,  side  and 
rear  yards. 

PREMISES  AFFECTED — 18-40  20th  Avenue,  southwest 
corner  of  19th  Street,  Block  894,  Lot  2,  Astoria,  Borough 
of  Queens.  Community  Board  # 1 . 

APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati,  Audrey  Dromin, 
Terry  Menas  and  Anthony  Nastasi. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1974,  at  10 
A.M.,  for  decision;  applicant  to  submit  additional  in¬ 
formation;  previously  inspected;  hearing  closed. 


242-74-A 

APPLICANT — Dominick  Salvati  and  Son  for  Astoria 
Associates  Incorporated,  owner;  Me-Nas  Enterprises  In¬ 
corporated,  lessee.  : 

SUBJECT — Application  April  22,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  lot  line 
windows. 

PREMISES  AFFECTED — 18-40  20th  Avenue,  southwest 
corner  of  19th  Street,  Block  894,  Lot  2,  Astoria,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati,  Audrey  Dromin, 
Terry  Menas  and  Anthony  Nastasi. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1974,  at  10 
A.M.,  in  conjunction  with  Cal.  No.  206-74-BZ. 
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584-73-BZ 


APPLICAN  1 — Lauria  &  Rowe  for  Virginia  Funeral  Home 
owner.  ’ 

SUBJECT— Application  November  2,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  and  Cl-1  district,  the 
construction  and  maintenance  of  an  accessory  parking  lot 
for  an  existing  funeral  establishment. 

PREMISES  AFFECTED — 285  Garretson  Avenue,  north 

t’.,!4£;46  feet  ™est  of  Hylan  Boulevard,  Block  3341, 
Lot  /4,  Dongan  Hills,  Borough  of  Richmond.  Community 
Board  #3. 

APPEARANCES— 

For  Applicant:  Robert  Chariton. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . ”  '  ’  . . .  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  7,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  May  21,  1974;  then  to  June  4,  1974  • 
and  ’ 

a  }VAn™EA?’  ti1,e  d^ision  of  the  Borough  Superintendent, 
dated  October  31,  1973,  acting  on  Alt.  Applic.  36/1973,  reads: 

Proposed  enlargement  of  a  non-conforming  use 
by  addition  of  off-site  accessory  parking  is  contrary  to 
Section  52-41  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  jecord  supports  the  findings  required  to  be  made  under 
Section  /_-_l  of  the  Zoning  Resolution,  and  that  the  applicant 
Is.*' herefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
Section  /2-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  and  Cl-1  district,  the  construction  and  maintenance 
01  an  accessory  parking  lot  for  an  existing  funeral  estab¬ 
lishment,  on  condition  that  all  work  shall  substantially  con- 
torm  to  drawings  filed  with  this  application,  marked  ‘‘Re¬ 
ceived  May  17,  1974”,  one  sheet,  and  “May  29  1974”  3 
sheets ;  on  further  condition  that  the  gate  to  this  parking 
lot  shall  be  locked  after  10  P.M. ;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


13-74-BZ 

APPLICANT — Atkin  &  Bassolino  for  Anthony  L.  Schia- 
vetti,  owner. 

Application  January  11,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Kesolution,  to  permit  in  an  R6  district,  the  erection  of  a 
three  story  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  lot  area  per  room,  and  has  less  than 
the  required  open  space  ratio. 

P?-5M!Sr£S,  AFFECTED — 1630  Castle  Hill  Avenue,  east 
a  iV  neet  south  of  Glover  Street,  Block  3989,  Lots  10 
and  11,  Borough  of  The  Bronx.  Community  Board  #9. 


APPEARANCES— 

For  Applicant:  Harry  Atkin. 

For  Opposition:  None. 

R  r?S^MESDAT^0N  0F  the  COMMUNITY 
hUAKD  r  avorable  to  the  application. 

ACT  ION  OF  BOARD— Application  granted  on  condition 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  r 

Negative:  . .  ^ 

THE  RESOLUTION— 

Mav  21Rl974a^bl  H  hearV?g  T*  on  this  aPPKcation  on 
layover  to ^  June  4  wi/and  7  publ,cation  in  the  ; 

d.-Urr^'cmn5,’  °.f  the  Borough  Superintendent, 

reads- J  y  8’  19?4,  aCtmg  °n  N‘B‘  APPlic-  405/1973, 

r,  <  }■' .  Erection  of  a  two  family  residence  located  in  a 
C6  district  aJ}d  not  meeting  the  requirements  for  max. 
h.A.K.,  min.  O.S.R.  and  number  of  rooms  per  lot  area 
is  contrary  to  sections  23-142  and  23-223  of  Z.R  ” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 

Section°72  tyC  f?ndln#s  required  to  be  made  under 

section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 

cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship.  1 

Resdved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R6  district,  the  erection  of  a  three-story,  two-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio  and  lot 
area  per  room,  and  has  less  than  the  required  open  space 
ratio,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application,  marked  “Received 
January  11,  974”,  8  sheets;  and  that  all  laws,  rules  and  reg¬ 
ulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


104-74-BZ  ‘ 

ABPLICANT— Leonard  F.  Rothkrug  for  Larry  Lawrence 
and  Veronica  Holdings,  Incorporated,  owner. 

SUBJECT— Application  February  28,  1974-<iecision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
an  eating  and  drinking  establishment  with  accessory  park¬ 
ing  in  the  open  area. 

PREMISES  AFFECTED — 3401-3421  Fort  Hamilton  Park¬ 
way,  south  side,  100  feet  east  of  Chester  Avenue  Block 
5303,  Lots  12,  13,  15,  18,  20,  Borough  of  Brooklyn.’  Com¬ 
munity  Board  #12. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  5 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  21,  1974,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  4,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  29,  1974,  acting  on  N.B.  Applic.  18/74,  reads : 

“1.  Proposed  eating  and  drinking  establishment 
Use  Group  #6  located  in  an  R-5  District  is  contrary  to 
Section  22-00  and  Section  32-15  of  the  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  rec¬ 
ord  in  this  case  it  is  unable  to  make  finding  c,  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  29,  1974  acting  on  N.B.  Applic.  18/74  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


186-74-BZ 

APPLICANT— Shea,  Gould,  Climendo  &  Kramer  for 
American  Home  Products  Corporation,  owner. 

SUBJECT— Application  March  29,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-3R  district,  the  erection 
of  a  31  story  office  building  that  will  exceed  the  permitted 
floor  area  ratio  and  tower  coverage,  and  encroaches  on  the 
required  tower  setback. 

PREMISES  AFFECTED— 200-206  East  44th  Street,  681- 
701  Third  Avenue,  southeast  corner  and  201-207  East  43rd 
Street,  Block  1317,  Lots  1,  6,  45  and  46,  Borough  of  Man¬ 
hattan.  Community  Board  #6. 

APPEARANCES— 

For  Applicant:  Kevin  B.  McGrath. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein  and  Commissioner  Carroll  . .  4 


Negative :  .  0 

Not  Voting:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  28,  1974,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  June  4,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  6,  1974,  acting  on  N.B.  Applic.  65/1973,  reads: 

“1.  Unlawful  for  tower  to  be  located  5  ft.  from 
street  line  of  a  narrow  street  (E.  44th  St.)  which  is  less 
than  the  required  distance  of  15  ft.  Also  unlawful  for 
tower  boundary  along  a  wide  street  (Third  Ave.)  to 
be  located  on  the  street  line  instead  of  being  10  ft.  from 
the  street  line.  Unlawful  for  aggregate  area  of  a  tower 
occupied  within  50  ft.  of  a  narrow  street  to  exceed  1,875 
sq.  ft. ;  and  also  unlawful  for  the  aggregate  area  within 
40  ft.  of  a  wide  street  to  exceed  1,600  sq.  ft.  ZR  33-451. 

C2.  Unlawful  for  buildings  of  zoning  lots  exceeding 
20,000  sq.  ft.  to  occupy  more  than  40%  of  the  lot  area. 
The  area  of  the  lot  is  31,129  sq.  ft.  allowing  a  tower 
area  of  0.40  x  31,129  equals  12,452  sq.  ft.  Deducting  the 
existing  building  (7,624)  leaves  an  allowable  tower  floor 
area  of  4,828  sq.  ft.  The  proposed  tower  exceeds  this 
by  6,057  sq.  ft.  ZR  33-451. 


C3.  Unlawful  for  the  floor  area  ratio  for  a  com¬ 
mercial  building  to  exceed  15.00.  The  area  of  the  lot  is 
31,129  sq.  ft.  allowing  a  total  zoning  area  of  15  x  31,129 
equals  466,935  sq.  ft.  Deducting  the  existing  building 
(219,756)  leaves  an  allowable  floor  area  of  247,179  sq.  ft. 
The  proposed  building  exceeds  this  figure  by  not  more 
than  75,000  sq.  ft.  ZR  33-122.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C5-3CR 
district,  the  erection  of  a  31-story  office  building  that  will 
exceed  the  permitted  floor  area  ratio  and  tower  coverage 
and  encroaches  on  the  required  tower  setback,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application,  marked  “Received  March  29,  1974”,  11 
sheets,  and  “June  3,  1974”,  one  sheet;  on  further  condition 
that  a  plan  for  the  development  of  the  vest  pocket  park  be 
submitted  to  the  Board  for  approval  before  a  Certificate  of 
Occupancy  is  issued ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  12:30  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  4,  1974,  2  P.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Carroll  and  : 
Commissioner  Walsh. 

Cal.  No.  213-74 — BCR  will  appear  in  Bulletin  25,  Vol.  59. 


25-73-BZY — B.Q. — 353  Beach  48th  Street,  Block  14850, 
Lots  6,  8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45,  52,  N.B.  ( 
775-72. 

ACTION  OF  BOARD— Laid  over  to  June  18,  1974,  at  2 
P.M.,  awaiting  the  decision  of  the  Court  of  Appeals. 


698-73-A 

APPLICANT — Meyer,  Temkin,  Joy  Springer  and  Fred 
Springer,  d/b/a  Rockaway  Care  Center,  owners. 

SUBJECT — Application  December  21,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
Building  Permit  #3262/73. 

PREMISES  AFFECTED— 353  Beach  48th  Street,  south-  I 
west  corner  of  Beach  Channel  Drive,  Block  15840,  Lots 
6,  8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45  and  52,  Edgemere, 
Borough  of  Queens.  J 

ACTION  OF  BOARD— Laid  over  to  June  18,  1974,  at  2 
P.M.,  awaiting  the  decision  of  the  Court  of  Appeals. 


1-74-BZY — B.Bx. — 685  White  Plains  Road,  Block  3563, 
Lots  1,  19,  20,  56,  61,  65,  66,  67,  68,  69,  71,  73,  N.B.  406-73. 
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ACTION  OF  BOARD— Laid  over  to  June  18,  1974,  at  2 
P.M.,  awaiting  the  decision  of  the  Court  of  Appeals. 


ACTION  OF  BOARD— -Laid  over  to  June  18,  1974,  at  2 
i  .M.,  awaiting  the  decision  of  the  Court  of  Appeals. 


2-74-BZY — B.B. — 1702  to 
Lots  201,  212,  N.B.  91-73. 


1750  Avenue  R.  Block  6821, 


ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at  2 
P.M.,  awaiting  the  decision  of  the  Court  of  Appeals. 


676-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Willow  Grove 
Realty  Corporation,  owner  (Willow  Grove  Health  Related 
Facility). 

SUBJECT— Application  December  14,  1973— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #91-73. 

PREMISES  AFFECTED-1 702/50  Avenue  R,  southeast 
corner  of  East  17th  Street,  Block  6921,  Lots  201  and  212, 
Borough  of  Brooklyn. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at  2 
P.M.,  awaiting  the  decision  of  the  Court  of  Appeals. 


4-74-BZY — B.Bx. — 3355  White  Plains  Road,  Block  4624, 
Lot  37,  N.B.  188-73. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at  2 
P.M.,  awaiting  the  decision  of  the  Court  of  Appeals. 


23-73-BZY — B.Q. — 112-12  Ocean  Promenade,  Block 
16185,  Lot  41,  N.B.  61-73. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1974  at  2 
P.M.,  awaiting  the  decision  of  the  Court  of  Appeals.  ’ 


26-73-BZY — B.Q. — 2929  Far  Rockaway 
15688,  Lots  25,  29,  33,  N.B.  368-73. 


Boulevard,  Block 


ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at  2 
P.M.,  awaiting  the  decision  of  the  Court  of  Appeals. 


J2‘74-BZY— B.Q. — 140  Beach  25th  Street,  Block  15815, 
Lot  20—  N.B.  984-72. 

^  BOARD — Laid  over  to  June  18,  1974,  at  2 
P.M.,  awaiting  the  decision  of  the  Court  of  Appeals. 


— B.Q. — 23-20  Beach  Channel  Drive,  Block 
15714,  Lots  155,  8,  29,  N.B.  30-72. 

ACTION  OF  BOARD— Laid  over  to  June  18,  1974,  at  2 
P.M.,  awaiting  the  decision  of  the  Court  of  Appeals. 


11-74-BZY— B.B.-55-59  Pierrepont  Street,  Block  236, 

Lot  15,  Alt.  1659-73. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at  2 
P.M.,  awaiting  the  decision  of  the  Court  of  Appeals. 

22-74-A  - - 

APPLICANT  Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Pierrepont  Hotel  Affiliates,  owners;  S.  L.  Asso¬ 
ciates,  contract  vendee. 

SUBJECT— Application  January  15,  1974— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED — 55-59  Pierrepont  Street,  north¬ 
east  corner  of  Hicks  Street,  Block  236,  Lot  15,  Borough  of 


Surf  Avenuc'  Block  7 °70'  Lots 

APPEARANCES— 

For  Applicant:  Julius  J.  Rosen. 

ACTION  OF  BOARD— Laid  over  to  June  18,  1974,  at  2 
awaiting  the  decision  of  the  Court  of  Appeals. 


64-74-A 

APPLICANT— Leonard  F.  Rothkrug  for  328  Reap  Street 
iinterprises,  Incorporated,  owner. 

SUBJECT— Application  February  11,  1974— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
building  permit  #5279-73. 

PREMISES  AFFECTED — 3110  Farragut  Place  and  560 
h.ast  32nd  Street,  southwest  corner,  Block  4995,  Lot  20 
Borough  of  Brooklyn. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at  2 
P.M.,  awaiting  the  decision  of  the  Court  of  Appeals. 


205-54-SM 

APPLICANT— Elevator  Doors,  Incorporated,  owner. 
SUBJECT  To  include  modification  of  elevator  doors. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu- 
1011  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . !!!!!!!!!!".! . 0 

THE  RESOLUTION— 

iaSEcEAS|  the  reP°rt  of  a  Committee  on  Test  reads  • 
205-54-SM— Amendment  to  resolution  to  include  modification 
ot  elevator  doors. 

Elevator  Doors,  Incorporated,  Paterson,  New  Jersey  re¬ 
quested  that  the  resolution  adopted  June  22,  1954  and  amend¬ 
ed  April  30,  1968  under  Calendar  Number  205-54-SM  be 
reopened  and  amended  to  include  a  modification  of  elevator 
doors. 

I  ROPOSED  USE:  \l/2  fire  rated  elevator  doors. 
DESCRIPTION :  The  doors  differ  from  the  previously  ap¬ 
proved  doors  in  that  glass  fiber  insulation  is  substituted  for 
asbestos  insulation.  The  doors  are  single  and  multisection 
horizontally  siding,  hollow  metal,  passenger  elevator  doors! 

1  ic  dimensions  arc  43]/2  maximum  width  x  96^,r  maximum 
height  x  1*4  thick.  Each  door  consists  of  No.  18  gauge  steel 
front  and  rear  panels,  No.  16  gauge  steel  stiffeners  and  No 
18  gauge  clips,  No.  16  gauge  steel  top  and  bottom  channels 
we  ded  to  the  faces,  two  5/16"  x  1"  x  7"  long  steel  bars 
welded  to  the  top  channel,  and  the  glass  fiber  insulation  fill¬ 
ing  the  interior. 

INSPECTION  AND  TEST :  The  doors  have  been  tested 
and  approved  with  a  ty2  hour  fire  rating  by  Underwriters’ 
Laboratories  (File  R6933). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  22,  1954  and  amended 
April  30,  1968  under  Calendar  Number  205-54-SM  be  re¬ 
opened  and  amended  to  include  the  modification  of  elevator 
doors  described  above,  the  substitution  of  glass  fiber  insula¬ 
tion  for  asbestos  insulation,  on  condition  that  the  require- 
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ments  of  the  original  resolution  and  previous  amendment 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farrtcker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


228-55-SM 

APPLICANT— General  Products  Company,  owner. 
SUBJECT — Additional  models  of  chimneys. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
228-55-SM— Amendment  to  resolution  to  include  additional 
models  of  chimneys. 

General  Products  Company,  Incorporated,  Fredericksburg, 
Virginia,  requested  that  the  resolution  adopted  July  2,  1957 
under  Calendar  Number  228-55-SM  be  reopened  and  amended 
to  include  additional  models  of  chimneys. 

PROPOSED  USE:  Prefabricated  metal  chimneys. 
DESCRIPTION :  The  factory  built  chimneys  consist  of 
three  metal  walls.  The  inner  wall  is  made  of  stainless  steel 
and  the  two  outer  walls  are  made  of  galvanized  steel.  The 
chimneys  serve  as  vents  for  lower  temperature  (600°F.  or 
less)  types  of  equipment  which  burn  gas,  oil,  wood  or  coal. 

Model  6H  is  6"  in  size.  It  is  used  in  one  story  basement¬ 
less  buildings  for  above-the-floor  equipment.  Clearances  from 
enclosure  walls  and  roof  structures  are  2".  Maximum  total 
height  is  9'. 

Model  7J  is  7"  in  size.  It  is  used  in  single  and  multi-story 
buildings.  Clearances  from  enclosure  walls  and  roof  struc¬ 
tures  are  1".  Maximum  total  height  is  50'. 

Models  6Q,  7Q,  and  8Q  are  6",  7",  and  8"  in  size.  They 
are  used  in  one  and  two  story  buildings.  Clearances  from  en¬ 
closure  walls  and  roof  structures  are  2".  Maximum  total 
height  is  30'. 

Model  10J  is  10"  in  size.  It  is  used  in  single  and  multi¬ 
story  buildings.  Clearances  from  enclosure  walls  and  roof 
structures  are  2".  Maximum  total  height  is  50'. 

Model  12J  is  12"  in  size.  It  is  used  in  one  story  basement¬ 
less  buildings  for  above-the-floor  equipment.  Clearances  from 
enclosure  walls  and  roof  structures  are  2".  Maximum  total 
height  is  12". 


INSPECTION  AND  TEST :  The  chimneys  have  been 
approved  by  Underwriters’  Laboratories  (File  MH5377)  and 
the  International  Conference  of  Building  Officials  (Report 
No.  2047.1). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  2,  1957  under  Calen¬ 
dar  Number  228-55-SM  be  reopened  and  amended  to  include 
additional  chimneys,  Models  6H,  7J,  6Q,  7Q,  8Q,  10J,  and 
12J,  on  condition  that  all  installations  shall  comply  with  the 
requirements  of  Article  15  and  RS  15  of  the  Building  Code 
of  the  City  of  New  York,  the  requirements  of  the  original 
resolution  adopted  under  this  Calendar  Number,  and  the 
above  requirements  regarding  maximum  temperature  of  heat¬ 
ing  equipment,  fuel  for  heating  equipment,  locations  of  uses, 
clearances  from  enclosure  walls  and  roof  structures,  and 
maximum  heights. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


60-66-SM 

APPLICANT — United  States  Mineral  Products  Company, 
owner. 

SUBJECT — To  eliminate  requirement  for  installation  of  in¬ 
sulation. 

APPEARANCES— 

For  Applicant :  Donald  K.  Thom. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh .  5 

N  egative :  . 0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
60-66-SM — Amendment  to  resolution  to  eliminate  require¬ 
ment  for  use  of  furring  strips  for  installation  of  insulation. 

United  States  Mineral  Products  Company,  Stanhope,  New 
Jersey,  requested  that  the  resolution  adopted  October  17,  1967 
under  Calendar  Number  60-66-SM  be  reopened  and  amended 
to  eliminate  a  requirement  for  use  of  furring  strips  for  instal¬ 
lation  of  insulation. 

PROPOSED  USE:  Combustible  insulation. 
DESCRIPTION :  The  insulation,  Cellofoam,  is  a  rigid  ex¬ 
panded  polystyrene  board.  The  original  approval  required  the 
insulation  to  be  installed  with  furring  strips  when  located  on 
the  inside  surface  of  an  exterior  masonry  wall.  The  use  of 
furring  strips  was  a  requirement  of  the  Building  Code  in 
effect  at  the  time  of  the  approval. 
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The  Building  Code  in  effect  since  December,  1968  has  no 
such  requirement.  Therefore,  the  insulation  may  now  be  in¬ 
stalled  without  furring  strips  on  the  inside  surface  of  an 
exterior  masonry  wall. 

INSPECTION  AND  TEST :  The  bonding  strength  of  the 
insulation  to  plaster  was  determined  by  tests  conducted  by 
International  Testing  Laboratories,  Newark,  New  Tersev 
(results  on  file). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  17,  1967  under 
Calendar  Number  60-66-SM  be  reopened  and  amended  to 
eliminate  the  requirement  of  the  use  of  furring  strips  when 
Cello  foam  insulation  is  installed  on  the  inside  surface  of  an 
exterior  masonry  wall  on  condition  that  the  requirements  of 
the  original  resolution  adopted  under  this  Calendar  Number 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


758-67-SM 

APPLICANT— Owens-Corning  Fiberglas  Corporation, 
owner. 

SUBJECT — Additional  sizes  of  bathtub-shower  unit. 
APPEARANCES— 

For  Applicant :  Bruce  A.  Morrison. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . ]  . .  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads- 
758-6/ -SM— Amendment  to  resolution  to  include  additional 
sizes  of  bathtub-shower  unit. 

Owens-Corning  Fiberglas  Corporation,  Toledo,  Ohio,  re¬ 
quested  that  the  resolution  adopted  October  24,  1972  under 
Calendar  Number  758-67-SM  be  reopened  and  amended  to 
include  additional  sizes  of  bathtub-shower  unit. 

PROPOSED  USE:  Bathtub-shower  units. 

DESCRIPTION :  The  additional  units,  Bath  Systems  4,  are 
identical  to  the  previously  approved  unit,  but  are  36"  and  48" 
in  size.  The  previously  approved  polyester  resin  and  fiber 
glass  unit  is  60"  in  size. 

INSPECTION  AND  TEST :  The  previously  approved  unit 
achieved  a  Class  C  flame-spread  rating  when  tested  by  the 
National  Association  of  Home  Builders,  Rockville,  Mary¬ 
land.  J 


RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  24,  1972  under 
Calendar  Number  758-67-SM  be  reopened  and  amended  to 
include  the  36  and  48"  sizes  of  Bath  Systems  4  bathtub- 
s. lower  units  on  condition  that  the  requirements  of  the  origi- 
nal  resolution  adopted  under  this  Calendar  Number  be  com¬ 
plied  with. 


A  sworn  affidavit  by  a  responsible  officer  of  the  manufac- 
turei ,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
^corporate  name,  change  of  address  or  to  submit  the  annual 
attidavit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


149-70-SA  ~ 

APPLICANT— Litton  Systems,  Incorporated,  Litton  In¬ 
dustries,  Incorporated,  owner. 

SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant:  None. 

AC1ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative  :  . .  q 

THE  RESOLUTION— 

1  in^-nEc  aAS’  ^*e  reP°r^-  °I  a  Committee  on  Test  reads: 
149-70-SA— Amendment  to  resolution  so  as  to  show  a  change 
ot  corporate  name. 

Lltt  jn  ?ystems’  IncorPorated,  Litton  Industries,  Incor¬ 
porated,  Mount  Vernon,  New  York,  requests  that  the  resolu- 
^°n  adopted  june  23,  1970  under  Calendar  Number 
14y-70-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  corporate  name. 

PROPOSED  USE :  The  system  is  used  to  warn  crane 
operators  against  overloads  that  might  cause  overturning 
moments  or  structural  failure  on  truck  and  crawler  cranes 
using  the  normal  boom  and  the  tower  structures. 

DESCRIPTION:  The  applicant  requests  that  the  resolu¬ 
tion  be  changed  so  as  to  show  the  corporate  name  change 
from  Litton  Precision  Products  Incorporated  to  Litton  Sys¬ 
tems.  Incorporated  a  wholly  owned  subsidiary  of  Litton 
Industi  les,  Incorporated.  Also  include  Litton  Potentiometer 
Division  which  is  part  of  the  corporate  structure  of  Litton 
Systems,  Incorporated  and  used  in  daily  operation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  23,  1970  under  Calen¬ 
dar  Number  149-7(USA  be  reopened  and  amended  so  as  to 
show  a  change  of  corporate  name  from  Litton  Precision 
Products,  Incorporated  to  Litton  Systems,  Incorporated  a 
wholly  owned  subsidiary  of  Litton  Industries,  Incorporated 
Also  include  Litton  Potentiometer  Division  which  is  part 
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of  the  corporate  daily  operation  on  condition  that  the  resolu¬ 
tion  adopted  June  23,  1970  under  Calendar  Number 

149-70-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 


254-72-SM 

APPLICANT — H.  H.  Robertson  Company,  owner. 
SUBJECT — To  include  additional  uses  of  steel  deck. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
254-72-SM — Amendment  to  resolution  to  include  additional 
uses  of  steel  deck. 

H.  H.  Robertson  Company,  Pittsburgh,  Pennsylvania,  re¬ 
quested  that  the  resolution  adopted  June  13,  1972  under  Cal¬ 
endar  Number  254-72-SM  be  reopened  and  amended  to  in¬ 
clude  additional  uses  of  steel  deck. 

PROPOSED  USE:  Components  of  two  hour  fire  rated 
floor-ceiling  assemblies. 

DESCRIPTION :  The  steel  floor  decks,  designated  as  QL- 
WKX  and  QL-TKX  (cellular)  and  QL-99  and  QL-121 
(fluted), were  previously  approved  under  this  Calendar  Num¬ 
ber.  The  decks  are  all  3"  deep  and  3'  wide.  They  have  inden¬ 
tations  to  provide  mechanical  keying  action  with  concrete. 
The  gauges  of  the  steel  decks  are  as  follows :  QL-99,  22  to 
16;  QL-WKX,  20/20  to  16/14;  QL-121,  22  to  16;  QL-TKX, 
20/20  to  16/14.  All  decks  conform  with  the  AISI  manual  for 
cold  rolled  formed  steel  structural  members  and  the  manu¬ 
facturer’s  recommendations. 

The  decks  are  used  as  components  of  an  additional  two 
hour  fire  rated  floor-ceiling  assembly  (U.  L.  Design  No. 
D858).  The  assembly  uses  2%"  of  3000  psi  regular  weight 
(145  pcf)  concrete  or  2l/2"  of  3500  psi  light  weight  (110  pcf) 
concrete.  The  assembly  includes  a  steel  Tapway  Trench 
Header  and  a  steel  1}4"  deep  x  6Ya"  wide  header  duct.  The 
decks  are  protected  with  approved  sprayed  fiber  fireproofing 
10  pcf  in  density.  The  thickness  of  the  fireproofing  is  depend¬ 
ent  upon  location  (under  cellular  deck,  under  crest  of  fluted 
deck,  under  valley  of  fluted  deck,  under  trench  header,  under 


header  duct,  around  beam),  which  deck  is  used,  and  whether 
normal  or  light  weight  concrete  is  used.  The  thickness  of  the 
fireproofing  are  enumerated  in  Underwriters’  Laboratories 
File  R2689-17,  Guide  BXUV  (on  file).  The  thickness  of  the 
fireproofing  under  the  Tapway  Trench  Header  are  1J4”  under 
the  crests  and  \5/%"  under  the  flat  plates. 

INSPECTION  AND  TEST :  The  assembly  described  above 
was  tested  and  approved  with  a  two  hour  fire  rating  by  Un¬ 
derwriters’  Laboratories  (File  R2689-17). 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  13,  1972  under  Calen¬ 
dar  Number  254-72-SM  be  reopened  and  amended  to  include 
the  additional  uses  of  QL-WKX,  QL-TKX,  QL-99,  and 
QL-121  steel  floor  decks  as  components  of  the  two  hour  fire 
rated  floor-ceiling  assembly  described  above  on  condition  that 
the  requirements  of  the  original  resolution  adopted  under  this 
Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


122-73-SA 

APPLICANT — Electro  Signal  Lab,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant :  Charles  E.  Zimmerman. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads  : 
122-73-SA — Electro  Signal  Lab,  Incorporated,  Rockland, 
Massachusetts,  filed  for  approval  of  E.  S.  L.  400  and  700  Se¬ 
ries  Smoke  Detectors  under  the  provision  of  Articles  13  and 
17  and  RS  13  and  17  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Smoke  detectors. 

DESCRIPTION :  The  smoke  detectors  are  the  photo-elec¬ 
tric  cell  type.  Smoke  enters  a  chamber  with  a  light  source. 
The  smoke  causes  refraction  of  the  light.  A  sensor  measures 
the  refracted  light  and,  subsequently,  the  amount  of  smoke 
entering  the  chamber.  The  open  area  type  smoke  detectors 
are  used  with  thermal  devices  to  meet  the  requirements  of 
Local  Law  5-1973. 
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The  smoke  detectors  are  marketed  by  other  manufacturers 


with  designations  as  follows : 

,  Model  Model 

Manufacturer  Series  Series 

Electro  Signal  Lab,  Inc .  400  700 

Edwards  Company  .  6300  6300 

Federal  Sign  and  Signal  Corp.,  Autocall 

Division  .  4260  4260 

Walter  Kidde  and  Company,  Inc .  none  PS  700 

Lennox  Industries,  Inc .  400  none 

Notifier  Company  .  400  SA 

Simplex  Time  Recorder  Company .  4259  4259 


INSPECT!  ION  AND  TEST :  The  smoke  detectors  have 
been  approved  by  Underwriters’  Laboratories  (File  S1272) 
and  have  been  recommended  for  approval  by  the  Division  of 
Fire  Prevention. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  E.  S.  L.  400  and  700  Series  Smoke 
Detectors,  with  additional  trade  names  as  shown  above,  under 
the  provisions  of  Articles  13  and  17  and  RS  13  and  17  of 
the  Building  Code  of  the  City  of  New  York  on  condition  that 
suitable  equipment  for  interfacing  with  associated  compo¬ 
nents  of  fire  alarm  systems  shall  be  provided.  The  smoke  de¬ 
tectors  shall  be  permanently  labeled:  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York' City  under 
Calendar  Number  122-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

380-73-SM 

APPLICANT — Owens-Corning  Fiberglas  Corporation, 

owner. 

APPEARANCES— 

For  Applicant:  Bruce  A.  Morrisman  and  Douglas  J. 
Karman. 

AC  I  ION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  . !....!  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
380-73-SM  Owens-Corning  Fiberglas  Corporation,  Scars- 
dale,  New  York,  filed  for  approval  of  BlocBond  under  the 
provisions;  of  Article  10,  RS  10  and  Article  5,  RS  5  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Surface  bonding  material  for  mortar¬ 
less  block  walls. 


DESCRIPTION;  BlocBond  is  a  mixture  of  cementitious 
materials,  specially  formulated  alkali  resistant  glass  fibers 
and  a  water  proofing  agent.  The  mixture  is  applied  on  both 
sides  of  a  concrete  block  wall  erected  without  mortar,  except 
that  the  first  course  of  concrete  masonry  is  laid  in  a  bed  of 
mortar  of  the  type  conforming  to  Standard  RS  10-46  and 
table  KS  10-1-2  to  assure  an  even,  straight,  and  plumb 
beginning.  All  courses  above  are  laid  up  dry,  without  mor- 
tar,  m  a  running  bond  pattern.  Fiberglas  BlocBond  is 
applied  in  a  y8"  thickness  in  accordance  with  the  manufac- 
s™'xll]gl  ancj  application  instructions,  Publication  No. 
l-bB-y34.  The  dried  coating  provides  a  bond  that  elimi- 
nates  the  need  for  mortar  above  the  first  course. 

INSPECTION  AND  TEST :  Research  Reports  have  been 
viSiUfmby  th,e  Southern  Building  Code  Congress  (Report  No. 
71149)  and  Building  Officials  and  Code  Administrators 
(Recommendation  No.  71-40,  Report  No.  447)  with  the 
following  design  parameters  based  on  the  gross  cross-sec¬ 
tional  area  of  the  block :  compressive  strength  45  psi,  shear 
stress— 10  psi,  vertical  span  flexural  tension— 18  psi  hori¬ 
zontal  span  flexural  tension — 30  psi.  BlocBond  as  a  bonding 
agent  for  concrete  block  walls  was  tested  by  Pittsburgh  Test¬ 
ing  Laboratory  (Report  No.  729189)  and  by  National  Con¬ 
crete  Masonry  Association.  BlocBond  was  tested  to  be  non¬ 
combustible  by  Ohio  State  University  Building  Research 
Laboratory  (Report  No.  5464).  An  8"  thick  hollow  concrete 
block  wall  bonded  with  BlocBond  achieved  a  two  hour  fire 
rating  when  tested  by  the  Ohio  State  University  Building 
Research  Laboratory  (Report  No.  5003).  The  wall  was 
erected  with  2  core  limestone  aggregate  blocks. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  BlocBond  in  lieu  of  mortar  for  2  hour 
fire  rated  8"  thick  hollow  non-load  bearing  concrete  block 
walls  which  comply  with  the  other  requirements  of  Article 
5  and  RS  5  and  the  requirements  of  Article  10  and  RS  10  of 
the  Building  Code  of  the  City  of  New  York.  BlocBond 
walls  shall  be  limited  to  a  maximum  unbraced  height  of  12 
feet  and  shall  be  limited  to  interior  uses.  Plans  submitted  to 
the  Department  of  Buildings  showed  proposed  uses  of  Bloc¬ 
Bond  shall  include  calculations  which  incorporate  the  design 
parameters  listed  above  and  which  meet  the  requirements  of 
RS  10  and/or  RS  5  of  the  Building  Code  of  the  City  of 
New  York  and  shall  state  that  BlocBond  is  approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  380-73-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, .  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

402-73-SA 

APPLICANT — The  Fairbanks  Company,  owner. 
SUBJECT— Application  July  3,  1973— “Fairbanks”  fire  line 
valves,  Models  0411,  0412,  0428,  0312,  0711,  0705,  approval 
of. 

APPEARANCES— 

For  Applicant:  Edward  Verhagen. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissjoner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh .  5 

Negative:  . ..!!.!  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
402-73-SA — The  Fairbanks  Company,  Binghamton,  New 
York,  filed  for  approval  of  Fairbanks  Valves,  Nos.  0411, 
0412,  and  0711,  under  the  provisions  of  Article  17  and  RS  17 
of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Valves  for  sprinkler  and  fire  protec¬ 
tion  lines. 

DESCRIPTION  :  Nos.  0411  and  0412  are  manual,  iron  body 
gate  valves.  They  are  used  for  sprinkler  systems  and  other 
fire  protection  water  lines.  No.  0411  is  available  in  sizes 
2Vi"  through  6"  and  has  treaded  vokes  for  joint  connections. 
No.  0412  is  available  in  sizes  2l/2"  through  14"  and  has  drilled 
flanges  for  joint  connections.  The  design  pressure  for  both 
is  175  psi.  The  mountings  are  bronze  and  the  solid  taper 
wedges  are  solid  bronze  for  the  smaller  sizes  (4"  or  less)  and 
bronze  face  iron  for  the  larger  sizes. 

No.  0711  is  an  iron  body  swing  check  valve.  It  is  used  to 
prevent  backflow  in  fire  protection  systems.  No.  0711  is 
available  in  sizes  2 y2"  through  12"  and  has  drilled  flanges  for 
joint  connections.  The  design  pressure  is  175  psi.  The  mount¬ 
ing  is  bronze  and  the  disc  is  rubber  in  a  bronze,  holder  for 
the  smaller  sizes  (6"  or  less)  and  rubber  in  an  iron  holder 
for  the  larger  sizes. 

INSPECTION  AND  TEST:  The  valves  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  and  Factory  Mutual. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Fairbanks  Valves,  Nos.  0411,  0412, 
and  0711,  under  the  provisions  of  Article  17  and  RS  17  of  the 
Building  Code  of  the  City  of  New  York.  The  valves  shall 
be  permanently  labeled :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  402-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


419-73-SA 

APPLICANT — Fred  G.  Mackenzie  Company,  Incorporated 
of  Stanley  Door  Operating  Equipment,  Division  of  Stanley 
Works,  owner. 

APPEARANCES— 

For  Applicant :  Robert  C.  Spargo. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
419-73-SA — Fred  G.  Mackenzie  Company,  New  York,  for 
Stanley  Door  Operating  Equipment,  Farmington,  Connecti¬ 
cut,  filed  for  approval  of  Stanley  Series  50  Automatic  Swing¬ 
ing  Fire  Door  and  Control  System  under  the  provisions  of 
Articles  5  and  6  and  RS  5  and  6  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Opening  and  closing  device  for  fire 
doors. 

DESCRIPTION:  The  system  consists  of  fire  rated  swing¬ 
ing  doors  and  frames,  fire  exit  hardware,  automatic  door 
operators,  solenoid  latches,  and  control  system.  Maximum 
door  width  is  48".  The  system  handles  a  pair  of  fire  doors. 
Each  door  is  controlled  automatically. 

Under  normal  conditions,  the  doors  are  signalled  to  open 
and  close  by  the  use  of  actuating  carpets,  push  switches,  are 
other  commonly  used  signalling  devices.  The  electric  solenoid 
latch  in  the  header  is  electrically  held  in  a  retracted  position. 
This  allows  the  signalling  devices  to  control  the  door.  The 
fire  exit  hardware  will  not  latch  when  the  solenoid  latch  is 
retracted. 

When  the  system  receives  a  signal  from  a  heat  or  smoke 
detector  or  if  power  is  lost,  the  solenoid  latch  coil  is  de¬ 
energized  and  the  latch  is  extended  into  tripping  position. 
The  signalling  device  is  de-energized  and  exhausted  air  actu¬ 
ates  the  spring  powered  door  closures.  The  door  automati¬ 
cally  latches  with  the  fire  exit  hardware  when  it  closes.  The 
door  can  then  only  be  opened  manually  by  operating  the  fire 
exit  cross  bar. 

INSPECTION  AND  TEST:  The  system  has  been  tested 
and  approved  by  Underwriters’  Laboratories  (File  R5522). 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Stanley  Series  50  Automatic  Swinging 
Fire  Door  and  Control  System  under  the  provisions  of  Arti¬ 
cles  5  and  6  and  RS  5  and  6  of  the  Building  Code  of  the  Citv 
of  New  York.  The  components  of  the  system  shall  be  perma¬ 
nently  labeled :  “Approved  by  the  Board  of  Standards  and 
Anpeals  for  use  in  New  York  City  under  Calendar  Number 
419-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


505-73-SA 

APPLICANT — Western  Progress,  Incorporated,  owner, 
Leo  LaVallee,  agent. 

APPEARANCES— 

For  Applicant:  Leo  P.  LaVallee. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 
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THE  VOTE— 

Affirmative:  Cliairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . !..!!!!.. .  0 

THE  RESOLUTION— 

rePort  of  a  Committee  on  Test  reads: 
305-73-S  A— Western  Progress,  Incorporated,  Mountain 

Vjew,  California,  filed  for  approval  of  the  Model  2272  AC 
Airflow  Heater  under  the  provisions  of  Chapter  19  of  the 
Administrative  Code  of  the  City  of  New  York  and  Fire 
Prevention  Directive  9-73. 

PROPOSED  USE :  Heater  for  manhole  and  underground 
areas. 

DESCRIPTION:  The  heater  is  used  in  conjunction  with 
ventilation  blowers  to  provide  heated  air  for  underground 
work.  The  capacity  of  the  heater  is  44,000  BTU/HR.  The 
fuel  is  propane.  The  power  requirements  are  met  by  a  110 
volt  AC  source.  The  heater  has  a  15  watt  electrical  ignitor 
A  flame  detection  device  shuts  down  the  gas  flow  if  the 
flame  goes  out.  An  airflow  sensing  system  shuts  off  the 
heater  if  the  blower  is  removed  or  blocked  by  debris  The 
heater  will  automatically  restart  when  the  air  stream  is 
restored  A  high  temperature  switch  shuts  off  the  flow  of 
gas  if  the  temperature  of  the  heat  exchanger  exceeds  a  set 
limit.  A  ball  valve  allows  the  gas  flow  to  be  shut  off  manu- 
afly.  An  isolated  ground  eliminates  the  possibility  of  electri¬ 
cal  shock  An  electric  solenoid  valve  shuts  off  gas  flow  if 
power  is  lost. 

INSPECTION  AND  TEST :  The  heater  has  been  en¬ 
dorsed  by  New.  York  Telephone  as  being  “dependable  and 
sate  and  causing  no  operational  difficulties”.  The  endorse¬ 
ment  is  based  on  the  experience  of  New  York  Telephone  in 
using  the  heater.  The  ignitor  and  electrode  are  American 
Cas  Association  approved.  The  ignitor,  electrode,  and  flanged 
inlet  and  outlet  connections  are  Canadian  Standards  Associa¬ 
tion  approved.  The  solenoid  valve,  pressure  regulator, 
flanged  inlet  and  outlet  connections,  and  the  momentary 
switch  are  Underwriters’  Laboratories  approved. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  2272  AC  Airflow  Heater 
tor  manhole  and  underground  areas  under  the  provisions  of 
Chapter  19  of  the  Administrative  Code  of  the  City  of  New 
\ork  and  Fire  Prevention  Directive  9-73.  The  heaters  shall 
be  permanently  labeled :  “Approved  by  the  Board  of  Stand- 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  505-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 

ailuie  to  notify  the  Board  of  change  of  ownership,  change 
0fcTITOra-?,  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 


10-74-SA 

APPLICANT— The  Viking  Corporation,  owner. 


APPEARANCES— 

For  Applicant:  J.  A.  Kellock. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
Test  1 16  rep°rt  an(*  recommendation  of  Committee  on 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh .  c 

Negative :  . !..!”!.! .  n 

THE  RESOLUTION— 

m^HcAEAS4ithe  report  of  a  Committee  on  Test  reads: 
fil  .  The  V'kmg  Corporation,  Hastings,  Michigan, 

filed  for  approval  of  the  Viking  Firecycle  System,  Model 
B-^  under  the  provisions  of  Article  17  and  RS  17  of  the 
Building  Code  of  the  City  of  New  York. 

PR.OPOSED  USE:  Controller  of  water  supply  for 
sprinkler  system.  3 

DESCRIPTION :  The  Firecycle  System  controls  the  water 
supply  to  sprinkler  systems,  sizes  2",  3",  4",  6",  upon  detec- 
tion  by  tiiermal  detectors  of  a  fire  and  automatically  shuts 
UL™?  suPP!y  when  the  temperature  reads  approximately 
L0  F.  or  less  at  all  of  the  systems  thermostats.  The  water 
flows  back  to  the  open  sprinklers  if  the  fire  again  becomes 
hot  enough  to  actuate  the  thermal  detectors.  A  manual  water 
supply  control  valve  is  required  as  a  backup  to  protect 
against  fires  which  impair  the  operation  of  the  thermal  de¬ 
tectors.  Components  of  the  system  are  as  follows: 

Viking  Firecycle  Control  Panel,  Model  B-2 
Viking  Firecycle  Trim  Box,  Model  B-2 
Viking  Firecycle  Zone  Panel,  Model  C  (optional) 
Viking  Firecycle  Detector,  Model  A;  temperature 
ratings— 140  F.,  160°  F.,  190°  F.,  225°  F. 

Mineral  Insulated  (MI)  Cable 
Viking  Flow  Control  Valve,  Models  G-l  and  G-2 
with  Firecycle  System  Trim  Piping,  sizes  2",  3",  4",  6" 
Check  Valves:  Viking  Model  C,  sizes  4"’ and  6"  • 
Transverse  City  Iron  Works 

3"  Model  6803:  Ohio  Brass  2"  Model  106-X 
INSPECTION  AND  TEST':  The  Firecycle  System  has 
been  approved  by  Underwriters’  Laboratories  (File  Ex 

wUIa)  ) , 

RECOMMENDATION:  The  Commitee  on  Test  recom¬ 
mends  the  approval  of  the  Viking  Firecycle  System,  Model 
B-2,  on  condition  that  all  installations  of  the  system  shall 
comply  with  the  requirements  of  Article  17  and  RS  17  of  the 
Building  Code  of  the  City  of  New  York.  The  components 
of  the  system  shall  be  permanently  labeled :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  10-74-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 

For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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40-74-SA 

APPLICANT — Fred  G.  MacKenzie  Company  for  Von  Dup¬ 
rin,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Robert  C.  Spargo. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
■Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
40-74-SA— Fred  G.  MacKenzie  Company,  New  York,  for 
Von  Duprin,  Incorporated,  Indianapolis,  Indiana,  filed  for 
approval  of  Von  Duprin  No.  3000  Series  Electric  Strikes 
under  the  provisions  of  Articles  6  and  17  and  RS  6  and  17 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Door  locking  and  releasing  device. 

DESCRIPTION :  The  electric  door  strikes  provide  fail¬ 
safe  re-entry  means  in  conjunction  with  Class  E  and  modi¬ 
fied  Class  E  fire  alarm  systems.  The  strikes  are  designated 
No.  30  followed  by  suffixes  1  through  8  and  subsequently 
followed  by  suffixes  1  or  2  and  may  include  one  or  more  of 
the  following  optional  designations:  SSI,  SS3,  DS1,  DS2, 
DS3,  and  FS.  The  assemblies  consist  of  an  electrically  oper¬ 
ated  solenoid,  door  latch  strikes,  internal  connecting  steel 
parts,  coil  springs,  internal  wiring,  and  snap-on  cover  plates. 
The  electric  strikes  are  locked  or  unlocked  by  the  actuation 
of  a  switch  from  a  remote  location.  The  switch  is  continu¬ 
ously  energized  to  hold  the  electric  strike  mechanism.  locked. 
The  door  is  unlocked  by  depressing  the  remote  switch.  A 
door  position  switch  is  used  for  remote  annunciation  of  the 
strike  mechanism  position.  A  switch  may  be  used  to  securely 
close  the  door  latch  mechanism  on  the  strike  to  which  it  is 
mated. 

INSPECTION  AND  TEST  :  The  electric  strikes  have  been 
approved  by  Underwriters’  Laboratories  (File  BP  1970)  and 
have  been  recommended  for  approval  by  the  Division  of  Fire 
Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Von  Duprin  No.  3000  Series  Electric 
Strikes  under  the  provisions  of  Articles  6  and  17  and  RS  6 
and  17  of  the  Building  Code  of  the  City  of  New  York  on  the 
following  conditions : 

1.  The  strike  assemblies  shall  be  used  where  spe¬ 
cifically  permitted  by  RS  17  of  the  Building  Code  of  the 
City  of  New  York  and  shall  be  provided  with  suitable 
interfacing  with  associated  interior  fire  alarm  signal  sys¬ 
tems. 

2.  The  operating  voltages  of  the  strike  assemblies 
shall  determine  which  wiring  method  is  used  and  which 
are  the  applicable  sections  of  the  New  York  City  Elec¬ 
trical  Code  and  RS  17  (RS  17-3,  RS  17-3A,  RS  17-3B) 
of  the  Building  Code. 

3.  The  electric  strikes  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Calendar  Number  40- 
74-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 


of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


57-74-SA 

APPLICANT — American  Trading  and  Production  Corpo¬ 
ration,  Atlas  Sound  Division,  owner. 

APPEARANCES— 

For  Applicant :  Fred  Seebinger. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
57-74-SA — American  Trading  and  Production  Corporation, 
Atlas  Sound  Division,  Parsippany,  New  Jersey,  filed  for  ap¬ 
proval  of  Loud  Speakers,  Models  APF-15TE,  AP-15TE, 
APD-15TE,  and  SPB-3CE,  under  the  provisions  of  Article 
17  and  RS  17  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Loud  speakers  for  Class  E  fire  alarm 
systems. 

DESCRIPTION :  The  speakers  are  re-entrant  type  used  in 
conjunction  with  Class  E  interior  fire  alarm  equipment.  They 
are  used  for  local  transmission  of  audible  emergency  mes¬ 
sages.  The  speakers  are  capable  of  operating  at  a  temperature 
of  400°F.  for  a  period  of  one  hour.  The  normal  design  was 
modified  to  meet  this  requirement  by  providing  additional 
insulation  for  the  output  transformer,  improving  the  sealing 
gasket,  and  using  Teflon  insulated  wire  for  speaker  leads. 

INSPECTION  AND  TEST:  The  speakers  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (File  S1525)  and  have 
been  recommended  for  approval  by  the  Division  of  Fire  Pre¬ 
vention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Loud  Speakers,  Models  APF-15TE, 
AP-15TE,  APD-15TE,  and  SPB-3CE,  for  use  with  Class  E 
interior  fire  alarm  systems,  under  the  provisions  of  Article 
17  and  RS  17  of  the  Building  Code  of  the  City  of  New  York 
on  condition  that  only  the  speakers  which  are  capable  of  oper¬ 
ating  at  400° F.  for  one  hour  shall  be  used.  The  speakers  shall 
be  permanently  labeled:  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  57-74-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
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°f  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


affiSvffwSl  charnge  of  address  or  to  submit  the  annual 

affidavit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
Iieieby  approve  this  appliance  in  accordance  with  the  above 
report. 


171-74-SA 

APPLICANT— S.  Blickman,  Incorporated,  owner,  John 
Darts,  agent 

APPEARANCES— 

For  Applicant :  Paul  Ungerleider  and  J.  A.  Darts. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Carroll  and  Commissioner  Walsh  4 

Negative :  .  "  '  0 

Not  Voting:  Commissioner  Hornstein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

1/  1-/4-SA— S.  Blickman  Incorporated,  Weehawken,  New 
Jffy-  5J,  aPProval  of  Quest  CleanAir  Ventilators, 
•‘'1°dels  D,  LPO,  and  S,  under  the  provisions  of  Article  13 
and  RS  13  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  yentilator,  grease  extractor  and  fire 
barrier  for  kitchen  cooking  appliance  exhausts. 

DESCRIP  riON :  The  three  models  are  all  made  of  welded 
stainless  steel  and  remove  grease  and  lint  from  air  that  flows 
from  the  hood  above  the  appliance  through  a  removable  cen¬ 
trifugal  filter  cartridge,  a  damper,  and  into  the  exhaust  ducts, 
the  models  vary  only  in  the  size  and  figuration  of  the  hood, 
lower  pan,  damper,  and  ducts. 

Grease  is  also  removed  from  air  in  the  ventilator  by  a  water 
wash  system.  An  automatic  solvent  injector  can  be  used  to 
feed  solvent  laden  hot  water  under  pressure  into  the  ventila- 
tor-  wa*er  wash  system  and  the  ventilator  fans  are  con¬ 
trolled  by  a  24  hour  time  clock,  which  turns  them  on  and  off 
and  sets  the  duration  of  their  operation.  The  water  wash 
system  is  activated  automatically  and  the  damper  is  closed 
automatically  by  a  signal  from  fire  detection  thermostats  lo¬ 
cated  in  the  upper  section  of  the  ventilator.  In  the  event  of 
fire,  a  manual  push  button  can  also  be  used  to  activate  the 
water  wash  system  and  close  the  damper. 

INSPECTION  AND  TEST :  The  ventilators  have  been 
approved  by  Underwriters’  Laboratories  (File  MH9386). 
RECOMMENDATION :  The  Committee  on  Test  recom- 
mendsthe  approval  of  Quest  CleanAir  Ventilators,  Models 
D,  LPO,  and  S,  under  the  provisions  of  Article  13  and  RS 
13  of  the  Building  Code  of  the  City  of  New  York.  The  ven¬ 
tilators  shall  be  permanently  labeled  :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  171-74-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 


398-73-SM 

APPLICANT — Inmont  Corporation,  owner. 

SUBJECT— Application  July  2,  1973— Cohyde  Vinyl  Wall 
Covering,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at  2 


830-39-SM 

APPLICANT  Ajax  Metal  Door  Corporation,  owner. 

SUBJECT— Revocation  of  NYK-A  and  NYK-B  fire  doors 
(one  hour  metal  covered  fire  doors). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative, :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh  .  5 

Negative :  . ]  ’  . q 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  January  21,  1941 ;  and 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


604-54-SM 

APPLICANT — National  Gypsum  Company,  owner. 

SUBJECT— Revocation  of  Gold  Bond  Gypsum  lath  and 
Gold  Bond  plaster  ceiling  with  Gold  Bond  clip-lok  system. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 

Commissioner  Walsh .  5 

Negative :  . 0 


MINUTES 


THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  June  21,  1955  ;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

438-52-SM 

APPLICANT — National  Gypsum  Company,  owner. 
SUBJECT — Revocation  of  Gold  Bond  Gypsum  Plaster  and 
Gold  Bond  Gypsum  lath  ceiling  with  Gold  Bond  clip-lok 
system. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked, 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Llornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  June  2,  1954;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof.. 


125-66-SM 

APPLICANT — Rainbow  Aluminum  Industries,  owner. 
SUBJECT — Revocation  of — balcony  divider. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  October  18,  1966;  and 
Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


63-74-A 

APPLICANT — Morris  L.  Levinson  for  60  East  65th  Street 
Corporation,  owner. 


SUBJECT — Application  February  8,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  reinstatement 
of  approval  of  B.N.  #3820-73  and  permit  #5465-73. 

PREMISES  AFFECTED — 60  East  65th  Street,  southwest 
corner  of  Park  Avenue,  Block  1379,  Lot  37,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  William  C.  Kratenstein. 

For  Opposition:  R.  S.  Hardy  and  Wm.  Zeckendorf. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Vice  Chairman  Agusta  and  Commissioner 


Walsh  . . .  2 

Negative :  Chairman  Klein,  Commissioner  Hornstein  and 
Commissioner  Carroll  .  3 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  22,  1974,  on  B.N.  3820/73,  reads: 

“Based  on  revised  corrected  plans  approved  on  January 
12,  1974,  the  approval  of  B.N.  3820/73  and  permit 
5465/73  are  hereby  reinstated.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  denied ; 
and 

Whereas,  the  Board  has  reviewed  the  records  in  this  case 
and  the  record  of  the  Building  Department  and  has  inspected 
the  premises  involved  in  this  application ;  and 
Whereas,  the  Board  finds  that  B.  N.  3820/73  indicates  a 
relocation  of  a  dining  room  on  the  first  floor  and  said  applica¬ 
tion  was  approved  on  November  26,  1973,  and,  subsequently, 
the  permit  was  revoked  on  December  21,  1973;  and 
Whereas,  after  reconsideration,  the  Department  reinstated 
the  permit  on  January  12,  1974;  and 

Whereas,  the  Department  has  stated  it  has  been  the  prac¬ 
tice  to  permit  the  relocation  of  a  use  from  one  location  to 
another  within  the  building ;  and 

Whereas,  the  Board  finds  that  the  Department’s  action 
was  proper. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  22,  1974,  acting  on  B.  N.  Applic.  3820-73,  be 
and  it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby 
is  denied. 


73-74-A 

APPLICANT — Larry  Meltzer  for  Bulova  Watch  Company, 
owner. 

SUBJECT — Application  February  14,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  use  of  buried 
concrete  tank  for  storage  of  fuel  oil. 

PREMISES  AFFECTED — 75-20  Astoria  Boulevard  South, 
southwest  corner  of  77th  Street,  Block  1027,  Lot  4,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Administration :  Lt.  T.  W.  Milne  and  C.  Palmieri, 
F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Augusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

N  egative :  . 0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  28,  1974,  on  Misc.  F.  O.  Applic.  13/74,  reads: 
“1.  The  proposed  use  of  an  existing  buried  con¬ 
crete  tank  for  the  storage  of  fuel  oil  is  contrary  to  Sec- 
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tion  C26- 1416.2  (aMl)  of  the  New  Building  Code 
which  requires  all  fuel  oil  storage  tanks  to  be  of  steel 
construction.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  28,  1974,  acting  on  Misc.  F.  O.  Applic.  13/74 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  4 
steel  cover  plates  be  secured  to  the  satisfaction  of  the  Fire 
Department;  that  the  concrete  tank  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  February  14,  1974”, 
one  sheet,  and  “May  30,  1974”,  one  sheet;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


650-73-A 

APPLICANT — Squadron,  Gartenberg,  Ellenoff  &  Plesent 
for  H.  G.  V.  Associates,  owner;  Mike’s  Farmers  Market, 
lessee. 

SUBJECT — Application  December  4,  1973 — appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  Revocation 
of  Building  Permit  #2148/73. 

PREMISES  AFFECTED — 136-19  Whitestone  Expressway, 
southwest  corner  of  28th  Avenue,  Block  4339,  Lots  65  and 
73,  Whitestone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  M.  Kerrigan. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1974,  at  2 
P.M.,  at  the  request  of  the  applicant  for  hearing. 

4-74-A 

APPLICANT — Leonard  F.  Rothkrug  for  Beaton  Associates, 
owner  (Waters  Edge  Manor  Adult  Residence). 

SUBJECT — Application  January  8,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #4173/73.  (N.B.  735/73) 

PREMISES  Ah FECTED — 420  Beach  49th  Street,  south¬ 
east  corner  of  Norton  Avenue,  Block  15973,  Lots  1  (1,  6, 
15  and  20),  Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — 'Laid  over  to  June  18,  1974,  at  2 
P.M.,  to  await  the  decision  of  the  Court  of  Appeals. 

36-74-A 

APPLICANT — Union  Carbide  Corporation,  owner. 
SUBJECT  Application  January  23,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  use  of  Mark  II 
Linde  Oxygen  Walker  System. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Sandue. 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri, 

F.  D. 

ACT  ION  OF  BOARD — Laid  over  to  June  18,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 

69-74-A  ' 

APPLICANT — The  Melniker  Partnership  for  Omnia  Prop¬ 
erties,  Incorporated,  owner. 

SUBJECT  Application  February  13,  1974 — filed  pursuant 
to  Section  35,  Article  3  of  the  General  City  Law  re-  pro- 
posed  structure  in  bed  of  mapped  street. 

PREMISES  AhhECTED — Emmet  Avenue,  northeast  cor¬ 


ner  of  Dehvit  Avenue,  Block  4746,  Lot  46,  Oakwood, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  A.  Melniker  and  Eugene  Fernbach. 

ACTION  Oh  BOARD — Laid  over  to  June  25,  1974,  at  2 
l  .M.,  for  continued  hearing. 


102-74-A 

APPLICANT — Mobil  Oil  Corporation,  owner. 

SUBJECT— Application  February  28,  1974— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com- 
bustible.  mixture  known  as  “Mobile  Windshield  Washer 
h  .uid  in  y2  gallon  polyethylene  bottle  with  plastic  screw 
cap  not  in  compliance  with  Administrative  Code  of  New 
York  City. 

APPEARANCES— 

For  Applicant:  Stanley  T.  Zack. 

For  Administration:  Lt.  T.  W.  Milne  and  C.  Palmieri 
F.  D.  ’ 

BOARD— Laid  over  to  June  18,  1974,  at 
2  1  .M.,  for  decision;  hearing  closed. 


128-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT  Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 212A  Beach  117th  Street,  east 
side,  80  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  43,  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Paul  Mok. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  2 
P.M.,  for  continued  hearing. 


129-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 212B  Beach  117th  Street,  east 
side,  80  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  143,  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Paul  Mok. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  2 
P.M.,  for  continued  hearing. 


130-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 212C  Beach  117th  Street,  east 
side,  80  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  44,  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Paul  Mok.. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  2 
P.M.,  for  continued  hearing. 
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131-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 212D  Beach  117th  Street,  east 
side,  80  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  144,  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Paul  Mok.. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  2 
P.M.,  for  continued  hearing. 


132-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 214A  Beach  117th  Street,  east 
side,  110  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  45,  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Paul  Mok. 

ACTION  OF  BOARD— Laid  over  to  June  25,  1974,  at  2 
P.M.,  for  continued  hearing. 


133-74- A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 214B  Beach  117th  Street,  east 
side,  110  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  145,  Rockaway,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Paul  Mok. 

ACTION  OF  BOARD— Laid  over  to  June  25,  1974,  at  2 
P.M.,  for  continued  hearing. 


134-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 214C  Beach  117th  Street,  east 
side,  110  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  146,  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Paul  Mok. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  2 
P.M.,  for  continued  hearing. 


135-74-A 

APPLICANT — Mok  &  Sonber  for  Doris  Cirignano,  owner. 

SUBJECT — Application  March  7,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 214D  Beach  117th  Street,  east 
side,  110  feet  north  of  Rockaway  Beach  Boulevard,  Block 
16212,  Lot  246,  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Paul  Mok. 

ACTION  OF  BOARD — Uaid  over  to  June  25,  1974,  at  2 
P.M.,  for  continued  hearing. 


Adjourned:  3:20  P.M. 

John  B.  Cincotta,  Executive  Director 
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Telephone— 566-5174. 


FILING  PROCEDURES. 

Effective  August  1,  1974,  no  applications  and/or  revi¬ 
sions  to  cases  will  be  accepted  by  the  Board  of  Standards 
and  Appeals  if  filed  by  mail.  All  applications  and/or 
revisions  to  cases  filed  at  the  Board  must  be  delivered  in 
person  to  the  Board  of  Standards  and  Appeals. 

Furthermore,  the  Board  wishes  to  remind  all  applicants 
that  no  application  will  be  calendared  for  public  hearing 
by  the  examiner  until  all  required  documents  have  been 
filed. 


.  When  a  case  is  calendared  for  public  hearing,  no  addi¬ 
tional  information  will  be  accepted.  After  the  publication 
of  the  hearing  date,  additional  information  will  be  ac¬ 
cepted  at  the  time  of  that  initial  public  hearing  and  there¬ 
after  until  hearings  have  been  closed  for  decision. 


Filing  Procedures. 

Docket. 

Notice  of  Hearing  of  Calendar. 


Minutes  of  Tuesday  Afternoon,  June  4,  1974,  Affecting 
Calendar  Number — 

213-74-BCR 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  June  11, 
1974,  Affecting  Calendar  Numbers— 


405-73-A 
58-24-BZ 
397-53-BZ 
782-56-BZ — 
Vol.  II 
300-58-BZ 
222-71-BZ 
743-72-BZ 
11-49-BZ — 
Vol.  II 
531-58-BZ 
540-73-BZ 

555- 73-BZ 

556- 73-BZ 

557- 73-BZ 
630-73-BZ 

639- 73-BZ 

640- 73-BZ 


641- 73-BZ 

642- 73-BZ 

643- 73-BZ 
668-73-BZ 
3-74-BZ 
45-74-BZ 
81-74-BZ 

106- 74-BZ 

107- 74-BZ 

108- 74-BZ 

109- 74-BZ 

110- 74-BZ 

111- 74-BZ 

112- 74-BZ 

113- 74-BZ 

114- 74-BZ 

115- 74-BZ 

116- 74-BZ 


117- 74-BZ 

118- 74-BZ 

119- 74-BZ 

120- 74-BZ 

121- 74-BZ 

122- 74-BZ 

123- 74-B  Z 
137-74-BZ 
196-74-BZ 
170-74-BZ 
211-74-BZ 

665- 73-BZ 

666- 73-BZ 
58-74-BZ 
87-74-BZ 
152-74-BZ 
206-74-BZ 
242-74-A 


Minutes  of  Regular  Meeting, 
11,  1974,  Affecting  Calendar 


Tuesday  Afternoon,  June 
Numbers — 


46-74-A 

55- 74-A 
103-74-A 
147-74-A 

56- 74-A 


624-73-A 

692-73-A 

695-73-A 

697-73-A 

11-74-A 


101-74-A 

126-74-A 

138- 74-A 

139- 74-A 
148-74-A 


JOSEPH  B.  KLEIN,  Commissioner 
Chairman 
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DOCKET 

A>w  Cases  Filed  up  to  June  11, 1974 

Cal.  No.  Dept.  Premises  A  ffected 

349-74-SA — Rolock  Incorporated,  rolock  endothermic  gas 
generator  manufactured  by  Rolock  Incorporated,  Appli¬ 
ance. 


350-74-BCR — deceived  June  6,  1974 — Reference  Stand¬ 
ard  RS  10-3  for  reinforced  concrete. 


351-74-SM — Heydt  Contracting  Corporation,  sidewalk 
shed,  manufactured  by  Heydt  Contracting  Corporation, 
Material. 


352-74-BZ — B.B. — 37 2  Adelphi  Street,  west  side,  96  feet 
north  of  Greene  Avenue,  Block  2120,  Lot  38,  Borough  of 
Brooklyn,  Community  Board  #2,  Alt.  No.  1616-73,  re¬ 
proposed  extension  of  existing  one  family  dwelling  to 
two  family,  R6,  district. 


353-74-BZ — M.Bx. — 2750  Johnson  Avenue,  east  side, 
59.21  feet  south  of  West  230th  Street,  Block  5726,  Lot 
673,  Borough  of  The  Bronx,  Community  Board  #14, 
Alt.  No.  446-73,  re-  proposed  retail  business  space,  R6 
district. 


568-67-A 

APPLICANT — McGee  and  Morsellino  for  Caldo  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  an  order  and  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system; 
prevously  granted  on  condition. 

PREMISES  AFFECTED — 41-60  to  41-80  Main  Street, 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 


145-70-BZ 

APPLICANT — Leonard  Lazarus  for  Hilda  Zuckerman, 
formerly  Hilda  Oppenheimer,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November 
28,  1973 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  C8-3  and  R8  district, 
the  enlargement  in  area  of  an  existing  parking  lot  ex¬ 
tending  into  the  residence  district. 

PREMISES  AFFECTED — 728  River  Avenue,  east  side, 
182.42  feet  south  of  East  157th  Street,  Block  2482,  Lot  6, 
Borough  of  The  Bronx. 


354-74- A — F.D. — 15  East  101  Street,  Block  1607,  Lot  5, 
Borough  of  Manhattan,  Fire  Department  letter  of 
1/23/74,  re-  liquified  oxygen  storage  tank  pressure  test, 
R9  district. 


355-74-BZ — B.Q. — 36-21  21st  Street,  163.77  feet  south  of 
36th  Avenue,  Block  348,  Lot  10,  Long  Island  City,  Bor¬ 
ough  of  Queens,  Block  348,  Lot  10,  Long  Island  City, 
Borough  of  Queens,  Community  Board  #1,  N.B.  1063-72, 
re-  proposed  library,  Ml-1  district. 


356-74-A — B.Q. — 175-46  to  175-48  Liberty  Avenue,  south¬ 
west  corner  of  177th  Street,  Block  10232,  Lots  31,  32, 
Jamaica,  Borough  of  of  Queens,  Alt.  No.  86-74,  re-  pro¬ 
posed  conversion  of  stores  to  church,  Ml-1  district. 


357-74- A — B.R. — 69  Steelier  Street,  southeast  corner  of 
Bilhou  Street,  Block  6567,  Lot  20,  Borough  of  Richmond, 
N.B.  861-74,  re-  building  not  fronting  legal  street,  Gen¬ 
eral  City  Law. 


358-74-BZ — B.Q. — 155-02  108th  Avenue,  southeast  cor¬ 
ner  of  155th  Street,  Block  10144,  Lots  42,  44,  Borough  of 
Queens,  Community  Board  #12,  Alt.  No  377-74  Com¬ 
munity  Board  #12,  Alt.  No.  377-74,  re-  proposed  en¬ 
largement  of  school,  R-4  district. 


359-74-BZ — B.B. — 848-64  Lorimer  Street,  east  side,  135 
6%  feet  north  of  Driggs  Avenue,  Block  2679,  Lot  46, 
Borough  of  Brooklyn,  Community  Board  #1,  Alt.  51-74’ 
cc-  proposed  office  and  two  families,  MT-1  district. 


811-72-BZ 

APPLICANT — Sidney  B.  Barnes,  Jr.  for  Consolidated 
Edison  Company  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  29,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  73-16  of  the  Zoning 
Resolution,  permitting  in  a  C6-4  district,  the  erection 
of  an  electric  substation. 

PREMISES  AFFECTED— 237-257  Front  Street,  south¬ 
east  corner  of  Peck  Slip,  Block  107,  Lot  2,  Borough  of 
Manhattan. 


174-73-BZ 

APPLICANT — Barney  Rosenstein  for  Improvement  Day 
Care  Center  Development  Fund  Company,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  June  19,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  73-19  of  the  Zoning 
Resolution,  permitting  in  an  Ml-1  district,  the  erection 
of  a  two  story  and  cellar  school  and  day  care  center. 

PREMISES  AFFECTED — 3303  4th  Avenue,  southwest 
corner  of  Weiher  Court,  Block  2369,  Lots  34,  36,  Bor¬ 
ough  of  The  Bronx. 


446-48-BZ 


,D— Department  of  Buildings;  B.B.— Departmen 
of  Buddings,  Brooklyn;  B.M.— Department  of  Buildings.  Manhattan 
P -U-— Department  of  Buildings,  Queens;  B.R.— Department  of  Build 
SgSi  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  HD- 
Health  Department;  F.D. — Fire  Department. 


JULY  9,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  9,  1974,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 


APPLICANT — O.  J.  and  W.  A.  Sambach  for  Melissa  Jo 
Properties,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  5, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  and  unrestricted  use  dis¬ 
tricts,  gasoline  service  station,  and  under  Section  7h,  the 
parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 126-134  Rockaway  Avenue  and 
47-55  Somers  Street,  northwest  corner,  Block  1538,  Lot 
40,  Borough  of  Brooklyn. 


514 


CALENDAR 


490-52-BZ — Vol.  I 

APPLICANT — Richard  Rethy  for  Old  Colony  Trust  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  3, 
1973  and  for  amendment — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  residence  and 
local  retail  use  district,  the  parking  of  patrons’  and  em¬ 
ployees’  cars  without  fee  and  the  unloading  of  merchandise, 
in  conjunction  with  a  supermarket. 

PREMISES  AI*  FECTED — 155-15  Anguilar  Avenue,  north- 
side,  246.26  feet  west  of  72nd  Avenue,  Block  6793,  Lot  380, 
Flushing,  Borough  of  Queens. 


63-55-BZ 

APPLICANT — Joseph  Silletti,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  October  9,  1972 — decision  of  the  Bor¬ 
ough  Superintendent;  previously  granted  on  condition 
under  Section  7e  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  retail  sales,  storage  of  lumber, 
trim  and  building  materials  in  building  and  yard  and  per¬ 
mitting  the  use  of  one  8  inch  table  saw  and  one  24  inch 
bank  saw  in  the  building. 

PREMISES  AFFECTED — 45-09  161st  Street,  east  side, 
66  feet  south  of  45th  Avenue,  Block  5440,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens. 


555-56-BZ— Vol.  II 

APPLICANT — Charles  J.  Erthal,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  31, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f,  7i  and  7  A  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
change  in  use  of  the  present  buliding,  public  garage,  store 
and  gasoline  station  to  gasoline  station,  lubritorium,  car 
wash,  minor  motor  vehicle  repairs  with  hand  tools  only, 
curb  cuts  and  show  window  within  75  feet  of  a  residence 
use  district. 

PREMISES  AFFECTED — 22-50  College  Point  Boulevard 
(formerly  122nd  Street)  and  121-11  23rd  Avenue,  north¬ 
west  corner,  Block  4197,  Lot  40,  College  Point,  Borough 
of  Queens. 


359-58-BZ 

APPLICANT — Upham,  Meeker  and  Weithorn  for  Theo¬ 
dore  Tannor,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  20, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  non-automatic  car  wash,  office  and  sale  of 
auto  accessories,  minor  repairs  with  hand  tools  only,  park¬ 
ing  and  storage  of  cars,  pleasure  type  only. 

PREMISES  AFFECTED — 75-85  McDonald  Avenue,  north¬ 
east  corner  of  Seeley  Street,  Block  5260,  Lots  1,  42  and 
44,  Borough  of  Brooklyn. 

625-68-BZ 

APPLICANT — Serge  Klein  for  Eastone  Associates,  In¬ 
corporated,  owner. 


SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 

term  of  variance  which  expired  December  3,  1973 _ 

decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Secton  73-14  of  the  Zoning 
Resolution,  permitting  in  an  R8  and  Cl-5  district,  in  an 
existing  five  story  building,  the  change  in  occupancy  of 
the  first  floor  from  an  apartment  to  a  telephone  exchange 
PREMISES  AFFECTED — 349  East  52nd  Street,  north 
side,  90  feet,  6  inches  west  of  First  Avenue,  Block  1345, 
Lot  122,  Borough  of  Manhattan. 


531-58-BZ 

APPLICANT — 'Camilla  Loria,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension. of  term  of  variance  which  expired  April  14, 
1974 — decision  of. the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso- 
lution,  permitting  in  a  residence  use  district,  on  a  plot 
with  an  existing  two-story  dwelling,  the  use  of  the  un¬ 
built  upon  portion  of  the  premises  for  a  parking  lot  for 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 170-180  McKinley  Avenue  and 
408-414  Autumn  Avenue,  southwest  corner,  Block  4170, 
Lot  21,  Borough  of  Brooklyn. 


204-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  I.  B.  M.  Rosen  Realty  Corporation,  lessee. 

SUBJECT— Application  April  11,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-8  (R9)  and  R9  district, 
the  erection  of  a  16  story  mixed  building  that  has  less 
than  the  required  lot  area  per  room  and  without  the  re¬ 
quired  accessory  parking. 

PREMISES  AFFECTED — 241-249  East  28th  Street  and 
501-511  Second  Avenue,  northeast  corner,  Block  909,  Lot 
25,  28  and  29,  Borough  of  Manhattan.  Community  Board 
#6. 


243-74-BZ 

APPLICANT — Morton  S.  Cahn  for  Pasquale  Simonetti, 
owner. 

SUBJECT— Application  April  19,  1974 — decision  of  the 
Borough  Superintendent  under  Section  11-413  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district  the  con¬ 
version  of  an  exsting  automobile  laundry  previously  before 
the  Board  into  an  automobile  sales,  installation  and  re¬ 
pair  establishment. 

PREMISES  AFFECTED — 84-06  Queens  Boulevard, 
southeast  corner  of  Van  Loon  Street,  Block  2477,  Lot  1, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 


250-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  37  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  April  26,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-4  district  in  an  existing 
six  story  building,  the  expansion  of  the  apparel  manufac¬ 
turing  use  on  the  5th  and  6th  floor  to  include  the  1st,  2nd, 
3rd  and  4th  floors. 

PREMISES  AFFECTED — 54-56  Franklin  Street,  north¬ 
east  corner  of  Cortlandt  Alley,  Block  172,  Lot  30,  Bor¬ 
ough  of  Manhattan.  Community  Board  #1. 
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295-74-BZ 

APPLICANT — H.  M.  Cole  for  The  Prudential  Insurance 
Company  of  America,  owner. 

SUBJECT — Application  May  13,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  C5-3F  district,  on  the  39th  floor, 
the  addition  to  the  use  of  the  existing  restaurant  and  cock¬ 
tail  lounge  to  include  cabaret. 

PREMISES  AFFECTED — 666  Fifth  Avenue,  northwest 
corner  of  West  52nd  Street,  Block  1268,  Lot  34,  Borough 
of  Manhattan.  Community  Board  #5. 


300-74-BZ 

APPLICANT — Stanley  Klein  for  Robert  Haskell,  owner. 

SUBJECT — Application  May  16,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the  re¬ 
quired  side  yards  and  with  accessory  parking  within  the 
front  yard. 

PREMISES  AFFECTED — 255  87th  Street,  north  side,  200 
feet  west  of  Third  Avenue,  Block  6043,  Lot  155,  Borough 
of  Brooklyn.  Community  Board  #10. 


301-74-BZ 

APPLICANT — Stanley  Klein  for  Robert  Haskell,  owner. 

SUBJECT — Application  May  16,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  R3-2  district  the  erection  of  a  three  story, 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  encroaches  on  the  required  side  yards  and 
with  accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED — 257  87th  Street,  north  side,  200 
feet  west  of  Third  Avenue,  Block  6043,  Lot  154,  Borough 
of  Brooklyn.  Community  Board  #10. 


302- 74-BZ 

APPLICANT — Stanley  Klein  for  Robert  Haskell,  owner. 

SUBJECT — Application  May  16,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio 
and  lot  area  per  room,  encroaches  on  the  required  side 
yards  and  with  accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED — 251  87th  Street,  north  side,  200 
feet  west  of  Third  Avenue,  Block  6043,  Lot  157,  Borough 
of  Brooklyn.  Community  Board  #10. 

303- 74-BZ 

APPLICANT — Stanley  Klein  for  Robert  Haskell,  owner. 

SUBJECT — Application  May  16,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  R3-2  district,  the  erection  of  a  three  story, 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  encroaches  on  the  required  side  yards  and 
with  accessory  parking  within  the  front  yard. 


PREMISES  AFFECTED— 253  87th  Street,  north  side,  200 
feet  west  of  Third  Avenue,  Block  6043,  Lot  56,  Borough 
of  Brooklyn.  Community  Board  #10. 


304-74-BZ 

APPLICANT — Stanley  Klein  for  Robert  Haskell,  owner. 

SUBJECT — Application  May  16,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio 
and  lot  area  per  room,  encroaches  on  the  required  side 
yards  and  with  accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED — 254  86th  Street,  north  side,  200 
feet  west  of  Third  Avenue,  Block  6043,  Lot  29,  Borough 
of  Brooklyn.  Community  Board  #10. 


305-74-BZ 

APPLICANT — Stanley  Klein  for  Robert  Haskell,  owner. 

SUBJECT — Application  May  16,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  R3-2  district,  the  erection  of  a  three  story, 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  encroaches  on  the  required  side  yards  and 
with  accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED— 258  86th  Street,  north  side,  200 
feet  west  of  Third  Avenue,  Block  6043,  Lot  31,  Borough 
of  Brooklyn.  Community  Board  #10. 


306-74-BZ 

APPLICANT — Stanley  Klein  for  Robert  Haskell,  owner. 

SUBJECT — Application  May  16,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Char¬ 
ter,  to  permit  in  a  R3-2  district,  the  erection  of  a  three 
story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room,  encroaches  on  the  required 
side  yards  and  with  accessory  parking  within  the  front 
yard. 

PREMISES  AFFECTED — 256  86th  Street,  north  side,  200 
feet  west  of  Third  Avenue,  Block  6043,  Lot  30,  Borough 
of  Brooklyn.  Community  Board  #10. 


307-74-BZ 

APPLICANT — Stanley  Klein  for  Robert  Haskell,  owner. 

SUBJECT — Application  May  16,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21,  of  the  Zoning 
Resoluton  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  R3-2  district,  the  erection  of  a  three  story, 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  encroaches  on  the  required  side  yards  and 
with  accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED — 252  86th  Street,  north  side,  200 
feet  west  of  Third  Avenue,  Block  6043,  Lot  28,  Borough 
of  Brooklyn.  Community  Board  #10. 


309-74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dural  Es¬ 
tates,  Incorporated,  owner. 

SUBJECT — Application  May  17,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
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a  two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio  and  has  less  than  the  required  open  space 
ratio. 

PREMISES  AFFECTED — 2240  Ocean  Parkway,  west 
side,  47.5^  feet  north  of  Gravesend  Neck  Road,  Block 
7157,  Lot  17,  Borough  of  Brooklyn.  Community  Board 
#13. 

310- 74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dural  Es¬ 
tates,  Incorporated,  owner. 

SUBJECT— Application  May  17,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  two  family  dwelling  that  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED — 2246  Ocean  Parkway,  north¬ 
west  corner  of  Gravesend  Neck  Road,  Block  7157,  Lot  18, 
Borough  of  Brooklyn.  Community  Board  #13. 

311- 74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dural  Es¬ 
tates,  Incorporated,  owner. 

SUBJECT— Application  May  17,  1974 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  two  family  dwelling  that  encroaches  on  the  required 
rear  yard. 

PREMISES  AFFECTED — 2238  Ocean  Parkway,  west 
side,  67.534  feet  north  of  Gravesend  Neck  Road,  Block 
7157,  Lot  16,  Borough  of  Brooklyn.  Community  Board 
#13. 


312-74-B  Z 

APPLICANT — Dominick  Salvati  and  Son  for  Dural  Es¬ 
tates,  Incorporated,  owner. 

SUBJECT— Application  May  17,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  two  famly  dwelling  that  encroaches  on  the  required 
side  and  rear  yards. 

PREMISES  AFFECTED — 515  Gravesend  Neck  Road, 
north  side,  103.454  feet  west  of  Ocean  Parkway,  Block 
7157,  Lot  75,  Borough  of  Brooklyn.  Community  Board 
#13. 


319-74-BZ 

APPLICANT — Charles  F.  Murphy  for  14  Yorktown  Cor¬ 
poration,  owner,  St.  Vincent’s  Hospital  and  Medical  Cen¬ 
ter  of  New  York,  lessee. 

SUBJECT — Application  May  22,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72.21  of  the  Zoning 
Resolution  and  Secton  666  of  the  New  York  City  Charter, 
to  permit  in  a  C6-2  district,  on  a  6  story  mixed  building, 
the  installation  of  an  advertising  sign  and  business  signs 
within  the  required  plaza. 

PREMISES  AFFECTED — 555  Avenue  of  the  Americas, 
west  side,  from  West  15th  Street  to  West  16th  Street, 
Block  791,  Lot  36,  Borough  of  Manhattan.  Community 
Board  #4. 


320-74-A 

APPLICANT — Charles  F.  Murphy  for  14  Yorktown  Cor¬ 
poration,  owner,  St.  Vincent’s  Hospital  &  Medical  Center 
of  New  York,  lessee. 


SUBJECT — Application  May  22,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  signs. 
PREMISES  AFFECTED — 555  Avenue  of  the  Americas, 
west  side,  from  West  15th  Street  to  West  16th  Street, 
Block  791,  Lot  36,  Borough  of  Mahhattan. 

JOSEPH  B.  KLEIN,  Chairman 


JULY  9,  1974,  2  P.M. 

NO  I  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  9,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

172-74-A 

APPLICANT — Lauria  &  Rowe  for  Abraham  Gartenbaum, 
owner. 

SUBJECT— Application  March  26,  1974 — appeal  form  a  de¬ 
cision  of  the  Borough  Superintendent  re-  elimination  of 
storm  sewer  connection. 

PREMISES  AFFECTED — 10  North  Rhett  Avenue,  west 
side,  240.26  feet  north  of  Katan  Avenue,  Block  5439,  Lot 
150,  Great  Kills,  Borough  of  Richmond. 


173-74-A 

APPLICANT — Lauria  &  Rowe  for  John  G.  Powell,  owner. 

SUBJECT  Application  March  26,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  elimination  of 
storm  sewer  connection. 

PREMISES  AFFECTED — 14  North  Rhett  Avenue,  west 
side,  206.02  feet  north  of  Katan  Avenue,  Block  5439,  Lot 
151,  Great  Kills,  Borough  of  Richmond. 


174-74- A 

APPLICANT — Lauria  &  Rowe  for  Steve  Commander, 
owner. 

SUBJECT— Applicaton  March  26,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  elimination  of 
storm  sewer  connection. 

PREMISES  AFFECIED — 18  North  Rhett  Avenue,  west 
side  171.79  feet  north  of  Katan  Avenue,  Block  5439,  Lot 
153,  Great  Kills,  Borough  of  Richmond. 


175-73-A 

APPLICANT — Lauria  &  Rowe  for  Louis  Papaeleo,  owner. 

SUBJECT— Application  March  26,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  elimination  of 
storm  sewer  connection. 

PREMISES  AFFECTED — 22  North  Rheet  Avenue,  west 
side,  137.55  feet  north  of  Katan  Avenue,  Block  5439,  Lot 
154,  Great  Kills,  Borough  of  Richmond. 


176-74-A 

APPLICANT — Lauria  &  Rowe  for  Steve  Nagel,  owner. 

SUBJECT — Application  March  26,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  elimination  of 
storm  sewer  connection. 

PREMISES  AFFECTED — 24  North  Rhett  Avenue,  west 
side,  103.29  feet  north  of  Katan  Avenue,  Block  5439,  Lot 
156,  Great  Kills,  Borough  of  Richmond. 


177-74-A 

APPLICANT — Lauria  &  Rowe  for  Anthony  Rago,  owner. 
SUBJECT— Application  March  26,  1974— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  elimination  of 
storm  sewer  connection. 
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PREMISES  AFFECTED— 28  North  Rliett  Avenue,  west 
side,  69.08  feet  north  of  Katan  Avenue,  Block  5439,  Lot 
157,  Great  Kills,  Borough  of  Richmond. 


178-74-A 

APPLICANT— Lauria  &  Rowe  for  Michael  Cocozza, 
owner. 

SUBJECT— Application  March  26th  1974— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  elimination  of 
storm  sewer  connection. 

PREMISES  AFFECTED— 32  Rliett  Avenue,  west  side, 
34.84  feet  north  of  Katan  Avenue,  Block  5439,  Lot  159, 
Great  Kills,  Borough  of  Richmond. 


179-74- A 

APPLICANT— Lauria  &  Rowe  for  Anita  Granito,  owner. 

SUBJECT— Application  March  26,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  storm  sewer 
elimination. 

PREMISES  AFFECTED— 36  North  Rhett  Avenue,  north¬ 
west  corner  of  Katan  Avenue,  Block  5439,  Lot  11,  Great 
Kills,  Borough  of  Richmond. 


192-74-A 

APPLICANT — John  O’Hagan,  Fire  Commissioner  for 
Stolz  Property  Corporation,  owner. 

SUBJECT — Application  April  2,  1974 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 447  West  36th  Street,  north 
side,  150  feet  east  of  10th  Avenue,  Block  734,  Lot  8, 
Borough  of  Manhattan. 


194-74-A 

APPLICANT — S.  T.  Zack  for  Mobil  Oil  Corporation, 
owner. 

SUBJECT — Application  April  3,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Mobil  Permazone  in  one  (1) 
gallon  polyethylen  bottle  with  child  resistance  plastic 
screw  cap,  not  in  compliance  with  regulation  of  the  Ad¬ 
ministrative  Code  of  New  York  City. 


318-74-A 

APPLICANT — Lawrence  Shutkind  for  Sheltering  Arms 
Childrens  Service,  owner. 

SUBJECT — Application  May  22,  1974 — -appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  change 
of  use  from  one  family  dwelling  to  group  home. 

PREMISES  AFFECTED — 911  Linden  Boulevard,  north¬ 
west  corner  of  East  57th  Street,  Block  4662,  Lot  28,  Bor¬ 
ough  of  Brooklyn. 

325-74-A 

APPLICANT — Harry  A.  Yarish  for  384-386  Atlantic 
Avenue  Brooklyn  Corporation,  owner. 

SUBJECT — Application  May  28,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  school  occu¬ 
pancy  of  second  and  third  floors  in  frame  building. 

PREMISES  AFFECTED — 384-386  Atlantic  Avenue,  south 
side,  175  feet  west  of  Bond  Street,  Block  183,  Lot  26  and 
27,  Borough  of  Brooklyn. 

361-74-A 

APPLICANT — Sheldon  Lobel  for  Bay  View  Towers 
Apartments,  owner. 


SUBJECT — Application  June  12,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  drywall  con¬ 
struction  for  stair  enclosure. 

PREMISES  AFFECTED — 210-10  23rd  Avenue,  northeast 
corner,  of  Corporal  Kennedy  Street,  Block  5893,  Lot  3, 
Bayside,  Borough  of  Queens. 

362- 74-A 

APPLICANT — Sheldon  Lobel  for  Bay  View  Towers 

Apartments,  owner. 

SUBJECT — Application  June  12,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  drywall  con¬ 
struction  for  stair  enclosure. 

PREMISES  AFFECTED — 209-90  23rd  Avenue  northeast 
corner  of  Corporal  Kennedy  Street,  Block  5993,  Lot  3, 
Bayside,  Borough  of  Queens. 

363- 74-A 

APPLICANT — Sheldon  Lobel  for  Bay  View  Towers 

Apartments,  owner. 

SUBJECT — Application  June  12,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  fire  rating  of 
egress  enclosure. 

PREMISES  AFFECTED — 150-38  and  152-18  Union  Turn¬ 
pike,  southeast  corner  of  150th  Street,  Block  6713,  Lot  60, 
Jamaica,  Borough  of  Queens. 

JOSEPH  B.  KLEIN,  Chairman  ; 

JULY  16,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues-  ■ 

day  morning  July  16,  1974,  at  10  o’clock  at  80  Lafayette 

Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 

matters : 


162-72-BZ 

APPLICANT — Edward  Lauria,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  to  reopen  and  extend  time  to  complete  which 
expired  July  11,  1973 — decision  of  the  Borough  Superin¬ 
tendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R3-2 
district,  the  erection  of  a  one  story  retail  store  with  ac¬ 
cessory  ice  vending  machine,  parking  and  signs. 

PREMISES  AFFECTED— 4212  Hylan  Boulevard,  north¬ 
east  corner  of  Robinson  Avenue,  Block  5315,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 


162-72-BZ 

APPLICANT — Edward  Lauria,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  decision  of  the  Borough  Superin¬ 
tendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R3-2 
district,  the  erection  of  a  one  story  retail  store  with  ac¬ 
cessory  ice  vending  machine,  parking  and  signs. 

PREMISES  AFFECTED— 4212  Hylan  Boulevard,  north¬ 
east  corner  of  Robinson  Avenue,  Block  5315,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 


560-71-BZ 

APPLICANT — Donald  D.  Fisher  for  LaRosa  Baking  Cor¬ 
poration,  217  Grace  Corporation,  80  Grove  Street  Cor¬ 
poration,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  15, 
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1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C6-1  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  food  products 
processing  establishment  (bakery). 

PREMISES  AFFECTED — 209  to  213  Elizabeth  Street, 
16  to  18  Prince  Street,  southwest  corner  and  232  Mott 
Street,  Block  493,  Lots  11,  19,  21  and  part  of  Lot  20, 
Borough  of  Manhattan. 

510-72-BZ 

APPLICANT — Gabriel  Nathan  for  Jasahar  Producers, 
owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  time  to 
complete  which  expired  March  6,  1974 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  a  C8-1  and  R5  district,  the  enlargement  in  area  of  an 
existing  bottling  works  warehouse  and  store  establish¬ 
ment,  previously  before  the  Board,  into  the  adjoining  lot 
to  provide  for  accessory  storage  loading  and  unloading. 

PREMISES  AFFECTED— 1032,  1036,  1044  Beach  22nd 
Street,  east  side,  265  feet  north  of  Cornaga  Avenue,  2112- 
2114  Cornaga  Avenue,  1015  to  1031  Beach  21st  Street, 
Block  15705,  Lots  24,  27,  6,  78,  81,  84,  Far  Rockaway, 
Borough  of  Queens. 


682-72-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  Nancy  and 
Mauro  Ciccolella,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  15,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  on  a  plot  with 
less  than  the  required  lot  area,  the  erection  of  a  two 
family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  and  encroaches  on  the  required  front  and 
side  yards. 

PREMISES  AFFECTED— 9223  Avenue  J  and  1250  East 
93rd  Street,  northwest  corner,  Block  8200,  Lot  1,  Borough 
of  Brooklyn. 


890-54-BZ 

APPLICANT — Rita  T.  Doscher,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  June  12,  1971— decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  change  of  occupancy  from  5  car  stor¬ 
age  garage,  auto  renting  and  driving  school,  to  storage 
garage  and  motor  vehicle  repair  shop  and  gasoline  service 
station. 

PREMISES  AFFECTED — 1106  Stebbins  Avenue,  east 
side,  25  feet  south  of  East  167th  Street,  Block  2691,  Lot 
77,  Borough  of  The  Bronx. 


5-60-BZ 

APPLICANT — Abraham  Grossman  for  Andrett  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  10,  1975 
— decision  of  the  Borough  Superintendent ;  previously 


granted  on  condition  under  Sections  7e  and  19A(j)  of  the 
Zoning  Resolution,  permitting  in  a  local  retail  use  district, 
the  extension  of  an  existing  undertaking  establishment  into 
the  adjoining  building  and  proposed  extension  and  without 
the  required  additional  loading  berth. 

PREMISES  AFFECTED — 353-357  Second  Avenue,  east 
side,  42  feet  south  of  East  21st  Street,  Block  901,  Lots  30 
and  32,  Borough  of  Manhattan. 


408-60-BZ 

APPLICANT — Abraham  Sperling  for  Edward  D.  Stone, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  15, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use,  B  area,  \]/2  height 
district* the  extension  of  the  use  of  architect’s  office,  pre¬ 
viously  granted  by  the  Board,  to  include  the  fifth  (5) 
floor. 

PREMISES  AFFECTED — 7  East  67th  Street,  north  side, 
175  feet  east  of  Fifth  Avenue,  Block  1382,  Lot  8,  Borough 
of  Manhattan. 


1109-66-BZ 

APPLICANT — Millard  Bresin  for  Franklin  Clifton  Service 
Center,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  decision  of  the  Borough  Superin¬ 
tendent;  previously  granted  on  condition  under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  a  Cl-3  dis¬ 
trict,  the  enlargement  in  area  and  the  rehabilitation  of  an 
automotive  service  station  previously  granted  by  the  Board. 

PREMISES  AFFECTED — 308-314  Franklin  Avenue,  163- 
171  Clifton  Place,  northeast  corner,  Block  1949,  Lots  42, 
43,  44,  Borough  of  Brooklyn. 


37-57-BZ — Vol.  I 

APPLICANT — John  J.  Tricarico  for  Mary  Messineo, 
owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
reconsider  Board’s  Resolution  of  May  9,  1974— decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Section  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  use  district,  the  maintenance  of  a  parking 
lot  for  more  than  five  (5)  motor  vehicles.  (Application  to 
waive  the  Rules  of  Procedure  and  for  extension  of  term  of 
variance  dismissed  May  9,  1974). 

PREMISES  AFFECTED — 431-435  Warren  Street,  north 
side,  23  feet  6  inches  east  of  Bond  Street,  Block  393,  Lots 
66,  67  and  68,  Borough  of  Brooklyn. 


37-57-BZ— Vol.  II 

APPLICANT — John  J.  Tricarico  for  Alary  Messineo, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  February  19,  1973 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  maintenance  of  a  parking  lot 
for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 431-435  Warren  Street,  north 
side,  23  feet  6  inches  east  of  Bond  Street,  Block  393,  Lots 
66,  67  and  68,  Borough  of  Brooklyn. 
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734-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Hylan  Boulevard 
Car  Wash,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  and  R3-2  district,  on  a 
plot  previously  before  the  Board,  in  conjunction  with  the 
erection  of  a  two  story  commercial  building,  the  reduction 
in  the  number  of  accessory  parking  spaces  and  located  in 
the  residence  district. 

PREMISES  AFFECTED — 1600  Hylan  Boulevard,  south¬ 
east  corner  of  Raritan  Avenue,  Block  3372,  Lots  1,  22, 
Dongan  Hills,  Borough  of  Richmond.  Community  Board 
#2. 


42-74-BZ 

APPLICANT — Phyllis  Steinbrecher  and  Kar-Kar  Realty 
Corporation  for  Phyllis  Steinbrecher,  owner. 

SUBJECT — Application  January  28,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-4  and  R7-1  district,  the 
expansion  of  an  accessory  and  public  parking  lot  into  the 
residence  district. 

PREMISES  AFFECTED— 766  East  149th  Street,  south 
side,  50  feet  west  of  Wales  Avenue  and  520-534  Concord 
Avenue,  Block  2580,  Lot  11,  Borough  of  The  Bronx.  Com¬ 
munity  Board  #1. 


78-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Selv  Enterprises 
Ltd.,  owner;  Jack  LaLanne  Health  Spa  Incorporated, 
lessee. 

SUBJECT — Application  February  19,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  change  in 
occupancy  of  a  portion  of  the  cellar  and  first  floor  of  an 
existing  retail  store  building  to  a  physical  culture  estab¬ 
lishment  with  an  enlargement  to  provide  an  office  and  the 
use  of  the  roof  as  a  sundeck. 

PREMISES  AFFECTED — 1913-25  86th  Street,  north  side, 
100  feet  east  of  19th  Avenue,  Block  6345,  Lot  60,  Borough 
of  Brooklyn.  Community  Board  #13. 


244-74-BZ 

APPLICANT — Nicholas  J.  Salvadeo  for  Fred  DiTommasco, 
owner. 

SUBJECT — Application  April  19,  1974 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  11-413  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  the  change  in  use 
of  an  existing  automotive  service  station  previously  before 
the  Board  into  a  retail  store  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED — 1235  Richmond  Road,  northwest 
corner  of  Vista  Avenue,  Block  849,  Lot  30,  Dongan  Hills, 
Borough  of  Richmond.  Community  Board  #3. 


265-74-BZ 

APPLICANT — Sheldon  Lobel  for  August  C.  Rohr,  Henry 
Rohr,  Arthur  Anthony  Cox,  owners,  HRF  Construction 
Company,  Incorporated,  vendee. 

SUBJECT— Application  May  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  encroaches  on  the 
required  side  and  rear  yard. 

PREMISES  AFFECTED — 62-19  62nd  Avenue,  north  side, 

188.35  feet  west  of  64th  Street,  Block  2764,  Lot  34,  Middle 
Village,  Borough  of  Queens.  Community  Board  #5. 


266-74-A 

APPLICANT — Sheldon  Lobel  for  August  C.  Rohr,  Henry 
Rohr,  Arthur  Anthony  Cox,  owners,  HRF  Construction 
Company,  Incorporated,  vendee. 

SUBJECT — Application  May  1,  1974 — filed  pursuant  to 
Section  35,  Article  3  of  the  General  City  Law  re-  proposed 
building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 62-19  62nd  Avenue,  north  side, 

188.36  feet  west  of  64th  Street,  Block  2764,  Lot  34,  Middle 
Village,  Borough  of  Queens. 


267-74-BZ 

APPLICANT — Sheldon  Lobel  for  August  C.  Rohr,  Henry 
Rohr,  Arthur  Anthony  Cox,  owners,  HRF  Construction 
Company,  Incorporated,  vendee. 

SUBJECT — Application  May  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  encroaches  on  the 
required  rear  yard. 

PREMISES  AFFECTED— 62-17  62nd  Avenue,  north  side, 

188.36  feet  west  of  64th  Street,  Block  2764,  Lot  134,  Middle 
Village,  Borough  of  Queens.  Community  Board  #5. 


268-74-A 

APPLICANT — Sheldon  Lobel  for  August  C.  Rohr,  Henry 
Rohr,  Arthur  Anthony  Cox,  owners,  HRF  Construction 
Company,  Incorporated,  vendee. 

SUBJECT — Application  May  1,  1974 — filed  pursuant  to 
Section  35,  Article  3  of  the  General  City  Law  re-  proposed 
building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 62-17  62nd  Avenue,  north  side, 

188.36  feet  west  of  64th  Street,  Block  2764,  Lot  134,  Middle 
Village,  Borough  of  Queens. 


269-74-BZ 

APPLICANT — Sheldon  Lobel  for  August  C.  Rohr,  Henry 
Rohr,  Arthur  Anthony  Cox,  owners;  HRF  Construction 
Company,  Incorporated,  vendee. 

SUBJECT — Application  May  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  encroaches  on  the 
required  rear  yard. 

PREMISES  AFFECTED — 62-15  62nd  Avenue,  north  side, 

188.36  feet  west  of  64th  Street,  Block  2764,  Lot  36, 
Middle  Village,  Borough  of  Queens.  Community  Board 

#5. 


270-74-A 

APPLICANT — Sheldon  Lobel  for  August  C.  Rohr,  Henry 
Rohr,  Arthur  Anthony  Cox,  owners ;  HRF  Construction 
Company,  Incorporated,  vendee. 

SUBJECT — Application  May  1,  1974 — filed  pursuant  to 
Section  35,  Article  3  of  the  General  City  Law  re-  proposed 
building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 62-15  62nd  Avenue,  north  side, 

188.36  feet  west  of  64th  Street,  Block  2764,  Lot  36, 
Middle  Village,  Borough  of  Queens. 


275-74-BZ 

APPLICANT — Mok  &  Sonber  for  Delano  Thomas,  owner. 
SUBJECT — Application  May  7,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  cellar  enlargement  to  a  two  family 
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dwelling  that  creates  non-compliance  in  floor  area  ratio 
and  open  space  ratio. 

PREMISES  AFFECTED — 167-04  144th  Drive,  southeast 
corner  of  167th  Street,  Block  13283,  Lot  156,  Springfield 
Gardens,  Borough  of  Queens.  Community  Board  #1 3. 


276-74-A 

APPLICANT — Mok  &  Sonber  for  Delano  Thomas,  owner. 

SUBJECT — Application  May  7,  1974 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  extension 
to  frame  building  located  within  the  fire  limits. 

PREMISES  AFFECTED — 167-04  144th  Drive,  southeast 
corner  of  167th  Street,  Block  13283,  Lot  156,  Springfield 
Gardens,  Borough  of  Queens. 


317-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Kitano  Arms 
Corporation,  owner. 

SUBJECT — Application  May  21,  1974 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  RIO  district,  the  conversion  of 
a  16  story  and  penthouse  building  into  a  transient  hotel 
with  an  extended  dining  room,  and  an  increase  in  the 
degree  of  non-compliance  in  lot  area  per  room. 

PREMISES  AFFECTED — 64-66  Park  Avenue  and  44-50 
East  38th  Street,  southwest  corner,  Block  867,  Lot  42, 
Borough  of  Manhattan.  Community  Board  #6. 


322-74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Selma  Rosen, 
owner. 

SUBJECT— Application  May  24,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of 
a  one  story  enlargement  to  a  one  family  dwelling  that 
encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 76-24  267th  Street,  west  side, 
205.43  feet  south  of  76th  Avenue,  Block  8542,  Lot  18,  New 
Hyde  Park,  Borough  of  Queens.  Community  Board  #13. 


352-74-BZ 

APPLICANT — Joseph  Marini  for  William  F.  Alleyne, 
owner. 

SUBJECT — Application  June  7,  1974 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
three  story  enlargement  to  a  dwelling  that  creates  non- 
compliance  in  floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 372  Adelphi  Street,  west  side, 
96  feet  north  of  Greene  Avenue,  Block  2120,  Lot  38,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #2. 

136-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Bayhead  Realty 
Corporation,  owner. 

SUBJECT — Application  March  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  a  Cl -2  and  R6  district,  the 
erection  of  a  four  story  and  cellar  commercial  building 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  accessory  parking  and  loading,  and  encroaches 
on  the  required  rear  yard. 

PREMISES  AFFECTED — 9914-24  4th  Avenue  and  339-57 
100th  Street,  northwest  corner,  Block  6134,  Lot  28,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #10. 


288- 74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Thompson  Five  Seven  Corporation,  owner. 

SUBJECT — Application  May  10,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  rehabilitation 
and  combining  of  two  buildings  into  a  six  story  residential 
building  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio. 

PREMISES  AFFECTED — 13-15  Jones  Street,  west  side, 
145  feet  south  of  West  4th  Street,  Block  590,  Lots  79  and 
80,  Borough  of  Manhattan.  Community  Board  #2. 

289- 74-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Thompson  Five  Seven  Corporation,  owner. 

SUBJECT — Application  May  10,  1974 — filed  pursuant  to 
Section  310  of  the  Multiple  Dwelling  Law  for  variation 
of  Section  34,  subdivision  6a  of  the  Multple  Dwelling  Law 
re-  living  rooms  in  cellar,  Sect.  211  re-  increase  in  height 
of  building,  Sect.  231  re-  egress,  Sect.  52  re-  stairs,  and 
Sect.  212  re-  bridge  obstruction  in  court. 

PREMISES  AFFECTED — 13-15  Jones  Street,  west  side, 
145  feet  south  of  West  4th  Street,  Block  590,  Lots  79  and 
80,  Borough  of  Manhattan. 


332-74-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Number  Fourteen 
Theatre,  Incorporated,  owner. 

SUBJECT — Application  May  31,  1974 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml -5  district,  the  conversion 
of  the  second  through  11th  floors  of  a  commercial  building 
to  residential  use  that  creates  non-compliance  and  non¬ 
conformity. 

PREMISES  AFFECTED— 105  Hudson  Street  and  172 
Franklin  Street,  northwest  corner,  Block  187,  Lot  30,  Bor¬ 
ough  of  Manhattan.  Community  Board  #1. 


333-74-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Number  Fourteen 
Theatre,  Incorporated,  owner. 

SUBJECT — Application  May  31,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  windows  opening 
unto  court. 

PREMISES  AFFECTED — 105  Hudson  Street  and  172 
Franklin  Street,  northwest  corner,  Block  187,  Lot  30, 
Borough  of  Manhattan. 


JULY  16,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning  July  16,  1974,  at  2  o’clock  at  80  Lafayette  Street, 
9th  floor,  New  York,  N.  Y.  10013  on  the  following  matters: 

650-73- A 

APPLICANT — Squadron,  Gartenberg,  Ellenoff  &  Plesent 
for  H.  G.  V.  Associates,  owner;  Mike’s  Farmers  Market, 
lessee. 

SUBJECT — Application  December  4,  1973 — appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  revocation 
of  Building  Permit  #2148/73. 

PREMISES  AFFECTED — 136-19  Whitestone  Expressway, 
southwest  corner  of  28th  Avenue,  Block  4339,  Lots  65  and 
73,  Whitestone,  Borough  of  Queens. 


521 


CALENDAR 


141-74-A 

APPLICANT — 'Candle  Corporation  of  America,  owner. 

SUBJECT — Application  March  8,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  combus¬ 
tible  mixture  known  as  “Exclusive  Lamp  Fuel”  in  one 
(1)  gallon  polyethylene  bottle,  not  in  compliance  with 
regulation  of  the  Administrative  Code  of  New  York  City. 


185-74-A 

APPLICANT — Harold  E.  Diamond  for  Green  Manor 
Homes,  Incorporated,  owner. 

SUBJECT — Application  March  29,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 48  Church  Avenue,  south  side, 
431.07  feet  east  of  Victory  Boulevard,  Block  2625,  Lot  41, 
Travis,  Borough  of  Richmond. 


284-74-A 

APPLICANT — Cromwell  Products,  Incorporated,  owner. 

SUBJECT — Application  May  9,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Dif  Wallpaper  Stripper”  in  22 
ounce  HDPE  with  screw  type  plastic  cap,  not  in  compli¬ 
ance  with  regulation  of  the  Administrative  Code  of  New 
York  City. 


315-74-A 

APPLICANT — Lauria  &  Rowe  for  Morton  Katz,  owner. 
SUBJECT — Application  May  17,  1974 — filed  pursuant  to 
Section  36,  Article  3  re-  building  not  fronting  legal  street. 


PREMISES  AFFECTED — 244  Arlington  Avenue,  west 
side,  615.98  feet  south  of  Arlington  Place,  Blocks  1277  and 
1267,  Lots  460  and  9,  Borough  of  Richmond. 

256-74-A 

APPLICANT — Harry  Soled  for  Yeshivath  Beth  Hillel  of 
Krasna,  owner. 

SUBJECT — Application  May  1,  1974 — appeal  from  a  decision 
of  the  Borough  Superintendent,  re-  Height  and  Area 
Limits. 

PREMISES  AFFECTED — 1371  42nd  Street,  north  side, 
100  feet  west  of  14th  Avenue,  Block  5594,  Lot  48,  Borough 
of  Brooklyn. 

321-74-A 

APPLICANT — David  L.  Seed  for  Union  Carbide  Corpora¬ 
tion,  owner. 

SUBJECT — Application  May  23,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Prestone  Windshield  Washer 
Anti  Freeze  and  Cleaner  AS-141,  in  sixteen  (16)  ounce 
cone  top  metal;  crown  cap  (Non-replaceable)  not  in  com¬ 
pliance  with  the  regulations  of  the  Administrative  Code  of 
New  York  City. 


240-74-A 

APPLICANT — Diffendale  &  Kubec  for  Astolfo  Giuntoli, 
owner. 

SUBJECT — Application  April  22,  1974 — Filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 40  East  Entry  Road,  south  side, 
234.34  feet  west  of  Flagg  Place,  Block  888,  Lot  108,  Don- 
gan  Hills,  Borough  of  Richmond. 

JOSEPH  B.  KLEIN,  Chairman 
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MINUTES 


(Remaining  P.M.  Minutes  from 
June  4,  1974.) 


213-74-BCR 

APPLICANT — Jeremiah  T.  Walsh,  P.E.,  Commissioner, 
Department  of  Buildings,  letter  dated  April  12,  1974  and 
received  April  16,  1974. 

AU1  HORITY — Section  C26-106.2(e)  of  the  Building  Code 
of  the  City  of  New  York. 

SUBJECT — Modification  of  Reference  Standard  RS  17-2 
of  the  Building  Code  of  the  City  of  New  York  (Standards 
for  the  Installation  of  Sprinkler  Systems). 

APPEARANCES— 

For  Applicant:  I.  Minkin,  Building  Dept. 

ACTION  OF  BOARD — Reference  Standard  RS  17-2 
modified. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  . j  ”  q 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  May  21,  1974 
after  due  notice;  and 

Whereas,  The  Board  of  Standards  and  Appeals  has 
determined  that  Reference  Standard  RS  17-2  should  be  modi¬ 
fied  ; 

Resolved,  that  the  Board  of  Standards  and  Appeals  acting 
under  the  authority  of  Section  C26-106.2(e)  of  the  Building 
Code  of  the  City  of  New  York  does  hereby  modify  the  desig¬ 
nated  Reference  Standard  RS  17-2  of  the  Building  Code  of 
the  City  of  New  York  (Standards  for  the  Installation  of 
Sprinkler  Systems)  as  follows: 

Amendment  to  List  of  Referenced  National  Standards  For 
Reference  Standard  RS-17 

NFPA  No.  13  Standard  for  Installation  [1966]  1973 
[As  Modified]  of  Sprinkler  Systems 

Reference  Standard  RS-17-2  (NFPA  No.  13-1966,  Standard 
for  the  Installation  of  Sprinkler  Systems)  and  modifications 
thereto  are  hereby  repealed  in  its  entirety,  and  superseded 
by  the  following : 

REFERENCE  STANDARD  RS-17-2  NFPA  No.  13-1973 
— Standards  for  the  Installation  of  Sprinkler  Systems. 

MODIFICATIONS — The  provisions  of  NFPA  No.  13- 
1973  shall  be  subject  to  the  following  modifications.  The 
section  and  paragraph  numbers  are  from  that  standard. 


CHAPTER  I  GENERAL  INFORMATION 
1-1.1  Delete 
1-4  Delete 
1-6  Delete 

1.7  Classification  of  Occupancies 

Add  1-7.6  For  purposes  related  to  sprinkler  installation, 
classifications  of  occupancies  in  Paragraphs  1-7.1. 1,  1-7.2. 1, 
1 -7.2.2,  1 -7.2.3,  1 -7.3.1  and  1-7.4  shall  be  considered  as 
equivalent  to  classifications  of  buildings  and  spaces  in  the 
building  code  as  follows : 

Light  Hazard— E,  G,  H-l,  H-2,  J-l,  J-2,  J-3 
Ordinary  Hazard— B-l,  B-2,  D-l,  D-2,  C,  F-l,  F-3,  F-4 

Extra  Hazard — A 

1-9  Delete 

1-10  Delete 


1-11.1  Delete 

1-11.3  Delete,  except  for  1.11.3-6 
1-1 1.4  Delete 

1-12  Delete 


CHAPTER  2  WATER  SUPPLIES 


2-1  Delete 

Revise  Table  2-2.1  (A)  to  read  as  follows: 

Guide  to  Water  Supply  Requirements  for  Pipe  Schedule 
Sprinkler  Systems. 


Occupancy 
Classification 
Light  Hazard 
Ordinary  Hazard 
(  Group  1 ) 
Ordinary  Hazard 
(Group  2) 
Ordinary  Hazard 
(  Group  3 ) 


Warehouses 


High-Rise 

Buildings 

Woodworker’s 

Shop 

See  Appendix  A 
Extra  Hazard 


Acceptable 
Flow 
at  Base 
of  Riser 
(See  Note 2) 
500-  700  gpm 
700-1000  gpm 


Residual 
Pressure 
Required 
(See  Note  1) 

15  psi 
15  psi 
or  higher 
15  psi 
or  higher 
Pressure  and  flow  requirements 
for  sprinklers  and  hose  streams 
to  be  determined  from  Table 
2-2.1  (B). 


850-1500  gpm 


Duration  in 
Minutes 
(See  Note  3) 
30* 

30 


30 

30 


Pressure  and  flow  requirements 
as  determined  by  Chapter  7  and 
subject  to  Commissioner’s  ap¬ 
proval. 

Pressure  and  flow  requirements 
for  sprinklers  in  accordance 
with  Chapter  8. 

Pressure  and  flow  requirements 
subject  to  Commissioner’s  ap¬ 
proval. 

Pressure  and  flow  requirements 
subject  to  Commissioner’s  ap¬ 
proval. 


Notes : 

1.  The  pressure  required  at  the  base  of  the  sprinkler 
riser (s)  is  defined  as  the  residual  pressure  required  of  the 
elevation  of  the  highest  sprinkler  plus  the  pressure  required 
to  reach  this  elevation. 

2.  The  lower  figure  is  the  minimum  flow  ordinarily  ac¬ 
ceptable  for  pipe  schedule  sprinkler  systems.  The  higher  flow 
should  normally  suffice  for  all  cases  under  each  group. 

3.  The  duration  figure  is  ordinarily  acceptable  where  re¬ 
mote  station  water  flow  alarm  service  or  equivalent  is  pro¬ 
vided  and  should  normally  suffice  for  all  cases  under  each 
group.  *In  existing  buildings  only  the  Commissioner  may 
authorize  reduction  of  storage  to  20  minutes  provided  there 
is  provided  mechanical  automatic  means  of  make-up  to  the 
storage  tank  at  a  rate  exceeding  the  sprinkler  demand. 

2-3  Connections  to  Water  Work 
2-3. 1.2  Delete 
2-4  Gravity  Tanks 

2-4.2  Add  a  sentence  to  read  as  follows:  “If  any  of  the 
sprinkler  heads  are  supplied  from  domestic  water  tanks,  the 
combined  water  supply  in  the  tank  shall  be  at  least  5,000 
gallons.” 

Add  2-4.3  Combined  Use.  In  E  Occupanies,  with  only  lim¬ 
ited  ordinary  hazard  areas,  the  sprinkler  and  standpipe 
reserve  may  be  common  to  both.  Reserve  shall  be  sized  for 
whichever  demand  is  the  greater. 

2-5  Pumps 

Add  2-5.3  Combined  Use.  In  light  hazard  occupanies  with 
only  limited  ordinary  hazard  areas,  an  automatic  fire  pump 
serving  the  lower  300  ft.  of  the  standpipe  system  may  be 
used  as  the  primary  supply  to  the  sprinkler  system,  provided 
that  a  secondary  power  supply  is  available  to  drive  the 
pump;  and  such  power  supply  shall  be  automatic  switching. 
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Add  2-5.4  In  hydraulically  designed  sprinkler  system  sup¬ 
plied  from  a  gravity  tank,  the  pressure  may  he  increased  by 
means  of  an  automatic,  special  service  fire  pump.  The  pump 
shall  be  sized  to  satisfy  the  requirements  of  Table  2-2.1  (A) 
or  Table  2-2.1  (B)  and  shall  be  arranged  in  a  bypass  to  per¬ 
mit  the  portion  of  the  system  so  supplied  to  be  served  by 
the  system’s  siamese  connections. 

(a)  The  pump  need  not  be  supplied  from  the  street  side 
of  the  building  service  switch,  but  the  electrical  service  and 
pump  operation  shall  be  fully  supervised,  provided  that  a 
secondary  power  supply  is  available  to  drive  the  pump ;  and 
such  power  supply  shall  be  automatic  switching. 

2-6  Pressure  Tanks 

Delete  2-6.1  to  2-6.3  and  substitutes: 

2-6.1  Acceptability.  A  pressure  tank  in  accordance  with 
Table  2-2.1  (A)  or  2-2.1  (B)  is  an  acceptable  water  supply 
source.  The  total  available  quantity  of  water  in  pressure 
tanks  need  not  exceed  15,000  gal.  when  there  is  a  secondary 
source  of  water  supply  available  from  a  gravity  tank  or  a 
street  connection  acceptable  to  the  Commissioner  of  Build¬ 
ings.  The  maximum  gross  capacity  of  a  single  pressure  tank 
shall  be  9,000  gal. 

2-6.2  Each  Tank  shall  be  kept  at  a  maximum  of  full  of 
water  and  a  minimum  of  Y  full  of  air  maintained  under  a 
minimum  pressure  of  75  psig.  The  water-to-air  ratio  shall 
be  so  proportioned  and  the  tank  so  located  that  a  minimum 
pressure  of  15  psig  will  be  available  on  the  highest  line  of 
sprinklers  below  the  main  roof  when  all  the  water  has  been 
discharged  from  the  tank. 

2-6.3  The  tank  supports  shall  be  designed  on  the  basis  of  the 
tank  being  full  of  water. 

2-6.4  The  tanks  shall  be  supplied  with  water  through  a  fixed 
pipe,  independent  of  the  sprinkler  piping,  and  at  least  2  in.  in 
size.  The  water  supply  and  connection  shall  be  capable  of 
supplying  the  tank  at  a  rate  of  at  least  65  gpm  without  reduc¬ 
ing  the  pressure  in  the  tank.  The  tank  shall  have  a  fixed 
water  level  plate  on  the  end  of  the  tank  opposite  the  gauge 
glass,  or  equivalent  devices,  to  indicate  the  level  of  the  water 
in  the  tank. 

2-6.5  The  air  compressor  shall  be  provided  with  automatic 
controls  for  maintaining  the  air-to-water  ratio.  The  capacity 
of  the  compressor  shall  be  sufficient  to  build  up  the  tank 
pressure  to  75  psig  within  3  hr.  or  less. 

2-6.6  Pressure  tanks  shall  be  provided  with  approved  closed 
circuit  high  and  low  water  and  high  and  low  air  alarms. 

2-6.7  Pressure  tanks  shall  be  located  at  or  above  the  top  level 
of  sprinklers. 

2-7  Delete 

2- 8  Delete 

CHAPTER  3  SYSTEM  COMPONENTS 

3- 1.1  Delete 

3-1.1. 1  Delete 

Add  the  following  in  lieu  of  the  above : 

Piping  Specifications. 

Pipe  used  in  sprinkler  systems  shall  be  wrought  steel  or 
wrought  iron.  The  chemical  and  physical  properties  of  this 
pipe  should  be  at  least  equal  to  those  manufactured  in  accord¬ 
ance  with  the  specifications  of  the  American  Society  for  Test¬ 
ing  and  Materials  for  Black  and  Hot-Dipped  Zinc-Coated 
(Galvanized)  Welded  and  seamless  Steel  Pipe  for  Ordi¬ 
nary  Uses,  ASTM  Designation  A-120-62T  or  for  Welded 
Wrought-Iron  Pipe,  ASTM  Designation  A-72-62T.  Dimen¬ 
sions  for  all  pipe  should  be  in  accordance  with  the  American 
Standard  for  Wrought  Steel  and  Wrought  Iron  Pipe,  ASA 
No.  B36.10-1970.  Pipe  used  in  sprinkler  systems  should  be 
designed  to  withstand  a  working  pressure  of  not  less  than 


175  psi.  It  is  intended  that  this  sprinkler  standard  permit 
the  use  of  “standard  wall”  pipe  as  described  in  ASA  No. 
B-36.10-1970  for  pressures  up  to  300  psi.  Schedule  40  pipe  is 
considered  “standard  wall”  pipe.  Schedule  30  pipe  is,  how¬ 
ever,  acceptable  in  sizes  8  in.  and  the  larger. 

Other  types  of  pipe  or  tube  may  be  used,  but  only  those 
investigated  and  listed  for  this  service  by  a  nationally  recog¬ 
nized  testing  and  inspection  agency  and  acceptable  to  the 
Commissioner.  The  use  of  pipe  or  tube  other  than  that  de¬ 
scribed  above  must  involve  consideration  of  many  factors,  e.g., 

1.  Pressure  rating. 

2.  Beam  strength  (hangers). 

3.  Corrosion  (chemical  and  electrolytic). 

4.  Resistance  to  failure  when  exposed  to  elevated 
temperatures. 

5.  Methods  of  joining  (strength,  permanence,  fire 
hazard). 

6.  Availability  of  fittings  (for  sprinkler  outlets  and 
proper  routing). 

3-2  Definitions.  Delete  “Fire  Section”  and  substitute  the 
following:  “Fire  Section — see  sub-article  201.0” 

3-3  Pipe  Schedules 

Add  3-3.6  Mezzanines  and  Large  Platforms.  In  buildings 
having  mezzanine  floors,  large  platforms,  or  large  openings 
between  floors  which  cannot  be  closed  or  satisfactorily  cut 
off,  the  possibility  that  all  or  most  of  the  sprinklers  might  be 
opened  by  a  single  fire  should  be  considered  in  determining 
the  size  of  risers.  Where  occupancy  and  construction  are 
exceptionally  good,  and  where  there  is  little  likelihood  of  a 
fire  spreading  beyond  the  vicinity  of  its  origin,  the  size  of 
the  feed  main  should  be  based  on  the  total  number  of  sprin¬ 
klers  in  the  main  area  plus  half  the  number  in  the  area  not 
cut  off. 

Add  3-3.7  Long  Runs  of  Pipe.  Where  the  construction  or 
conditions  introduce  unusually  long  runs  of  pipe  or  many 
angles,  in  risers  or  feed  mains,  an  increase  in  pipe  size  over 
that  called  for  in  the  schedules  may  be  required  to  compen¬ 
sate  for  increased  friction  losses. 

Add  3-3.8  Sizes  for  Domestic  Water  Piping.  Where  per¬ 
mitted  by  the  building  code,  10  or  less  heads  in  a  fire  section 
that  are  connected  to  the  domestic  water  system  shall  have 
the  piping  sized  in  accordance  with  the  tables  herein,  and 
the  domestic  water  line  to  which  the  sprinkler  piping  is  con¬ 
nected  shall  be  at  least  the  size  of  the  sprinkler  line  con¬ 
nected  thereto.  Connections  may  be  made  directly  to  cross- 
connections  or  headers. 

3-7.7  Hand  Hose  Connections.  Delete 
Add  3-7.7  Fire  Standpipe  Hose  Connections.  Where  per¬ 
mitted  under  Chapter  8  High-Rise  Buildings,  and  were  per¬ 
mitted  by  the  Commissioner,  the  sprinkler  systems  may  be 
connected  to  the  distribution  system  of  mains  and  risers 
serving  the  required  standpipe  hose  connections.  Connections 
to  standpipe  systems  shall  be  valved  and  fitted  with  an  ap¬ 
proved  supervised  temper  switch  and  flow  detector. 

3-7.8  Hose  Connection  for  Fire  Department  Use.  Delete. 

3-8. 1.1  Delete 

Add  the  following,  in  lieu  of  the  above : 

A  test  pipe  of  not  less  than  1-inch  diameter  terminating  in 
a  smooth  bore  corrosion  resistant  outlet  giving  a  flow 
equivalent  to  one  sprinkler  shall  be  provided.  This  test  pipe 
shall  be  provided  for  each  system  through  a  pipe  not  less 
than  1  inch  in  diameter,  in  the  upper  story,  and  the  con¬ 
nection  should  preferably  be  piped  from  the  end  of  the  most 
remote  branch  line.  The  discharge  should  be  at  a  point 
where  it  can  be  readily  observed.  In  locations  where  it  is 
not  practical  to  terminate  the  test  pipe  outside  the  building, 
the  test  pipe  may  terminate  into  a  drain.  In  this  event,  the 
test  connection  shall  be  made  using  an  approved  sight  test 
connection  containing  a  smooth  bore  corrosion  resistant  ori¬ 
fice  giving  a  flow  equivalent  to  one  sprinkler.  (See  Fig. 
3081.)  The  test  valve  shall  be  located  at  an  accessible  point, 
and  preferable  not  over  seven  feet  above  the  floor.  The 
control  valve  on  the  test  connection  shall  be  located  at  a 
point  not  exposed  to  freezing. 
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The  drawing  on  the  upper  portion  of  the  page  shows  the 
preferred  arrangement.  In  special  cases,  the  connection  may 
be  made  in  the  manner  shown  in  the  lower  drawing. 


Preferably  to  end 
of  remote  branch 
Jine 


I  in.  globe  valve 
not  over  7  ft. 
above  floor 


ELEVATION 


Smooth  bore  cor¬ 
rosion  resistan  r 
outlet  giving 
flow  equivalent 
to  one  sprinkler. 


■1  in.  45° 
elbow 


Note:  Not  less  than  4  feet  of  exposed  test  pipe  in  warm  room 
beyond  valve  when  pipe  extends  through  wall  to  outside. 


Fig.  3031.  One-Inch  System  Test  Pipes  on  Wet-Pipe  Systems.  . 

Connect  to  top  of  main  riser  or  to  sprinkler  pipe  In  ths  highest  part  ofjtyitanis 

3-13  Valves 
3-13.2.5  Delete 
3-13.2.6  Delete 
3-13.2.7  Delete 

Add  3-13.2.5  Where  there  is  one  water  supply  connection  a 
check  value  shall  be  installed. 

Add  3-13.2.6  Where  a  system  having  only  one  dry-pipe  valve 
is  supplied  with  City  water  and  Fire  Department  connection 
it  will  be  satisfactory  to  install  the  main  check  valve  in  water 
supply  connection  in  a  vertical  position  immediately  inside  of 
the  building;  in  case  there  is  no  outside  control  the  system 
gate  shall  be  placed  at  the  wall  flange  ahead  of  all  fittings. 
Such  an  arrangement  eliminates  a  pit  and  in  most  cases  one 
additional  cast-iron  socket  quarter  bend. 

Add  3-13.2.7  Where  either  a  wet  or  dry  pipe  sprinkler  system 
is  supplied  by  City  water  and  a  Fire  Department  connection 
and  has  more  than  one  riser  with  O. S.&Y.  gate  valve  in 
each,  and  the  whole  system  is  controlled  by  one  outside  post 
indicator  valve,  it  will  be  satisfactory  to  install  the  main 
check  valve  in  the  water  supply  connection  immediately  in¬ 
side  building. 

Add  3-13.2.8  Where  a  wet  pipe  sprinkler  system  is  supplied 
by  City  water  and  a  Fire  Department  connection  with  only 
one  riser,  the  alarm  valve  will  be  considered  as  a  check  valve 
and  an  additional  check  will  not  be  required. 

Add  3-13.2.9  A  gate  valve  shall  be  installed  on  each  side  of 
each  check  valve  under  conditions  other  than  described  in 


Paragraphs  3-13.2.6,  3-13.2.7  and  3-13.2.8. 

Add  3-13.2.10  Where  a  gravity  tank  is  located  on  a  tower  in 
the  yard,  the  gate  valve  on  the  tank  side  of  the  check  valve 
shall  be  of  O.S.&Y.  type;  the  other  shall  be  either  or  O.S.&Y. 
valve  or  an  indicator  post  valve.  Where  a  gravity  tank  is 
located  on  a  building  both  gate  valves  shall  be  the  O.S.&Y. 
type ;  and  all  fittings  inside  the  buildings,  except  the  drain 
tee  and  heater  connections,  shall  be  under  the  control  of  a 
gate  valve. 

Add  3-13.2.11  In  a  City  connection  serving  as  one  source  of 
supply  the  City  valve  in  the  connection  may  serve  as  one  of 
the  required  gate  valves.  An  O.S.&Y.  valve  or  an  indicator 
post  valve  shall  be  installed  on  the  system  side  of  the  check 
valve. 

Add  3-13.2.12  A  connection  from  public  water  system  shall 
not  extend  into  or  through  a  building  unless  such  connection 
is  under  the  control  of  an  outside  indicator  post  or  O.S.&Y 
gate  valve  or  under  the  control  of  an  inside  O.S.&Y.  gate 
valve  located  near  outside  the  wall  of  the  building. 

Add  3-13.2.13  When  a  pump,  located  in  a  combustible  pump 
house  or  exposed  to  danger  from  fire  or  falling  walls,  or  a 
tank,  discharges  into  a  yard  main  fed  by  another  supply 
either  the  check  valve  in  the  connection  shall  be  located  in  a 
pit  or  the  gate  shall  be  of  the  indicator  post  type,  located 
a  safe  distance  outside  of  buildings. 

Add  3-13.2.14  Check  valves  on  tank  or  pump  connections 
when  located  underground  may  be  placed  inside  of  buildings 
and  at  a  safe  distance  from  the  tank  riser  or  pump,  except  in 
cases  where  the  building  is  entirely  of  one  fire  area,  when 
it  is  ordinarily  considered  satisfactory  to  locate  the  check 
valve  overhead  in  the  lowest  level. 

Add  3-13.2.15  All  gate  valves  controlling  water  supplies  for 
sprinklers  shall  be  located  where  readily  accessible  and  when 
necessary,  permanent  ladders,  clamped  treads  on  risers,  chains 
and  wheels,  or  other  accepted  means  shall  be  provided. 

Add  3-13.2.16  Section  Valves  in  Underground  Fire  Mains. 
Large  yard  systems  shall  have  section  controlling  valves  at 
appropriate  points,  in  order  to  permit  sectionalizing  the  sys¬ 
tem  in  the  event  of  a  break,  or  for  the  making  of  repairs  or 
extension.  (See  Standard  for  Outside  Protection,  NFPA 
No.  24.) 

Add  3-13.2.17  Floor  Valves.  Floor  control  valves  shall  be 
provided  where  required  or  in  special  cases  where  area  or 
height,  or  number  of  tenants  in  excessive,  both  in  manufac¬ 
turing  and  mercantile  buildings,  or  where  contents  are  more 
than  ordinarily  susceptible  to  damage.  Floor  valves  shall  be 
located  where  they  are  readily  accessible.  They  are  to  be 
O.S.&Y.  type. 

Add  3-13.2.18  Indicator  Posts  for  Gate  Valves. 

Add  3-13.2.18.1  Outside  control  shall  be  provided. 

Add  3-13.2.18.2  Where  sprinklers  are  supplied  from  a  yard 
main,  an  approved  outside  indicator  post  gate  valve  shall  be 
placed  in  the  connecting  pipe  at  a  safe  distance  from  the 
building. 

Add  3-13.2.18.3  Indicator  post  valves  shall  be  located  not  less 
than  40  feet  from  buildings ;  but  where  necessary  to  place  a 
valve  close  to  a  building,  it  shall  be  located  at  a  blank  part  of 
the  wall. 

Add  3-13.2.18.4  When  a  building  has  no  basement,  and  out¬ 
side  post  indicator  control  cannot  be  furnished,  short  post 
indicator  may  be  installed  in  a  horizontal  position  in  riser 
with  handwheel  projecting  outside  of  wall. 

Add  3-13.2.19  Pits  for  Underground  Valves.  Pits  for  under¬ 
ground  valves,  except  those  located  at  the  base  of  a  tank 
riser,  are  described  in  the  Standard  for  Outside  Protection 
(NFPA  No.  24).  For  pits  protecting  valves  located  at  the 
base  of  a  tank  riser,  refer  to  the  Standard  for  Water  Tanks 
for  Private  Fire  Protection  (NFPA  No.  22). 

Add  3-13.2.20  Securing  of  Valves.  All  gate  valves  in  supply 
pipes  to  automatic  sprinklers,  whether  or  not  of  indicator 
or  post  pattern,  shall  be  sealed  open  in  a  satisfactory  manner. 
Add  3-13.2.21  Valves  controlling  sprinkler  supplied  from  the 
standpipe  system  shall  be  approved  for  standpipe  service  in 
the  pressure  zone  in  which  it  is  installed.  They  shall  be 
O.S.&Y.  type. 
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3-14.2.2  Delete 

3-15.6.3  Delete  this  section,  and  substitute  the  following: 
The  use  of  sprinklers  with  temperature  ratings  higher  than 
ordinary  shall  be  in  accordance  with  the  maximum  ceiling 
temperatures  given  in  Table  3-15.6.1,  except  that  intermedi¬ 
ate  or  high  temperature  sprinklers  may  be  used  in  other  than 
light  hazard  occupancies.  The  use  of  high  temperature 
sprinklers  shall  be  limited  to  buildings  with  structural  steel 
fully  protected. 

3-16.3.2  Delete  this  section,  and  substitute  the  following: 
Dry  Pipe  Valves — The  alarm  apparatus  for  a  dry-pipe 
system  shall  consist  of  approved  flow  and  low  and  high 
alarm  attachments  to  the  dry-pipe  valve.  When  a  dry-pipe 
valve  is  located  on  the  system  side  of  an  alarm  valve,  the 
actuating  device  of  the  alarms  for  the  dry-pipe  valve  may 
be  connected  to  the  alarms  on  the  wet-pipe  system. 

3-16.7  Delete  this  section,  and  substiute  the  following: 
Identification  Signs.  It  is  essential  to  provide  identification 
signs  for  outside  alarm  devices.  The  sign  should  be  located 
near  the  device  in  a  conspicuous  position  and  shall  be  worded 
as  follows :  “Sprinkler  Fire  Alarm — when  bell  rings  call 
Fire  Department  or  Police. 

Add  3-16.8  Drains. 

Add  3-16.8.1  Where  vents  are  necessary  for  satisfactory 
electric  alarm  switch  operation,  such  vents  should  be  prop¬ 
erly  piped  to  a  drain. 

Add  3-16.8.2  Drains  from  alarm  devices  shall  be  so  arranged 
that  there  will  be  no  danger  of  freezing,  and  so  that  there 
will  be  no  overflowing  at  the  alarm  apparatus,  at  domestic 
connections  or  elsewhere  with  the  sprinkler  drains  wide  open 
and  under  pressure. 

Add  3-16.8.3  Drains  from  retarding  chamber  and  electric 
alarm  switch  shall  preferably  discharge  through  an  open 
cone  and  be  run  separate  from  main  system  drains  to  a 
safe  and  visible  point  of  free  discharge  or  to  sewer  or  ground 
drain.  Drain  from  water-motor-operated  alarm  device  may 
run  separately  to  sewer  or  ground  drain  or  may  be  connected 
to  drain  from  retarding  chamber  at  a  point  between  such 
sewer  and  a  check  valve  on  this  drain,  a  union  or  plug  being 
inserted  in  the  drain  from  the  alarm  device  to  permit  inspec¬ 


tion.  Where  checks  are  used  they  shall  be  so  located  as  to 
have  the  equivalent  of  at  least  four-foot  head  and  shall  not 
be  installed  in  a  vertical  position. 

Add  3-16.8.4  Where  drains  are  conveyed  to  a  sewer,  a 
proper  trap  shall  be  provided. 

Add  3-16.8.5  Where  necessary  to  drain  valves  outside  the 
wall,  an  open  discharge  cone  should  be  provided  inside  to 
break  the  pipe  line  so  that  cold  will  not  be  conducted  directly 
into  the  retarding  chamber. 

4-1.2  Delete 

4-4.8. 1  Delete 

4-4.8.2  Delete 

4-4.8.3  Delete 

Add  4-4.17.4  Safe  deposits  or  other  vaults  of  fire-resistive 
construction  will  not  require  sprinkler  protection  when  used 
for  the  storage  of  records,  files  and  other  documents,  when 
stored  in  metal  cabinets. 

4-4.18.1  Delete,  and  substitute  the  following: 

In  cooking  areas  protected  by  automatic  sprinklers,  sprin¬ 
klers  shall  be  provided  to  protect  commercial-type  cooking 
equipment  and  ventilation  systems  that  are  designed  to  carry 
away  grease  laden  vapors  unless  otherwise  protected  (See 
RS-13-2  and  RS-13-3).  Sprinklers  shall  be  so  located  as  to 
give  complete  coverage  of  cooking  surfaces,  within  exhaust 
ducts,  within  exhaust  hood  plenum  chamber,  and  under  filters, 
if  any. 


CHAPTER  5  TYPES  OF  SYSTEMS 

5-3.4  Delete,  and  substitute  the  following: 

Location  and  Spacing  of  Fire  Detection  Devices.  Spacing 
of  fire  detection  devices  shall  be  in  accordance  with  their 
listing  by  nationally  recognized  testing  laboratories  or  in 
accordance  with  manufacturer’s  specification  subject  to  the 
approval  of  the  Commissioner  of  Buildings. 

Fig.  5-5.3  Delete  and  substitute  the  following : 


Ter'*  shall  be  8  IPS 
See  notes  this  drawing. 


0  mus 
leas 


t  be  at,7] 
t  2x"d_f 


I.D.=  d 


CS  3  Y  solve  - 


A 


Sompling 
Line  w/2  volve 


II 


OSSY  valve  to 
be  closed  when 
fitting  loop  with 
non-freeze  solution 


Filling  cup 


to  sprinkler 
/heads 


End  of  sampling  line  J 
protruded  about  1/3 
of  "o"  into  (8) 


Notes: 

1.  BufTer  tank  -'B."  Contents  of  buffer  tank  must  equal  contents  of  entire  non-freeze  system. 

2.  Branch  sprinkler  line  to  be  below  supply  main. 

1  50%  glycerine  to  he  used  w/o  water. 

Butler  lank  capacity  same  as  10  heads  system  capacity. 


1  in.  pipe 

J  'A  in.  pipe 

2  in.  pipe 


68  ft. 
16  ft. 
46  ft. 


5.  Dimensions  (&  capacity)  of  tank 
Length  —  5  fl.-O  in. 

Diameter  —  8  in.  I.P.S. 

Material  —  Flanged-Black  steel  pipe 
Capacity  —  14  gallons 


=  3.06  gal. 

=  1.69  gal. 
=  8.00  gal. 
12.75  Total 


imum  height 
of  entire  non-freeze 
system  5  -0* 


DETAIL  OF  TYPICAL  INSTALLATION 

( NO  SCALE  ) 


*  *8urc  5-5.3  Arrangement  of  Supply  Piping  and  Valves 
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CHAPTER  6  OUTSIDE  SPRINKLERS  FOR 
PROTECTION  AGAINST  EXPOSURE  FIRES 

6-1  Water  Supply  and  Control.  Delete. 

6- 2  System  Components.  Delete. 

CHAPTER  7  HYDRAULICALLY  DESIGNED 
SPRINKLER  SYSTEMS 

7- 2.1  Delete  and  substitute  the  following: 

Design  criteria  and  calculations  shall  be  submitted  to  the 
Commissioner  along  with  the  plans  to  obtain  the  necessary 
approval. 

CHAPTER  8  HIGH-RISE  BUILDINGS 

8- 1  Delete  and  substitute  the  following: 

The  provisions  of  this  Chapter  shall  apply  to  buildings  of 
Class  1  construction,  predominantly  light  hazard  occupancy, 
and  more  than  100  ft.  high. 

8-3.2  Delete 
8-4.3  Delete 

8-4.4  Delete  and  substitute  the  following : 

8-4.4  Combined  systems — Risers  providing  the  water  supply 
for  both  standpipe  and  sprinkler  systems  shall  have  a  mini¬ 
mum  diameter  of  6  inches ;  provided,  however,  a  minimum 
diameter  of  4  inches  may  be  authorized  in  existing  buildings 
if  hydraulic  calculations  indicate  that  an  adequate  supply  of 
water  can  be  assured. 

Appendix  A,  B  and  C  shall  be  considered  part  of  this  Refer¬ 
ence  Standard,  subject  to  the  following  modifications. 

A-l-7.3  Delete  and  substitute  the  following: 

A-l -7.3  New  Installations  protecting  extra  hazard  occupan¬ 
cies  may  be  hydraulically  designed,  or  pipe  schedule  systems 
may  be  utilized,  provided  that  a  sufficient  volume  of  water  is 
supplied,  and  the  water  pressure  is  adequate. 

A-l-8.1.2  Delete  and  substitute  the  following: 

A-l-8.1.2  Used  equipment  shall  not  be  permitted  unless 
completely  overhauled  by  the  manufacturers ;  and  shall  be 
subject  to  the  approval  of  the  Commissioner.” 

A-2-6.3  Amend  sub-section  titled  “Location  of  Pressure 
Tanks”  to  read  as  follows: 

Pressure  tanks  shall  be  located  at  or  above  the  top  level  of 
sprinklers. 

A-3-9.5  Delete  and  substitute  the  following : 

A-3-9.5  The  fire  hazard  of  the  brazing  process  should  be 
suitably  safeguarded.  Fire  guards  having  Certificates  of  Fit¬ 
ness  from  the  Fire  Department  shall  be  provided  as  required, 
and  portable  fire  fighting  equipment  shall  be  provided. 
A-3-10.2  In  second  paragraph,  delete  the  words  “copper 
tube”  and  substitute  “brass  piping  or  equivalent.” 

A-3-13.12  Delete  last  two  sentences. 

A-5-3.3  Delete  last  paragraph,  and  substitute  the  following : 
The  dry-pipe  valve  should  be  adequately  pressurized  to  con¬ 
form  to  the  manufacturer’s  design  and  available  water 
pressure. 


New  material  is  italicised. 

Material  in  [brackets]  is  deleted. 

REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  11,  1974,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Carroll,  and 
Commissioner  Walsh. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  May  28,  1974  and  special 
meeting  Thursday  morning  May  30,  1974,  were  approved  as 
printed  in  the  Bulletin  of  June  6,  1974,  Vol.  59,  No.  23. 


405-73-A 

APPLICANT — Rampulla  Associates  for  Cacciamani 

Brothers,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 


intendent — appeal  pursuant  to  Section  36,  Article  3  of  the 
General  City  Law  re-  building  not  on  legally  mapped 
street ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 1632  Richmond  Terrace,  south 
side,  105.7  feet  west  of  Tompkins  Center,  Block  187,  Lot 
42,  West  New  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Len  Rampulla. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  13,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  13,  1973,  by  adding  thereto : 

“that  the  proposed  building  may  be  reduced  in  length 
and  relocated  substantially  as  shown  on  revised  draw¬ 
ings  of  proposed  conditions  marked  ‘Received  April  24, 
1974’,  two  sheets,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (N.B.  1359-73) 


58-24-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
21  of  the  Zoning  Resolution,  permitting  partly  in  business 
and  partly  in  residence  use  districts,  the  alteration  of  a 
garage  (previously  granted  by  the  Board),  which  now  has 
permit  for  sale  of  gasoline,  to  include  a  gasoline  service 
station  in  conjunction  with  adjoining  premises. 

PREMISES  AFFECTED— 32-62  77th  Street,  west  side, 
100  feet  north  of  Northern  Boulevard,  Block  1172,  Lot  40 
(formerly  76-13  to  76-19  Northern  Boulevard,  northwest 
corner  of  77th  Street,  Block  1172,  Lots  40  and  45)  Jack- 
son  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  to  reopen  and  amend 


the  resolution  denied. 

THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative :  . .  0 

Negative :  Chairman  Klein  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh  .  5 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  8,  1924,  on  certain  conditions;  and 

Whereas,  the  resolution  was  last  amended  on  April  6, 
1937 ;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  July  17,  1951 ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution;  and 

Whereas,  the  Board  considers  that  the  terms  and  condi¬ 
tions  of  the  resolution  should  be  complied  with. 
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Resolved,  that  the  application  to  reopen  and  amend  the 
resolution  be  and  it  hereby  is  denied. 


397-53-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Caroline  Della 
Monica,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  12, 
1974 — decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition  under  Section  7f  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  two  car  garage,  a 
four  car  garage,  and  a  fourteen  car  garage  in  addi¬ 
tion  to  existing  five  car  garage. 

PREMISES  AFFECTED — 178-180  15th  Street,  south 
side,  278  feet  east  of  4th  Avenue,  Block  1047,  Lots  22 
and  23,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTON  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  5,  1954,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  11,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on 
January  5,  1954,  as  amended  through  May  12,  1964,  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

" granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (N.B.  509-53) 


782-56-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Texaco,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  21, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f,  7i,  7e  and  7 A  of 
the  Zoning  Resolution,  permitting  in  a  retail  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  minor  auto  repairs,  car  washing,  storage, 
office  and  sales,  parking  and  storage  of  motor  vehicles 
with  show  window  and  sign  less  than  75  feet  from  a 
residence  use  district. 

PREMISES  AFFECTED— 195-06  to  195-24  (195-02  offi¬ 
cial)  Northern  Boulevard,  south  side  from  195th  to  196th 
Street,  43-01  to  43-09  195th  Street,  and  43-02  to  43-10 
196th  Street,  Block  5519,  Lot  1,  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Applicant  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  21,  1959,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  June  11,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
reopen  and  amend  the  resolution  adopted  on  April  21,  1959, 
as  amended  through  May  8,  1962,  only  as  to  the  term  of 
variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  52-58) 

300-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Judith  Rothberg 
one  of  the  executors  of  the  Estate  of  Louis  Jablowsky, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  March  17,  1974 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Sections  7e,  7c,  7i  and  7 A  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  with  accessory  uses 
of  lubritorium,  auto  washing — non  automatic,  office,  sale 
of  accessories,  minor  repairs  with  hand  tools  only,  safety 
inspection  station  and  the  parking  and  storage  of  motor 
vehicles  with  business  sign  and  show  windows  within  75 
feet  of  a  residence  use  district. 

PREMISES  AFFECTED— 7214-7224  20th  Avenue  and 
1773-1783  73rd  Street,  northwest  corner,  Block  6195,  Lot 
43  formerly  Lots  43  and  48,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  17,  1959,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  11,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  March  17,  1959,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  810-58) 

222-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Thomas  H.  Fitz¬ 
gerald,  D/B/A  Sound  Associates,  Incorporated,  owner. 
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SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  December  12,  1973— deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R8  district,  the  enlargement  in  area  of 
the  first  floor  of  an  existing  four  story  building  and  the 
change  in  occupancy  from  store  to  electrical  equipment 
manufacturing. 

PREMISES  AFFECTED — 424  West  45th  Street,  south 
side,  300  feet  west  of  9th  Avenue,  Block  1054,  Lot  46, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  5,  1971,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  December  12,  1972,  and 

Whereas,  the  resolution  was  amended  on  January  9,  1973 ; 

and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  October  5,  1971,  as  amended 
through  January  9,  1973,  only  as  to  the  time  to  complete  the 
work,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution,  on 
condition  that  no  further  extension  of  time  will  be  con¬ 
sidered  by  the  Board.”(Alt.  88-71) 


743-72-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  long  term  lessee;  Utopia  Associates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  15,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-211  of  the  Zoning 
Resolution,  permitting  in  a  C2-2  district,  the  erection  and 
maintenance  of  an  automotive  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED — 181-08  Horace  Harding  Ex¬ 
pressway  and  69-05  Utopia  Parkway,  southeast  corner, 
Block  7070,  Lot  2,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE — 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  15,  1973,  on  certain  conditions;  and 


Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  15, 
1973,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  1000-72) 


11-49-BZ — Vol.  II 

APPLICANT — Robert  S.  Garson  for  Benenson  Equities 
Company — Benenson  Investment  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  17, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7c,  7e,  7h,  7 A  and  21  of 
the  Zoning  Resolution,  permitting  in  the  local  retail  use,  D 
area  district  portion  of  the  plot,  the  erection  and  mainte¬ 
nance  of  stores  and  a  super-market  using  more  than  the 
area  permitted,  with  off  street  parking  at  rear  of  stores 
for  customers’  and  employees’  cars,  extending  into  the 
residence  use  portion  of  the  plot,  with  entrances  and  curb 
cuts  nearer  to  the  residence  use  district  than  is  permitted ; 
and  permitting  a  business  sign  above  the  level  of  the  1st 
(first)  story  in  the  local  retail  use  portion  of  plot. 

PREMISES  AFFECTED— 234-01  to  234-35  Merrick 
Boulevard,  northwest  corner  of  Laurelton  Parkway,  Block 
12975,  Lot  1,  Laurelton,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  S.  Garson. 

ACTION  OF  BOARD — Laid  over  to  July  2,  1974,  at  10 
A.M.,  Special  Order  Calendar,  at  the  request  of  the  Com¬ 
munity  Planning  Board. 


531-58-BZ 

APPLICANT — Camilla  Loria,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  14, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  on  a  plot  with 
an  existing  two-story  dwelling,  the  use  of  the  unbuilt  upon 
portion  of  the  premises  for  a  parking  lot  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 170-180  McKinley  Avenue  and 
408-414  Autumn  Avenue,  southwest  corner,  Block  4170, 
Lot  21,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Camilla  Loria. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1974,  at 
10  A.M.,  Special  Order  Calendar,  for  applicant  to  submit 
photographs. 


540-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Thelma  A. 
Bresky,  owner;  Tobias  Jungreis,  contract  vendee. 

SUBJECT — Application  October  9,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  change  in 
occupancy  of  an  existing  one  story  and  cellar  building 
from  Doctor’s  offices  and  residence  to  an  animal  hospital. 

PREMISES  AFFECTED — 89-18  63rd  Drive,  east  side,  260 
feet  south  of  Alderton  Street,  Block  3117,  Lot  22,  Rego 
Park,  Borough  of  Queens.  Community  Board  #6. 
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APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Tobias  Jungreis. 
For  Opposition:  James  Goolsby,  Judith  Weiner,  Joan  M. 
Robertson,  Councilman  Arthur  Katz,  Mollie  Schneider, 
Betty  Landis,  Adolph  M.  Brooks,  Mike  Matigko, 
Leonard  H.  Bernstein,  Barney  Rosenstein,  Helene  W. 
Bernstein,  Florence  Kass  and  Patricia  Phelan. 
ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


555-73-BZ 

APPLICANT — McGee  and  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 75-11  164th  Street,  east  side, 

80.24  feet  north  of  75th  Road,  Block  6966,  Lot  31,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Wilbur  Kropf,  Bill  Bufour,  Myra  Hiller, 
Pauline  Goldmen,  Mary  Bascicino  and  R.  C.  Brooks. 

ACTION  OF  BOARD — Laid  over  to  July  2,  1974,  at  10 
A.M.,  for  decision ;  hearing  closed. 


556-73-BZ 

APPLICANT — McGee  and  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT— Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED— 75-13  164th  Street,  east  side, 

60.24  feet  north  of  75th  Road,  Block  6966,  Lot  29,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Wilbur  Kropf,  Myra  Hiller  and  others. 

ACTION  OF  BOARD — Laid  over  to  July  2,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


557-73-BZ 

APPLICANT — McGee  and  Morsellino  for  Marsa  Building 
Corporation,  owner. 

SUBJECT — Application  October  16,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  and  cellar  two  family  dwelling  with  retail 
store  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
encroaches  on  the  required  front  and  side  yard  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED — 75-15  164th  Street,  east  side, 

40.24  feet  north  of  75th  Road,  Block  6966,  Lot  27,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 


ACTION  OF  BOARD — Laid  over  to  July  2,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


630-73-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  A  &  S  Pork 
Store,  Incorporated,  owner. 

SUBJECT — Application  November  27,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  within  an  R4  district, 
in  an  existing  two  story  building  the  erection  of  a  one 
story  enlargement  to  the  retail  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 361  Avenue  X,  north  side,  60 
feet  west  of  East  1st  Street,  Block  7176,  Lot  41,  Borough 
of  Brooklyn.  Community  Board  #1 3. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati. 

For  Opposition :  Michael  Schneiderman. 

ACTION  OF  BOARD— Laid  over  to  July  2,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  objectors. 


639-73-BZ 

APPLICANT — Sheldon  Lobel  for  Rita  Traulsen,  owner. 

SUBJECT — Application  December  3,  1973 — decision  of  the 
Borough  Superintendent  under  Sections  72-21  and  666  NYC 
Charter  of  the  Zoning  Resolution,  to  permit  in  R2  district 
on  a  lot  with  less  than  the  required  lot  area,  and  lot  width 
the  erection  of  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  dwelling  unit  and  encroaches 
front  and  side  yards. 

PREMISES  AFFECTED— 221-23  Corbett  Road,  northwest 
corner  of  222nd  Street,  Block  6185,  Lot  9,  Bayside,  Bor¬ 
ough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel,  Vincent  Riso,  Peter  R. 

Gray,  Samuel  Smaller  and  M.  Wiener. 

For  Opposition :  Vincent  Nicolise,  Frank  Skala,  Bernard 
Haber,  Mcgr.  Kelly,  Frank  Padavan,  Peter  F.  Miller, 
Virginia  L.  Devine,  Catherine  C.  Clare,  Charles  De- 
Benedittis,  Walter  McGohan,  Almadeo  Di  Medio,  John 
Barnes,  Virginia  De  Nine,  Bill  Balfour  and  others. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


640-73-BZ 

APPLICANT — Sheldon  Lobel  for  Rita  Traulsen,  owner. 

SUBJECT — Application  December  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  666 
NY  C  Charter  of  the  Zoning  Resolution,  to  permit  in  an 
R2  district  on  a  plot  with  less  than  the  required  lot  area 
and  lot  width,  the  erection  of  4,  two  family  dwellings 
that  exceed  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  dwelling  unit 
and  encroaches  on  the  required  side  and  rear  yard. 

PREMISES  AFFECTED— 221-25  Corbett  Road,  north¬ 
west  corner  of  222nd  Street,  Block  6185,  Lot  1,  Bayside, 
Borough  of  Queens.  Community  Board  #11. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  10 
A.M.  for  decision;  hearing  closed. 


641-73-BZ 

APPLICANT — Sheldon  Lobel  for  Rita  Traulsen,  owner. 
SUBJECT — Application  December  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  &  666  NYC 
Charter  of  the  Zoning  Resolution,  to  permit  in  an  R2  dis- 
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trict,  on  a  plot  with  less  than  the  required  lot  area  and  lot 
width,  the  erection  of  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  dwelling  unit  and  encroaches  on 
the  required  side  yard. 

PREMISES  AFFECTED — 221-17  Corbett  Road,  northwest 
corner  of  222nd  Street,  Block  6185,  Lot  11,  Bayside,  Bor¬ 
ough  of  Queens.  Community  Board  #11. 

ACTION  Oh  BOARD — Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


642-73-BZ 

APPLICANT — Sheldon  Lobel  for  Rita  Traulsen,  owner. 

SUBJECT— Application  December  3,  1973— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  &  666  NYC 
Charter  of  the  Zoning  Resolution,  to  permit  in  an  R2  dis¬ 
trict,  on  a  plot  with  less  than  the  required  lot  area  and  lot 
width,  the  erection  of  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  dwelling  unit  and  encroaches  on 
the  required  side  yard. 

PREMISES  AFFECTED — 221-15  Corbett  Road,  northwest 
corner  of  222nd  Street,  Block  6185,  Lot  13,  Bayside,  Bor¬ 
ough  of  Queens.  Community  Board  #11. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


643-73-BZ 


APPLICANT — Sheldon  Lobel  for  Rita  Traulsen,  owner. 

SUBJECT— Application  December  3,  1973 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  &  666  NYC 
Charter  of  the  Zoning  Resolution,  to  permit  in  an  R2  dis¬ 
trict  on  a  plot  with  less  than  the  required  lot  area  and  lot 
width,  the  erection  of  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  dwelling  unit  and  encroaches  on 
the  required  front  and  side  yard. 

PREMISES  AFFECTED — 221-11  Corbett  Road,  northwest 
corner  of  222nd  Street,  Block  6185,  Lot  15,  Bayside,  Bor¬ 
ough  of  Queens.  Community  Board  #11. 

^  BOARD — Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


3-74-BZ 

APPLICAN  T— Samuel  H.  Lindenbaum  of  Lindenbaum  & 
voung  for  Bims  Associates,  Incorporated,  owner. 

SUBJECT  Application  January  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-4  district,  the  erection  of 
a  twenty  story  mixed  building  that  exceeds  the  permitted 
floor  area  ratio  and  tower  coverage,  encroaches  on  the 
required  tower  setback,  exceeds  the  height  of  the  front 
wall  and  the  lot  area  requirements. 

PREMISES  AFFECTED — 846-850  Second  Avenue  and  301- 
303  East  45th  Street,  northeast  corner,  Block  1338,  Lots  1 
and  3,  Borough  of  Manhattan.  Community  Board  #6. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Howard  H.  Zip- 
ser,  Burton  P.  Resnick,  Philip  Birnbaum  and  Elliott 
Vilkas. 

For  Opposition:  Marion  M.  Reeder  and  David  I.  Shinitz. 
ACTION  OF  BOARD— Laid  over  to  July  2,  1974,  at  10 
A.M.,  for  continued  hearing;  additional  information. 


45-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
^  oung  for  79th  Associates,  owner. 

SUBJECT — Application  January  29,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9,  Cl-5,  R10  and  R8  dis¬ 
trict,  the  erection  of  a  36  story  mixed  building  that  exceeds 
the  permitted  floor  area  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 1522-1536  Second  Avenue  and 
301  to  319  East  79th  Street,  northeast  corner,  302  to  310 
East  80th  Street,  Block  1542,  Lots  1,  4,  5,  6,  8,  46  and  49, 
Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Howard  A.  Zip- 
ser,  Jack  Goodstein,  Steven  Goodstein,  Philip  Birnbaum 
and  Elliot  Vilkas. 

For  Opposition:  Martin  R.  Fine,  Mayne  Miller,  Martin 
Gardy  and  John  Eckelt. 

ACTION  OF  BOARD — Laid  over  to  July  2,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


668-73-BZ 

APPLICANT  Norman  Delman  for  Congregation  Aishel 
Avraham,  owner. 

SUBJECT— Application  December  12,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  on  Ml-2  district,  the  erection 
of  an  eight  story  nursing  home  that  exceeds  the  permitted 
floor  area  ratio  and  height  of  the  front  wall,  encroaches 
on  the  required  front  yard  and  has  non-complying  parking 
and  loading. 

PREMISES  AFFECTED — 40  Heyward  Street,  southwest 
corner  of  Bedford  Avenue,  Block  2230,  Lot  13,  Borough  of 
Brooklyn.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Norman  Delman,  Harvey  Strelzin,  Fred 
Richmond,  Rabbi  Ernest  Spitzer,  Abraham  Gerges, 
Nicholas  Poliseno  and  many  others. 

For  Opposition:  Martin  A.  Schwartz  and  Amadeo  Fer¬ 
nandes. 

For  Administration:  Martin  Collins  and  Joan  Wailker, 
City  Planing  Commission. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  10 
AM.,  for  decision;  previously  inspected;  hearing  closed. 


81-74-BZ 

APPLICANT — A.  H.  Salkowitz-Carl  Heimberger  for 
Waldbaum’s  64,  Incorporated,  owner. 

SUBJECT — Application  February  19,  1974 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R6  and  Cl -2 
district,  the  erection  of  a  one  story  enlargement  to  an 
existing  supermarket  previously  before  the  Board  with 
accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 97-27  57th  Avenue,  northwest 
corner  of  98th  Street,  Block  1906,  Lot  1,  Corona,  Borough 
of  Queens.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Carl  Heimberger  and  Aaron  Malenslay. 

For  Opposition:  Charles  Robat,  Paul  Pisano,  Daniel  J. 

Shea,  Mildred  O’Leary  and  Josef  Tator. 

ACT  ION  OF  BOARD — Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  decision;  additional  information;  previously  in¬ 
spected  ;  hearing  closed. 


106-74-BZ 

APPLICANT' — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 
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SUBJECT — Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-02  78th  Street,  west  side, 
270.62  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  21, 
Woodhaven,  Borough  of  Queens.  Community  Board  # 9 . 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Angela  Miraglia  and  Ruth  Hawthorne. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Board. 


107-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-04  78th  Street,  west  side, 
290.08  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  22, 
Woodside,  Borough  of  Queens.  Community  Board  #9. 

ACTION  OF  BOARD— Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Board. 


108-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-06  78th  Street,  west  side, 
309.52  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  23, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Board. 


109-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-08  78th  Street,  west  side, 
328.96  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  24, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Board. 


110-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement. 


PREMISES  AFFECTED— 87-10  78th  Street,  west  side, 
348.40  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  25, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Board. 

111- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-12  78th  Street,  west  side, 
348.34  feet  north  of  88th  Avenue,  Block  8908,  Lot  26. 
Woodhaven,  Borough  of  Queens,  Community  Board  #9. 

ACTION  OF  BOARD— Laid  over  to  June  25,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Board. 

112- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-14  78th  Street,  west  side, 
328.90  feet  north  of  88th  Avenue,  Block  8908,  Lot  27, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Board. 


113- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-16  78th  Street,  west  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  28, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Board. 

114- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-18  78th  Street,  west  side, 
290  feet  north  of  88th  Avenue,  Block  8908,  Lot  29,  Wood¬ 
haven,  Borough  of  Queens.  Community  Board  #9. 

ACTION  OF  BOARD— Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Board. 

115- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

ISLS  AFFECTED — 87-19  77th  Street,  east  side, 
290  feet  north  of  88th  Avenue,  Block  8908,  Lot  56,  Wood- 
haven,  Borough  of  Queens.  Community  Board  #9. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Board. 

116-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED — 87-17  77th  Street,  east  side 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  57, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

ACTION  OF  BOARD— Laid  over  to  June  25,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Board. 


117-74-BZ 

APPLICANT  McGee  &  Morsellino  for  Pluto  Construction 
Corporation,  owner. 

SUBJECT— Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirements 

PREMISES  AFFECTED — 87-15  77th  Street,  east  side 
328.90  feet  north  of  88th  Avenue,  Block  8908,  Lot  58^ 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Board. 


118-74-BZ 


APPLICANT — McGee  &  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 


SUBJECT— Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 


AFFECTED — 87-13  77th  Street,  east  side, 
348.34  feet  north  of  88th  Avenue,  Block  8908,  Lot  59 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 
ACTION  OF  BOARD — Laid  over  to  June  25,  1974  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Board. 


119-74-BZ 

APPLICANT— McGee  &  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— -Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
"°n~comP1,ance  in  the  bulk  and  parking  requirement 
P^IS,ES  AFFECTED-S7-11  77th  Street,  east  side, 
337.34  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  60, 
Woodhaven,  Borough  of  Queens.  Community  Board  it 9 
ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Board. 


120-74-BZ 

APPLICANT — McGee  &  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  March  1,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement. 

I  REMISES  AFFECTED — 87-09  77th  Street,  east  side, 
317.90  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  61, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Board. 


121-74-BZ 

APPLICANT — McGee  &  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-07  77th  Street,  east  side, 
298.26  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  62. 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Board. 


122-74-BZ 

APPLICANT— McGee  &  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  197-1 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-05  77th  Street,  east  side, 
278.82  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  63, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Board. 


123-74-BZ 

APPLICANT— McGee  &  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  March  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED — 87-03  77th  Street,  east  side, 
259.36  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  64, 
Woodhaven,  Borough  of  Queens.  Community  Board  #9. 

ACTION  OF  BOARD — -Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Board. 


137-74-BZ 

APPLICANT— Jack  Brown  for  Samuel  J.  Lefrak  d/b/a 
Federal  Leasing  Company,  owner. 

SUBJECT — Application  March  7,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  the  erection  of  an 
8  story  enlargement  to  an  existing  13  story  and  penthouse 
commercial  building  that  will  exceed  the  permitted  floor 
area  ratio  and  penetrate  the  sky  exposure  plane. 
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PREMISES  AFFECTED— 97-57,  97-77  Queens  Boulevard, 
west  side  from  64th  Road  to  65th  Avenue,  64-24  to  64-40 
98th  Street,  Block  2092,  Lot  1,  Forest  Hills,  Borough  of 
Queens.  Community  Board  #6. 

APPEARANCES— 

For  Applicant:  Jack  Brown. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


196-74-BZ 

APPLICANT — Atkin  &  Bassolino  for  Corrino  Civetta, 
owner,  New  York  State  Department  of  Labor,  Unemploy¬ 
ment  Insurance  Division,  lessee. 

SUBJECT — Application  April  3,  1974 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R5  and  Cl-8  district,  the  erec¬ 
tion  of  a  three  story  and  cellar  office  building  with  acces¬ 
sory  parking  in  the  open  area. 

PREMISES  AFFECTED— 1970  to  1974  White  Plains 
Road,  east  side,  110.93  feet  north  of  Sagamore  Street, 
Block  4267,  Lots  8,  12,  14,  Borough  of  The  Bronx.  Com¬ 
munity  Board  #11. 

APPEARANCES— 

For  Harry  Atkin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  applicant. 


170-74-BZ 

APPLICANT — Samuel  Lindenbaum  of  Lindenbaum  & 
Young  for  Barmic  Company,  owner. 

SUBJECT — Application  March  21,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C5-2  district  the  erection  of  a  26 
story  multiple  dwelling  without  the  required  accessory 
parking. 

PREMISES  AFFECTED — 40-52  Lexington  Avenue  and 
131  East  24th  Street,  northwest  corner,  Block  880,  Lots 
19,  69,  Borough  of  Manhattan.  Community  Board  #5. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Howard  A.  Zip- 
ser,  Michael  and  Irving  Rosen  and  Everett  Lilien. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  June  25,  1974,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 


211-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Charles  B.  Benenson,  Laurence  A.  Tisch  & 
Preston  R.  Tisch — Tisch  &  Benenson  Capital  Company, 
owner. 

SUBJECT — Application  April  12,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  of  the  NYC  charter,  to  permit 
in  a  Cl -9  district,  the  erection  of  a  37  story  mixed  build¬ 
ing  that  exceeds  the  permitted  floor  area  ratio,  tower 
coverage,  and  accessory  parking  in  the  R8  district,  has 
less  than  the  required  lot  area  per  room  and  encroaches 
on  the  required  tower  setback. 

PREMISES  AFFECTED— 1004-1022  Second  Avenue  and 
300-318  East  54th  Street,  southeast  corner,  301-305  and 
315  East  53rd  Street,  Block  1346,  Lot  1,  101,  4  and  49, 
Borough  of  Manhattan.  Community  Board  #6. 


APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Charles  B.  Ben¬ 
enson,  Shawn  Henderson,  Howard  A.  Zipser  and  Elliott 
Vilkas. 

For  Opposition :  Marion  M.  Reider. 

ACTION  OF  BOARD— Laid  over  to  July  2,  1974,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 

665- 73-BZ 

APPLICANT — McGee  &  Morsellino  for  Miller  Manage¬ 
ment  &  Mavronicolas  Management  Companies,  owner. 
SUBJECT — Application  December  11,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 
the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED— 91-02  59th  Avenue,  northeast 
corner  of  Queens  Boulevard,  Block  1861,  Lot  12,  Rego 
Park,  Borough  of  Queens.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Robert  P.  Bacon. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 

Hornstein  and  Commissioner  Carroll  .  3 

Negative:  Chairman  Klein  and  Commissioner  Walsh  ..  2 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  12,  1974,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  April  23,  1974 ;  then  to  May  28,  1974 ; 
then  to  June  11,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  12,  1973,  acting  on  N.B.  Applic.  371/1973, 
reads : 

“1.  Provide  parking  to  comply  with  A.Z.R.  36-21. 
2.  The  addition  of  a  second  floor  exceeds  the  maxi¬ 
mum  permitted  floor  area  ratio  (A.Z.R.  33-122).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C8-1  district,  the  erection  of  a  two-story  and  cellar  com¬ 
mercial  building  that  exceeds  the  permitted  floor  area  ratio 
and  without  the  required  accessory  parking,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application,  marked  “Received  December  11,  1973”, 
6  sheets,  and  “March  1,  1974”,  one  sheet,  and  “April  _  17, 
1974”,  one  sheet;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 

666- 73-BZ 

APPLICANT — McGee  &  Morsellino  for  Miller  Manage¬ 
ment  Company  &  Mavronicolas  Management  Company, 
owners;  Sam  Goody,  Incorporated,  lessee. 
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SUBJECT — Application  December  11,  1973— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  and  cellar  commercial  building  that  exceeds 
the  permitted  floor  area  ratio  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED — 91-21  Queens  Boulevard,  north 
side,  44.5  feet  east  of  59th  Avenue,  Block  1861,  Lot  10, 
Elmhurst,  Borough  of  Queens.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Robert  P.  Bacon. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 

Hornstein  and  Commissioner  Carroll  .  3 

Negative :  Chairman  Klein  and  Commissioner  Walsh  . .  2 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  12,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  23,  1974;  then  to  May  28,  1974; 
then  to  June  11,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  12,  1973,  acting  on  N.B.  Applic.  372/1973, 
reads : 

“1.  Provide  parking  to  comply  with  A.Z.R.  36-21. 

2.  The  addition  of  a  second  floor  exceeds  the 
maximum  permitted  floor  area  ratio  (A.Z.R.  33-122).” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  C8-1  district,  the  erection  of  a  two-story  and 
cellar  commercial  building  that  exceeds  the  permitted  floor 
area  ratio  and  without  the  required  accessory  parking,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application,  marked  “Received  December 
11,  1973”,  6  sheets,  and  “March  1,  1974”,  one  sheet,  and 
“April  17,  1974”,  one  sheet;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date 
of  this  resolution. 

58-74-BZ 

APPLICANT — Savignano,  Strange  &  Vella  for  Lo-RO-AN 
Realty  Company,  owner ;  Belt  Painting  Corporation,  lessee. 
SUBJECT — Application  February  6,  1974 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-50  and 
73-52  of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and 
R6  district,  the  enlargement  in  area  and  rearrangement  of 
a  two  story  building  to  be  occupied  as  storage  warehouses 
with  accessory  offices  on  the  second  floor  extending  into 
the  residence  district. 

PREMISES  AFFECTED— 1001-1013  Banner  Avenue  and 
2973-2985  Coney  Island  Avenue,  Block  8761,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #15. 

APPEARANCES— 

For  Applicant:  James  M.  Vella. 

For  Opposition :  None. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  q 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
April  23,  1974,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  28,  1974;  then  to  June  11,  1974;  and 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  1,  1974,  acting  on  Alt.  Applic.  121/74  reads: 

“1.  The  proposed  enlargement  of  a  wholesale  ware¬ 
house  Use  Group  16  into  an  R6  district  is  contrary  to 
Sec.  22-00,  Sec.  32-25  and  Sec.  77-12  of  the  Zoning 
Resolution.” 

2.  Since  there  are  no  regulations  for  non-conforming 
structures  in  residence  districts  all  provisions  for  bulk, 
parking,  loading,  curb  cuts  and  signs  are  referred  to  the 
Board  of  Standards  and  Appeals.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C8-1 
and  R6  district,  the  enlargement  in  area  and  rearrangement 
of  a  two-story  building  to  be  occupied  as  storage  warehouses 
with  accessory  offices  on  the  second  floor  extending  into  the 
residence  district,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application,  marked 
“Received  February  6,  1974”,  5  sheets,  and  “June  7,  1974”, 
4  sheets;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


87-74-BZ 

APPLICANT — James  McCormack  for  James  Seelandt, 
owner. 

SL'BJECT — Application  September  6,  1973 — decision 'of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-1  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  riding  academy  and 
stable. 

PREMISES  AFFECTED — 49  Caton  Place,  northwest  cor¬ 
ner  of  East  8th  Street,  Block  5320,  Lot  23,  Borough  of 
Brooklyn.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  James  McCormack. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 
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Whereas,  a  public  hearing  was  held  on  this  application  on 
May  28,  1974,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  11,  1974;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  17,  1973,  acting  on  Alt.  Applic.  1629/69,  reads : 

“1.  Propose  stable  horses,  Use  Group  #16,  in  an 
R7-1  district  is  contrary  to  Sec.  32-25  of  the  Z.  R. 

2.  Proposed  enlargement  of  an  existing  non-con¬ 
forming  use  in  an  R7-1  district  is  contrary  to  Sec.  52-41 
of  the  Z.  R. 

3.  Proposed  structural  alterations  of  a  non-con¬ 
forming  building  are  contrary  to  Sec.  52-22  of  the  Z.  R. 

4.  There  are  no  bulk  regulations  and  parking  re¬ 
quirements  governing  a  non-conforming  use  in  an  R7-1 
district  and  shall  be  referred  to  the  Board  for  determin¬ 
ation. 

and 

Whereas,  the  premises  and  surroundingr  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  premises  and  surrounding  area  were  in- 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R7-1  district,  the  erection  of  one-story  enlargement  to 
an  existing  riding  academy  and  stable,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application,  marked  “Received  September  6,  1973”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


152-74-BZ 

APPLICANT — Sheldon  Lobel  for  John  &  Steven,  Incor¬ 
porated,  owner. 

SUBJECT — Application  March  5,  1974— decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  in  an  existing 
three  story  and  cellar  commercial  building,  the  change  in 
occupancy  of  the  second  and  third  floors  from  catering 
establishment  to  an  eating  and  drinking  establishment  with¬ 
out  restrictions. 

PREMISES  AFFECTED— 31-11  to  31-17  Broadway,  north¬ 
west  corner  of  32nd  Street,  Block  613,  Lot  1,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commisioner  Walsh .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  28,  1974,  after  due  notice  by  publication  in  the  Bulletin; 
laidover  to  June  11,  1974,  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  5,  1974,  acting  on  Alt.  Applic.  1447/1973, 
reads : 


“1.  Proposed  eating  and  drinking  est.  without  re¬ 
striction,  Use  Group  12,  in  a  C2-2  district  is  contrary 
to  Sec.  32-21  Z.R” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-241  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-241  of  the  Zoning  Resolution,  to  permit 
in  a  C2-2  district,  for  a  term  of  5  years,  in  an  existing  three- 
story  and  cellar  commercial  building,  the  change  in  occupancy 
of  the  second  and  third  floors  from  catering  establishment 
to  an  eating  and  drinking  establishment  without  restrictions, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application,  marked  “Received  March 
5,  1974”,  5  sheets,  and  “June  6,  1974”,  2  sheets ;  on  further 
condition  that  the  entertainment  be  limited  to  singers,  com¬ 
edians,  vocal  groups,  musical  reviews  and  patron  dancing; 
that  there  shall  be  no  obscene  or  pornographic  performances; 
and  that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 

206-74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Astoria  As¬ 
sociates,  Incorporated,  owner;  Me-Nas  Enterprises  Incor¬ 
porated,  lessee. 

SUBJECT — Application  April  12,  1974 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  two  story  day  care  center  that  exceeds  the  permitted 
lot  coverage  and  encroaches  on  the  required  front  side 
and  rear  yards. 

PREMISES  AFFECTED — 18-40  20th  Avenue,  southwest 
corner  of  19th  Street,  Block  894,  Lot  2,  Astoria,  Borough 
of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Harriet  Jacobs. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE: 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  4,  1974,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  11,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  10,  1974,  acting  on  N.B.  Applic.  119/1974,  reads: 

“1.  Proposed  lot  coverage  on  corner  portion  of  lot 
of  more  than  60%  is  contrary  to  Sec.  24-11  Z.R. 

2.  Proposed  building  in  front  yard  along  20th 
Ave.  is  contrary  to  Sec.  24-34  Z.R. 

3.  Proposed  building  in  side  yard  is  contrary  to 
Sec.  24-35  Z.R. 

4.  Proposed  building  in  rear  yard  in  interior  por¬ 
tion  of  lot  is  contrary  to  Sec.  24-36  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  ap- 
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plicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  an  R5  district,  the  erection  of  a  two-story  day  care  center 
that  exceeds  the  permitted  lot  coverage  and  encroaches 
on  the  required  front,  side  and  rear  yards,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application,  marked  “Received  April  12,  1974”,  8  sheets; 
and  that  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


242-74-A 

APPLICANT — Dominick  Salvati  and  Son  for  Astoria 
Associates  Incorporated,  owner;  Me-Nas  Enterprises 
Incorporated,  lessee. 

SUBJECT — Application  April  22,  1974 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  lot  line  windows. 
PREMISES  AFFECTED — 18-40  20th  Avenue,  southwest 
corner  of  19th  Street,  Block  894,  Lot  2,  Astoria,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Harriet  Jacobs. 

For  Opposition :  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  10,  1974,  on  N.B.  Applic.  119/74  reads: 

“L  Proposed  lot  line  windows  is  contrary  to  C26- 
3.5.1  &  Table  3-4” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  10,  1974,  acting  on  N.B.  Applic.  119/74  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  all  work  con¬ 
forms  to  the  resolution  adopted  this  date  under  Calendar 
Number  206-74-BZ ;  and  that  all  other  laws,  rules  and  regu¬ 
lations  be  complied  with. 


Adjourned:  4:10  P.M. 

John  B.  Cincotta,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  11,  1974,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 

46-74-A 

APPLICANT — E.  J.  Schuyten  for  Egbert  J.  &  Dolly  L. 
Schuyten,  owner. 


SUBJECT — Application  January  30,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fence  in  rear 
yard. 

PREMISES  AFFECTED — 171  West  88th  Street,  north 
side,  199.6  feet  east  of  Amsterdam  Avenue,  Block  1219,  Lot 
9,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  . [  q 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1974,  reads: 

“I  am  sorry  to  have  to  advise  you  that  since  the  situation 
described  in  your  letter  does  not  in  itself  prove  to  be 
unique,  there  is  no  justification  for  a  variation  of  the 
provision  of  Paragraph  C26-717.1  of  the  Administrative 
Building  Code  regarding  fences.  This  premises  is  lo¬ 
cated  in  an  R7-2  Zone,  as  shown  on  Map  5d  and  a 
six-foot  fence  is  the  maximum  permitted.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1974,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
fence  shall  substantially  conform  to  drawings  marked  “Re¬ 
ceived  January  30,  1974”,  3  sheets;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


55-74-A 

APPLICANT — Vincent  S.  La  Ganga  for  Richard  Spada, 
owner. 

SUBJECT — Application  February  5,  1974 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law — re¬ 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 44  Annfield  Court,  west  side, 
267.05  feet  north  of  Westminster  Court,  Block  878,  Lot 
145,  Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Vincent  S.  La  Ganga. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  7,  1974,  on  N.B.  Applic.  2094/73,  reads: 

“The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New 
York. 

A)  No  c/o  can  be  issued  as  per  Art.  3  Sec.  36  of 
the  General  City  Law,  and 

B)  Proposed  construction  does  not  have  at  least  8 
per  cent  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage  space 
and  therefore  contrary  to  Sec.  C-26-401.1  of  the  Ad¬ 
ministrative  Code.” 

and 
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Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  7,  1974,  acting  on  N.B.  Applic.  2094/73,  Ob¬ 
jection  Nos.  A  and  B,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways ;  that  the  building 
shall  substantially  comply  with  drawings,  marked  “Received 
February  5,  1974”,  one  sheet;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


103-74-A 

APPLICANT— Flack  &  Kurtz  for  Parks,  Recreation  and 
Cultural  Affiairs  Administration,  owner. 

SUBJECT— Application  February  28,  1974— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  storage  and  use  of 
Chlorine  Gas  (liquefied)  in  occupied  location. 

PREMISES  AFFECTED — Soundview  Swimming  Pool 

Complex,  Intersection  of  Metcalf  and  Seward  Avenues, 
Block  3543,  Lot  1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Angelo  J.  Olivieri, 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  . .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  30,  1974,  on  Account  No.  S547302,  reads: 

“In  reply  to  your  letter  of  January  16,  1974,  I  have  to 
advise  you  that  Fire  Department  is  without  authority  to 
grant  a  permit  to  use  liquified  chlorine  in  any  premises 
which  is  located  within  50  feet  of  a  building  occupied  as 
a  place  of  public  amusement  or  assembly.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
January  30,  1974,  acting  on  Account  No.  S547302  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  chlorination  system  shall  sub¬ 
stantially  conform  to  drawings  marked  “Received  February 
28,  1974”,  2  sheets,  and  “June  7,  1974”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


147-74-A 

APPLICANT — Vincent  S.  La  Ganga  for  Anthony  Iam- 
maiteo,  owner. 

SUBJECT — Application  March  11,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 54  Dellwood  Road,  south  side, 
691.44  feet  west  of  Richmond  Road,  Block  849,  Lot  141, 
Old  Town,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Vincent  S.  La  Ganga. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1974,  on  Alt.  Applic.  159/1960,  reads : 

“1.  The  street  giving  access  to  the  existing  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

No  c/o  can  be  issued  as  per  Art.  3,  Sec.  36  of  the 
General  City  Law.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1974,  acting  on  Alt.  Applic.  159/1960,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the  De¬ 
partment  of  Highways ;  that  the  building  shall  substantially 
comply  with  drawing,  marked  “Received  March  11,  1974”,  one 
sheet;  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 

56-74-A 

APPLICANT — Herbert  E.  Berman  for  Scharf  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  February  5,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED — 360  Suydam  Street,  south  side, 
100  feet  east  of  Irving  Avenue,  Block  3221,  Lots  10  and 
47,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  ivithdraivn,  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


624-73- A 

APPLICANT — Louis  Lieberman  for  Gregory  Flyer,  owner. 

SUBJECT — Application  November  20,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  provision  of 
two  exits  from  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 8621  18th  Avenue,  east  side, 
194.8  feet  south  of  86th  Street,  Block  6369,  Lot  36,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  July  2,  1974,  at  2 
P.M.,  for  continued  hearing. 

692-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Lincoln  Square 
Home  Associates,  owner. 

SUBJECT — Application  December  19,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Revocation  of 
Building  #5529/73. 
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PREMISES  AFFECTED — 201  West  74th  Street  and  2120 
Broadway,  northeast  corner,  Block  1166,  Lot  25,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Allan  Jacobs. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  2 
P.M.,  for  continued  hearing. 


695-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Liana  Properties, 
Incorporated,  owner;  Somersey  Home  for  Adults,  lessee. 

SUBJECT — Application  December  20,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Revocation  of 
Building  Permit  #5095-73. 

PREMISES  AFFECTED — 150  West  47th  Street,  south 
side,  216  feet  east  of  Broadway,  Block  999,  Lot  54,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1974,  at  2 
P.M.,  for  continued  hearing. 


697-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Padar  Realty 
Company,  Incorporated,  owner ;  Sam  Paneth,  lessee. 

SUBJECT — Application  December  21,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
Building  Permit  #4593-73. 

PREMISES  AFFECTED — 21  West  86th  Street,  north  side, 
250  feet  west  of  Central  Park  West,  Block  1200,  Lot  19, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  Franz  S.  Leichter. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  2 
P.M.,  for  continued  hearing. 


11-74- A 

APPLICANT — Rathkopf  &  Rathkopf  for  Forestam  Asso¬ 
ciates,  owner.  (Parkland  Manor  Home  for  Adults.) 

SUBJECT — Application  January  10,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  revocation  of 
building  permit  #1653/73. 

PREMISES  AFFECTED — 6375  Broadway,  west  side, 
230.80  feet  north  of  West  254th  Street,  Block  5841,  Lot 
1994,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Daren  A.  Rathkopf. 

For  Opposition :  Eleanor  Rossbach. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  2 
P.M.,  for  continued  hearing. 


101-74-A 

APPLICANT — Gerald  M.  Daub  for  Murray  Weinkrantz 
et  al,  owner. 

SUBJECT — Application  February  27,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  electric  door 
contacts. 

PREMISES  AFFECTED — 104-8  Greene  Street,  east  side, 
138.6-Mi  feet  south  of  Prince  Street,  123-5  Mercer  Street, 
Block  499,  Lot  7,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Gerald  M.  Daub. 

For  Opposition:  John  Roig,  Building  Dept. 


ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


126-74-A 

APPLICANT — Joseph  B.  Raia  for  Joseph  Raia,  owner. 

SUBJECT — -Application  March  6,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 12  Schubert  Street,  west  side, 
110.00  feet  south  of  St.  Johns  Avenue,  Block  3007,  Lot  13, 
Rosebank,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Raia. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


138-74-A 

APPLICANT — Clinton  Brown  for  Kingsland  Estate,  In¬ 
corporated,  owner. 

SUBJECT — Application  March  7,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  sprinkler  system. 

PREMISES  AFFECTED — 343-355  Kingsland  Avenue,  west 
side,  180  feet  north  of  Norman  Avenue,  Block  2608,  Lots 
78,  79  and  82,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Clinton  Brown. 

For  Administration:  Lt.  T.  W.  Miline,  F.D. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  2 
P.M.,  for  decision;  hearing  closed. 


139-74-A 

APPLICANT — Clinton  Brown  for  Kingsland  Estate,  In¬ 
corporated,  owner. 

SUBJECT — Application  March  7,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 337-341  Kingsland  Avenue,  west 
side  95  feet  north  of  Norman  Avenue,  Block  2608,  Lots 
84  and  85,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Clinton  Brown. 

For  Administration:  Lt.  T.  W.  Miline,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  2 
P.M.  for  decision,  hearing  closed. 


148-74-A 

APPLICANT — Frederick  J.  Fox  for  Arlen  Realty  &  De¬ 
velopment  Corporation,  owner,  Lerner  Stores  Corpora¬ 
tion,  Lessee. 

SUBJECT — Application  March  11,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  re-entry  from 
stairways. 

PREMISES  AFFECTED— 460  West  33rd  Street  and  404 
Tenth  Avenue,  east  side,  between  31st  and  33rd  Streets, 
Block  729,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frederick  J.  Fox  . 

For  Administration :  Lt.  T.  W.  Miline,  F.  D. 

ACTION  OF  BOARD — Laid  over  without  date. 


Adjourned:  5:45  P.M. 

John  B.  Cincotta,  Executive  Director 
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Furthermore,  the  Board  wishes  to  remind  all  applicants 
that  no  application  will  be  calendared  for  public  hearing 
by  the  examiner  until  all  required  documents  have  been 
filed. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  June 
18,  1974,  Affecting  Calendar  Numbers — 


14- 74-BZY 
64-74-A 

25- 73-BZY 
698-73-A 

1- 74-BZY 

2- 74-BZY 
676-73-A 
4-74-BZ  Y 
23-73-BZY 

26- 73-BZY 
12-74-BZY 

15- 74-BZY 
9-74-BZY 
4-74-A 
11-74-BZY 


22-74-A 

820- 57-SM 

821- 57-SM 
1160-65-SM 
55-66-SM 
1067-66-SM 
682-69-SA 
215-72-SM 
545-72-SA 
452-73-SA 
95-74-SA 
99-74-SM 
189-74-SM 
214-74-SM 
253-74-SM 


264-74-SA 

424-73-SM 

731-65-SM 

398-73-SM 

695-73-A 

36-74-A 

102-74-A 

588-73-A 

140-74-A 

161- 74-A 
205-74-A 

162- 74- A 

163- 74-A 


When  a  case  is  calendared  for  public  hearing,  no  addi¬ 
tional  information  will  be  accepted.  After  the  publication 
of  the  hearing  date,  additional  information  will  be  ac¬ 
cepted  at  the  time  of  that  initial  public  hearing  and  there¬ 
after  until  hearings  have  been  closed  for  decision. 

JOSEPH  B.  KLEIN,  Commissioner 
Chairman 
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JULY  16,  1974,  10  A.M. 


New  Cases  Filed  up  to  June  18,  1974 

Cal.  No.  Dept.  Premises  Affected 

360-74-SM— Hambro  Composite  Joist  D-500,  Mini  Joist 
series,  manufactured  by  Canam  Hambro  Systems,  Incor¬ 
porated,  Material. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning  July  16,  1974,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


162-72-BZ 


361-74-A— B.Q. — 210-10  23rd  Avenue,  northeast  corner 
of  Corporal  Kennedy  Street,  Block  5893,  Lot  3,  Bayside, 
Borough  of  Queens,  N.B.  617-71  re-  proposed  drywall 
construction  for  stair  enclosure,  C26-604.8  Administrative 
Code. 


362-74-A — B.Q. — 209-90  23rd  Avenue,  northeast  corner  of 
Corporal  Kennedy  Street,  Block  5893,  Lot  3,  Bayside, 
Borough  of  Queens,  N.B.  616-71  re-  proposed  drywall 
construction  for  stair  enclosure,  Section  C26-604.8  Ad¬ 
ministrative  Code. 


363-74-A — B.Q. — 150-38  and  152-18  Union  Turnpike, 
southeast  corner  of  150th  Street,  Block  6713,  Lot  60, 
Jamaica,  Borough  of  Queens.  N.B.  74-71  re-  egress, 
stairs,  C26-604.8  Administrative  Code. 


364-74-SM — Fire  alarm  cable,  manufactured  by  Philadel¬ 
phia  Insulated  Wire  Company,  Material. 


365-74-A — F.D. — 209-219  West  38th  Street,  north  side, 
87  feet  west  of  7th  Avenue,  Block  788,  Lots  37,  Borough 
of  Manhattan,  Fire  Department  Letter  June  7,  1974  re¬ 
elevator  in  readiness,  C19-164  Administrative  Code. 


366-74-A — B.Bx. — 717-719  Burke  Avenue,  northwest  cor¬ 
ner  of  Cruger  Avenue,  Block  4596,  Lots  1,  2,  Borough  of 
The  Bronx,  Alt.  4-74  re-  extension  of  commercial  use  and 
increase  in  area  of  frame  building,  Sections  C26-254  and 
C-26-248  Administrative  Code. 


APPLICANT — Edward  Lauria,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  to  reopen  and  extend  time  to  complete  which 
expired  July  11,  1973 — decision  of  the  Borough  Superin¬ 
tendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R3-2 
district,  the  erection  of  a  one  story  retail  store  with  ac¬ 
cessory  ice  vending  machine,  parking  and  signs. 

PREMISES  AFFECTED — 4212  Hylan  Boulevard,  north¬ 
east  corner  of  Robinson  Avenue,  Block  5315,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 


162-72-BZ 

APPLICANT — Edward  Lauria,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  decision  of  the  Borough  Superin¬ 
tendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R3-2 
district,  the  erection  of  a  one  story  retail  store  with  ac¬ 
cessory  ice  vending  machine,  parking  and  signs. 

PREMISES  AFFECTED — 4212  Hylan  Boulevard,  north¬ 
east  corner  of  Robinson  Avenue,  Block  5315,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 


560-71-BZ 


367-74-A — B.Q. — 131-16  Rockaway  Beach  Boulevard, 
northeast  corner  of  Beach  132nd  Street,  Block  16265, 
Lot  45,  Rockaway  Park,  Borough  of  Queens.  Revocation 
of  Certificate  of  Occupancy  Q 186733. 


368-74-SA — Metro  Fire  Equipment  Foam  Skid  2A,  manu¬ 
factured  by  Metro  Fire  Equipment  Incorporated,  Appli¬ 
ance. 


369-74-A — B.Q. — 621  Lanett  Avenue,  southwest  corner 
of  Beach  6th  Street,  Block  15594,  Lot  1,  Far  Rockaway, 
Borough  of  Queens.  Letter  6/3/74  re-  revocation  of 
building  permit  3859-73. 


370-74-BZ — B.Q. — 66-26  Metropolitan  Avenue,  southeast 
corner  of  65th  Lane,  Block  3605,  Lot  1,  Middle  Village, 
Borough of  Queens.  E.  S.  142-74,  144-74,  147-74,  148-74 
and  149-74  re-  lighted  and  non-illuminated  signs,  Ml-2 
district.  Community  Board  #5. 


371-74-BZ — B.Bx. — 3222  Ely  Avenue,  east  side,  170  feet 
north  of  Burke  Avenue,  Block  4757,  Lots  50,  55,  Borough 
of  The  Bronx,  Alt.  426-72  re-  change  of  use  from  storage, 
sorting  and  baling  of  rags  to  commercial  vehicle  storage. 
R5  district.  Community  Board  #12. 


372-7 4- A — F.D. — packaging  of  flammable  mixture  known 
as  Revlon  nail  polish  remover  in  5/4  and  8  ounce  glass 
containers  contrary  to  Fire  Department  regulations. 


ATI  dNSi:,  D— Se.partment  of  Buildings ;  B.B.— Departmen 
of  Bmldmgs  Broolclyn;  B  M.— Department  of  Buildings.  Manhattan 
B.Q.  Department  of  Buildings,  Queens;  B.R.— Department  of  Build 
ugSi  ,Kl“mond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D.— 
Health  Department;  F.D. — Fire  Department. 


APPLICANT — Donald  D.  Fisher  for  LaRosa  Baking  Cor¬ 
poration,  217  Grace  Corporation,  80  Grove  Street  Cor¬ 
poration,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  15, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C6-1  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  food  products 
processing  establishment  (bakery). 

PREMISES  AFFECTED— 209  to  213  Elizabeth  Street, 
16  to  18  Prince  Street,  southwest  corner  and  232  Mott 
Street,  Block  493,  Lots  11,  19,  21  and  part  of  Lot  20, 
Borough  of  Manhattan. 


510-72-BZ 

APPLICANT — Gabriel  Nathan  for  Jasahar  Producers, 
owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  time  to 
complete  which  expired  March  6,  1974 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  a  C8-1  and  R5  district,  the  enlargement  in  area  of  an 
existing  bottling  works  warehouse  and  store  establish¬ 
ment,  previously  before  the  Board,  into  the  adjoining  lot 
to  provide  for  accessory  storage  loading  and  unloading. 

PREMISES  AFFECTED— 1032,  1036,  1044  Beach  22nd 
Street,  east  side,  265  feet  north  of  Cornaga  Avenue,  2112- 
2114  Cornaga  Avenue,  1015  to  1031  Beach  21st  Street, 
Block  15705,  Lots  24,  27,  6,  78,  81,  84,  Far  Rockaway, 
Borough  of  Queens. 
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682-72-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Nancy  and 
Mauro  Ciccolella,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  15,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  on  a  plot  with 
less  than  the  required  lot  area,  the  erection  of  a  two 
family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  and  encroaches  on  the  required  front  and 
side  yards. 

PREMISES  AFFECTED— 9223  Avenue  J  and  1250  East 
93rd  Street,  northwest  corner,  Block  8200,  Lot  1,  Borough 
of  Brooklyn. 

890-54-BZ 

APPLICANT — Rita  T.  Doscher,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  June  12,  1971— decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  change  of  occupancy  from  5  car  stor¬ 
age  garage,  auto  renting  and  driving  school,  to  storage 
garage  and  motor  vehicle  repair  shop  and  gasoline  service 
station. 

PREMISES  AFFECTED — 1106  Stebbins  Avenue,  east 
side,  25  feet  south  of  East  167th  Street,  Block  2691,  Lot 
77,  Borough  of  The  Bronx. 


5-60-BZ 

APPLICANT — Abraham  Grossman  for  Andrett  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  10,  1975 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  19A(j)  of  the 
Zoning  Resolution,  permitting  in  a  local  retail  use  district, 
the  extension  of  an  existing  undertaking  establishment  into 
the  adjoining  building  and  proposed  extension  and  without 
the  required  additional  loading  berth. 

PREMISES  AFFECTED — 353-357  Second  Avenue,  east 
side,  42  feet  south  of  East  21st  Street,  Block  901,  Lots  30 
and  32,  Borough  of  Manhattan. 


408-60-BZ 

APPLICANT — Abraham  Sperling  for  Edward  D.  Stone, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  15, 
1974 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use,  B  area,  1^2  height 
district,  the  extension  of  the  use  of  architect’s  office,  pre¬ 
viously  granted  by  the  Board,  to  include  the  fifth  (5) 
floor. 

PREMISES  AFFECTED — 7  East  67th  Street,  north  side, 
175  feet  east  of  Fifth  Avenue,  Block  1382,  Lot  8,  Borough 
of  Manhattan. 


1109-66-BZ 

APPLICANT — Millard  Bresin  for  Franklin  Clifton  Service 
Center,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  decision  of  the  Borough  Superin¬ 


tendent;  previously  granted  on  condition  under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  a  Cl-3  dis¬ 
trict,  the  enlargement  in  area  and  the  rehabilitation  of  an 
automotive  service  station  previously  granted  by  the  Board. 

PREMISES  AFFECTED— 308-314  Franklin  Avenue,  163- 
171  Clifton  Place,  northeast  corner,  Block  1949,  Lots  42, 
43,  44,  Borough  of  Brooklyn. 


37.57.BZ— Vol.  I 

APPLICANT — John  J.  Tricarico  for  Mary  Messineo, 
owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
reconsider  Board’s  Resolution  of  May  9,  1974 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Section  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  use  district,  the  maintenance  of  a  parking 
lot  for  more  than  five  (5)  motor  vehicles.  (Application  to 
waive  the  Rules  of  Procedure  and  for  extension  of  term  of 
variance  dismissed  May  9,  1974). 

PREMISES  AFFECTED— 431-435  Warren  Street,  north 
side,  23  feet  6  inches  east  of  Bond  Street,  Block  393,  Lots 
66,  67  and  68,  Borough  of  Brooklyn. 

37-57-BZ— Vol.  II 

APPLICANT — John  J.  Tricarico  for  Mary  Messineo, 
owner. 

SUBJECT — Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  February  19,  1973 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  maintenance  of  a  parking  lot 
for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 431-435  Warren  Street,  north 
side,  23  feet  6  inches  east  of  Bond  Street,  Block  393,  Lots 
66,  67  and  68,  Borough  of  Brooklyn. 


734-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Hylan  Boulevard 
Car  Wash,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  and  R3-2  district,  on  a 
plot  previously  before  the  Board,  in  conjunction  with  the 
erection  of  a  two  story  commercial  building,  the  reduction 
in  the  number  of  accessory  parking  spaces  and  located  in 
the  residence  district. 

PREMISES  AFFECTED— 1600  Hylan  Boulevard,  south¬ 
east  corner  of  Raritan  Avenue,  Block  3372,  Lots  1,  22, 
Dongan  Hills,  Borough  of  Richmond.  Community  Board 
#2. 


42-74-BZ 

APPLICANT — Phyllis  Steinbrecher  and  Kar-Kar  Realty 
Corporation  for  Phyllis  Steinbrecher,  owner. 

SUBJECT — Application  January  28,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-4  and  R7-1  district,  the 
expansion  of  an  accessory  and  public  parking  lot  into  the 
residence  district. 

PREMISES  AFFECTED— 766  East  149th  Street,  south 
side,  50  feet  west  of  Wales  Avenue  and  520-534  Concord 
Avenue,  Block  2580,  Lot  11,  Borough  of  The  Bronx.  Com¬ 
munity  Board  #1. 


78-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Selv  Enterprises 
Ltd.,  owner;  Jack  LaLanne  Health  Spa  Incorporated, 
lessee. 
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SUBJECT — Application  February  19,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  change  in 
occupancy  of  a  portion  of  the  cellar  and  first  floor  of  an 
existing  retail  store  building  to  a  physical  culture  estab¬ 
lishment  with  an  enlargement  to  provide  an  office  and  the 
use  of  the  roof  as  a  sundeck. 

PREMISES  AFFECTED— 1913-25  86th  Street,  north  side, 
100  feet  east  of  19th  Avenue,  Block  6345,  Lot  60,  Borough 
of  Brooklyn.  Community  Board  #13. 

244-74-BZ 

APPLICANT — Nicholas  J.  Salvadeo  for  Fred  DiTommasco, 
owner. 

SUBJECT — Application  April  19,  1974 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  11-413  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  the  change  in  use 
of  an  existing  automotive  service  station  previously  before 
the  Board  into  a  retail  store  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED — 1235  Richmond  Road,  northwest 
corner  of  Vista  Avenue,  Block  849,  Lot  30,  Dongan  Hills, 
Borough  of  Richmond.  Community  Board  #3. 


265-74-BZ 

APPLICANT — Sheldon  Lobel  for  August  C.  Rohr,  Henry 
Rohr,  Arthur  Anthony  Cox,  owners,  HRF  Construction 
Company,  Incorporated,  vendee. 

SUBJECT— Application  May  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  encroaches  on  the 
required  side  and  rear  yard. 

PREMISES  AFFECTED — 62-19  62nd  Avenue,  north  side, 

188.35  feet  west  of  64th  Street,  Block  2764,  Lot  34,  Middle 
Village,  Borough  of  Queens.  Community  Board  #5. 


266-74-A 

APPLICANT — Sheldon  Lobel  for  August  C.  Rohr,  Henry 
Rohr,  Arthur  Anthony  Cox,  owners,  HRF  Construction 
Company,  Incorporated,  vendee. 

SUBJECT — Application  May  1,  1974 — filed  pursuant  to 
Section  35,  Article  3  of  the  General  City  Law  re-  proposed 
building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 62-19  62nd  Avenue,  north  side, 

188.36  feet  west  of  64th  Street,  Block  2764,  Lot  34,  Middle 
Village,  Borough  of  Queens. 


267-74-BZ 

APPLICANT — Sheldon  Lobel  for  August  C.  Rohr,  Henry 
Rohr,  Arthur  Anthony  Cox,  owners,  HRF  Construction 
Company,  Incorporated,  vendee. 

SUBJECT — Application  May  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  encroaches  on  the 
required  rear  yard. 

PREMISES  AFFECTED — 62-17  62nd  Avenue,  north  side, 

188.36  feet  west  of  64th  Street,  Block  2764,  Lot  134,  Middle 
Village,  Borough  of  Queens.  Community  Board  #5. 


268-74-A 

APPLICANT — Sheldon  Lobel  for  August  C.  Rohr,  Henry 
Rohr,  Arthur  Anthony  Cox,  owners,  HRF  Construction 
Company,  Incorporated,  vendee. 


SUBJECT — Application  May  1,  1974 — filed  pursuant  to 
Section  35,  Article  3  of  the  General  City  Law  re-  proposed 
building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED— 62-17  62nd  Avenue,  north  side, 

188.36  feet  west  of  64th  Street,  Block  2764,  Lot  134,  Middle 
Village,  Borough  of  Queens. 


269-74-BZ 

APPLICANT — Sheldon  Lobel  for  August  C.  Rohr,  Henry 
Rohr,  Arthur  Anthony  Cox,  owners ;  HRF  Construction 
Company,  Incorporated,  vendee. 

SUBJECT — Application  May  1,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  encroaches  on  the 
required  rear  yard. 

PREMISES  AFFECTED — 62-15  62nd  Avenue,  north  side, 

188.36  feet  west  of  64th  Street,  Block  2764,  Lot  36, 
Middle  Village,  Borough  of  Queens.  Community  Board 

#5. 


270-74-A 

APPLICANT — Sheldon  Lobel  for  August  C.  Rohr,  Henry 
Rohr,  Arthur  Anthony  Cox,  owners ;  HRF  Construction 
Company,  Incorporated,  vendee. 

SUBJECT — Application  May  1,  1974 — filed  pursuant  to 
Section  35,  Article  3  of  the  General  City  Law  re-  proposed 
building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 62-15  62nd  Avenue,  north  side, 

188.36  feet  west  of  64th  Street,  Block  2764,  Lot  36, 
Middle  Village,  Borough  of  Queens. 


275-74-BZ 

APPLICANT — Mole  &  Sonber  for  Delano  Thomas,  owner. 

SUBJECT— Application  May  7,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  cellar  enlargement  to  a  two  family 
dwelling  that  creates  non-compliance  in  floor  area  ratio 
and  open  space  ratio. 

PREMISES  AFFECTED— 167-04  144th  Drive,  southeast 
corner  of  167th  Street,  Block  13283,  Lot  156,  Springfield 
Gardens,  Borough  of  Queens.  Community  Board  #13. 


276-74-A 

APPLICANT — Mok  &  Sonber  for  Delano  Thomas,  owner. 

SUBJECT — Application  May  7,  1974 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  extension 
to  frame  building  located  within  the  fire  limits. 

PREMISES  AFFECTED— 167-04  144th  Drive,  southeast 
corner  of  167th  Street,  Block  13283,  Lot  156,  Springfield 
Gardens,  Borough  of  Queens. 


317-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Kitano  Arms 
Corporation,  owner. 

SUBJECT — Application  May  21,  1974 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R10  district,  the  conversion  of 
a  16  story  and  penthouse  building  into  a  transient  hotel 
with  an  extended  dining  room,  and  an  increase  in  the 
degree  of  non-compliance  in  lot  area  per  room. 

PREMISES  AFFECTED— 64-66  Park  Avenue  and  44-50 
East  38th  Street,  southwest  corner,  Block  867,  Lot  42, 
Borough  of  Manhattan.  Community  Board  #6. 
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APPLICANT — Dominick  Salvati  and  Son  for  Selma  Rosen, 
owner. 

SUBJECT— Application  May  24,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of 
a  one  story  enlargement  to  a  one  family  dwelling  that 
encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 76-24  267th  Street,  west  side, 
205.43  feet  south  of  76th  Avenue,  Block  8542,  Lot  18,  New 
Hyde  Park,  Borough  of  Queens.  Community  Board  #13. 


352-74-BZ 

APPLICANT — Joseph  Marini  for  William  F.  Alleyne, 
owner. 

SUBJECT — Application  June  7,  1974 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
three  story  enlargement  to  a  dwelling  that  creates  non- 
compliance  in  floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 372  Adelphi  Street,  west  side, 
96  feet  north  of  Greene  Avenue,  Block  2120,  Lot  38,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #2. 


136-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Bayhead  Realty 
Corporation,  owner. 

SUBJECT — Application  March  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  a  Cl-2  and  R6  district,  the 
erection  of  a  four  story  and  cellar  commercial  building 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  accessory  parking  and  loading,  and  encroaches 
on  the  required  rear  yard. 

PREMISES  AFFECTED— 9914-24  4th  Avenue  and  339-57 
100th  Street,  northwest  corner,  Block  6134,  Lot  28,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #10. 


288-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Thompson  Five  Seven  Corporation,  owner. 

SUBJECT — Application  May  10,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  rehabilitation 
and  combining  of  two  buildings  into  a  six  story  residential 
building  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio. 

PREMISES  AFFECTED — 13-15  Jones  Street,  west  side, 
145  feet  south  of  West  4th  Street,  Block  590,  Lots  79  and 
80,  Borough  of  Manhattan.  Community  Board  #2. 


289-74-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Thompson  Five  Seven  Corporation,  owner. 

SUBJECT — Application  May  10,  1974 — filed  pursuant  to 
Section  310  of  the  Multiple  Dwelling  Law  for  variation 
of  Section  34,  subdivision  6a  of  the  Multple  Dwelling  Law 
re-  living  rooms  in  cellar,  Sect.  211  re-  increase  in  height 
of  building,  Sect.  231  re-  egress,  Sect.  52  re-  stairs,  and 
Sect.  212  re-  bridge  obstruction  in  court. 

PREMISES  AFFECTED— 13-15  Jones  Street,  west  side, 
145  feet  south  of  West  4th  Street,  Block  590,  Lots  79  and 
80,  Borough  of  Manhattan. 


332-74-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Number  Fourteen 
Theatre,  Incorporated,  owner. 

SUBJECT — Application  May  31,  1974 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml -5  district,  the  conversion 
of  the  second  through  11th  floors  of  a  commercial  building 
to  residential  use  that  creates  non-compliance  and  non¬ 
conformity. 

PREMISES  AFFECTED — 105  Hudson  Street  and  172 
Franklin  Street,  northwest  corner,  Block  187,  Lot  30,  Bor¬ 
ough  of  Manhattan.  Community  Board  #1. 


333-74-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Number  Fourteen 
Theatre,  Incorporated,  owner. 

SUBJECT — Application  May  31,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  windows  opening 
unto  court. 

PREMISES  AFFECTED — 105  Hudson  Street  and  172 
Franklin  Street,  northwest  corner,  Block  187,  Lot  30, 
Borough  of  Manhattan. 


JULY  16,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning  July  16,  1974,  at  2  o’clock  at  80  Lafayette  Street, 
9th  floor,  New  York,  N.  Y.  10013  on  the  following  matters: 

650-73-A 

APPLICANT — Squadron,  Gartenberg,  Ellenoff  &  Plesent 
for  H.  G.  V.  Associates,  owner;  Mike’s  Farmers  Market, 
lessee. 

SUBJECT — Application  December  4,  1973 — appeal  from  a 
decision  of  the  Commissioner  of  Buildings,  re-  revocation 
of  Building  Permit  #2148/73. 

PREMISES  AFFECTED — 136-19  Whitestone  Expressway, 
southwest  corner  of  28th  Avenue,  Block  4339,  Lots  65  and 
73,  Whitestone,  Borough  of  Queens. 


588-73-A 

APPLICANT — Sheldon  Lobel  for  345  Park  South  Asso¬ 
ciation,  owner. 

SUBJECT— Application  November  5,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-entry  from  stair¬ 
ways. 

PREMISES  AFFECTED — 343-361  Park  Avenue  South, 
northeast  corner  of  East  25th  Street,  Block  881,  Lot  1, 
Borough  of  Manhattan. 


141-74-A 

APPLICANT — Candle  Corporation  of  America,  owner. 

SUBJECT — Application  March  8,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  combus¬ 
tible  mixture  known  as  “Exclusive  Lamp  Fuel”  in  one 
(1)  gallon  polyethylene  bottle,  not  in  compliance  with 
regulation  of  the  Administrative  Code  of  New  York  City. 


185-74-A 

APPLICANT — Harold  E.  Diamond  for  Green  Manor 
Homes,  Incorporated,  owner. 

SUBJECT — Application  March  29,  1974 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legal  street. 
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PREMISES  AFFECTED — 48  Church  Avenue,  south  side, 
431.07  feet  east  of  Victory  Boulevard,  Block  2625,  Lot  41, 
Travis,  Borough  of  Richmond. 


284-74-A 

APPLICANT — Cromwell  Products,  Incorporated,  owner. 

SUBJECT — Application  May  9,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Dif  Wallpaper  Stripper”  in  22 
ounce  HDPE  with  screw  type  plastic  cap,  not  in  compli¬ 
ance  with  regulation  of  the  Administrative  Code  of  New 
York  City. 


315-74-A 

APPLICANT — Lauria  &  Rowe  for  Morton  Katz,  owner. 
SUBJECT — Application  May  17,  1974 — filed  pursuant  to 
Section  36,  Article  3  re-  building  not  fronting  legal  street. 
PREMISES  AFFECTED — 244  Arlington  Avenue,  west 
side,  615.98  feet  south  of  Arlington  Place,  Blocks  1277  and 
1267,  Lots  460  and  9,  Borough  of  Richmond. 


256-74-A 

APPLICANT — Harry  Soled  for  Yeshivatli  Beth  Hillel  of 
Krasna,  owner. 

SUBJECT — Application  May  1,  1974 — appeal  from  a  decision 
of  the  Borough  Superintendent,  re-  Height  and  Area 
Limits. 

PREMISES  AFFECTED— 1371  42nd  Street,  north  side, 
100  feet  west  of  14th  Avenue,  Block  5594,  Lot  48,  Borough 
of  Brooklyn. 


321-74-A 

APPLICANT — David  L.  Seed  for  Union  Carbide  Corpora¬ 
tion,  owner. 

SUBJECT — Application  May  23,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Prestone  Windshield  Washer 
Anti  Freeze  and  Cleaner  AS-141,  in  sixteen  (16)  ounce 
cone  top  metal;  crown  cap  (Non-replaceable)  not  in  com¬ 
pliance  with  the  regulations  of  the  Administrative  Code  of 
New  York  City. 


240-74-A 

APPLICANT — Diffendale  &  Kubec  for  Astolfo  Giuntoli, 
owner. 

SUBJECT — Application  April  22,  1974 — Filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 40  East  Entry  Road,  south  side, 
234.34  feet  west  of  Flagg  Place,  Block  888,  Lot  108,  Don- 
gan  Hills,  Borough  of  Richmond. 


245-74-A 

APPLICANT — Martyn  and  Don  Weston  for  Waltoona 
Marsh  Incorporated,  owner. 

SUBJECT — Application  April  11,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  front  yard, 
egress,  bulkhead  to  roof  and  windows  open  to  street. 

PREMISES  AFFECTED — 30  East  10th  Street,  south  side, 
148.9  feet  east  of  University  Place,  Block  561,  Lot  9, 
Borough  of  Manhattan. 

366-74-A 

APPLICANT — Thomas  P.  Crinnion  for  717  Pharmacy 
Incorporated,  owner. 


SUBJECT — Application  June  14,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  extension  of 
doctor’s  office  to  second  floor  of  frame  building,  removal 
of  fire  wall,  means  of  egress,  etc. 

PREMISES  AFFECTED— 717-719  Burke  Avenue,  north¬ 
west  corner  of  Cruger  Avenue,  Block  4596,  Lots  1  &  2, 
Borough  of  The  Bronx. 

JOSEPH  B.  KLEIN,  Chairman 


JULY  23,  1974,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  to  a  public  hearing 
Tuesday  morning,  July  23,  1974,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

251-58-BZ 

APPLICANT — Biaggi,  Ehrlich,  Galiber  and  Lang  for 
Christopher  DeMaio,  et  al,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  January  2,  1974 — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  use  of  vacant  plot 
for  a  parking  lot  for  the  parking  and  storage  of  more 
than  (5)  motor  vehicles,  pleasure  type. 

PREMISES  AFFECTED — 2446-2450  Beaumont  Avenue, 
east  side,  238.57  feet  south  of  East  189th  Street  and  2445- 
2449  Crotona  Avenue,  Block  3105,  Lot  17,  Borough  of 
The  Bronx. 


166-48-BZ — Vol.  II 

APPLICANT — Max  Siegel  Associates  for  Ruth  Graham, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  21,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  and  business  use 
district,  the  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 1191  East  213th  Street,  north 
side,  46.8  feet  west  of  Boston  Road  and  1196  East  214th 
Street,  Block  4708,  Lots  4  and  73,  Borough  of  The  Bronx. 


128-53-BZ 

APPLICANT — Roy  I.  Rosenbaum  for  Lavil  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  July  14,  1973;  and  for  amendment — 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Res¬ 
olution,  permitting  in  a  local  retail  and  manufacturing  use 
district,  an  entrance  from  local  retail  district  into  the 
manufacturing  use  district. 

PREMISES  AFFECTED — 121-60  Farmers  Boulevard,  west 
side,  441.53  feet  south  of  121st  Avenue,  Block  12458,  Lot 
25,  St.  Albans,  Borough  of  Queens. 

111-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  June  22,  1974 
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— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  73-211  of  the  Zoning 
Resolution,  permitting  in  a  C2-2  district,  the  reconstruc¬ 
tion  of  an  automotive  service  station  with  accessory  uses, 
and  with  accessory  show  windows  within  75  feet  of  a 
residence  district. 

PREMISES  AFFECTED— 185-25  North  Conduit  Avenue, 
northwest  corner  of  Springfield  Boulevard,  Block  13094, 
Lot  68,  Springfield  Gardens,  Borough  of  Queens. 


727-72-BZ 

APPLICANT — William  S.  Bannon  for  Con  Edison  Com¬ 
pany  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  3,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-16  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  installation 
of  an  electrical  substation. 

PREMISES  AFFECTED— 34-48  to  34-53  Vernon  Boule¬ 
vard,  west  side,  79  feet  2  inches  north  of  35th  Avenue, 
Block  322,  Lot  101,  Long  Island  City,  Borough  of  Queens. 


150-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Third  87th 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  10,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C4-7,  Cl -9  and  R8  district, 
the  erection  of  a  31  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  and  plaza  bonus,  has  less  than 
the  required  lot  area  per  room  and  encroaches  on  the  re¬ 
quired  tower  setback. 

PREMISES  AFFECTED— 1551  to  1565  3rd  Avenue,  201 
to  215  East  87th  Street,  northeast  corner  and  200  to  206 
East  88th  Street,  Block  1533,  Lots  1,  45,  48,  50,  143,  Bor¬ 
ough  of  Manhattan. 


159-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Presidential 
Towers  Residence,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  June  19,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R7-2  district,  in  an  existing 
16  story  and  penthouse  multiple  dwelling,  the  rearrange¬ 
ment  of  apartments  that  will  increase  the  degree  of  non- 
compliance  in  lot  area  per  room. 

PREMISES  AFFECTED — 315  West  70th  Street,  north 
side.  100  feet  west  of  West  End  Avenue,  Block  1182,  Lot 
20,  Borough  of  Manhattan. 

733-72-BZ 

APPLICANT — Emanuel  Kontokosta  for  John  G.  Litras, 
owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  May  29,  1974 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
one  story  building  for  use  as  a  funeral  establishment  that 
encroaches  on  the  required  front  side  and  rear  yards. 

PREMISES  AFFECTED — 24-16  31st  Street,  west  side, 
100.01  feet  south  of  24th  Avenue,  Block  840,  Lot  160, 
Astoria,  Borough  of  Queens. 


208-72-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  National  Car 
Rental  System,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  time  to  com¬ 
plete  which  expires  November  20,  1974 — decision  of  the 
Borougli  Superintendent;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  an  R3-2  district,  the  erection  of  a  four  level  parking 
facility  with  accessory  automobile  rental  office  and  auto¬ 
mobile  service  shop. 

PREMISES  AFFECTED — 95-10  Ditmas  Boulevard,  south¬ 
east  corner  of  95th  Street,  Block  1072,  Lots  1,  23,  42, 
Astoria,  Borough  of  Queens. 

641-72-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  15,  1974 
and  for  amendment — decision  of  the  Borough  Superin¬ 
tendent  ;  previously  granted  on  condition  under  Sections 
73-211  and  73-212  of  the  Zoning  Resolution,  permitting 
in  a  C4-2  district,  the  reconstruction  of  an  automotive 
service  station  with  accessory  uses. 

PREMISES  AFFECTED — 58-06  92nd  Street,  west  side, 
100.39  feet  north  of  59th  Avenue,  Block  1860,  Lot  59, 
Elmhurst,  Borough  of  Queens. 

410-31-BZ— Vol.  Ill 

APPLICANT — Walter  T.  Gorman  for  Louise  E.  Devito, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a  retail 
use  district,  the  extension  of  an  existing  gasoline  service 
station,  auto  laundry,  lubritorium  and  office  to  include 
minor  repairs  with  hand  tools  only. 

PREMISES  AFFECTED — 175-14  Horace  Harding  Ex¬ 
pressway,  south  side,  117.71  feet  west  of  Utopia  Parkway, 
Block  6891,  Lot  10,  Flushing,  Borough  of  Queens. 


354-68-BZ 

APPLICANT — Morton  S.  Cahn  for  New  York  Boulevard 
Associates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  decision  of  the  Borough  Superin¬ 
tendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R3-2  dis¬ 
trict,  the  erection  of  a  one  story  building  as  an  eating  and 
drinking  establishment  with  accessory  parking  in  the  open 
area. 

PREMISES  AFFECTED— 122-10  to  122-18A  New  York 
Boulevard,  southwest  corner  of  122nd  Avenue,  Block  12256, 
Lot  12,  Jamaica,  Borough  of  Queens. 


205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  and  Regina  Tischler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  5,  1973 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a  \ 
five  story  health  related  facility  that  exceeds  the  permitted 
floor  area  ratio  and  lot  coverage,  encroaches  on  the  re- 
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quired  front  and  side  yards  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn. 


251-74-BZ 

APPLICANT — Jamaica  Water  Supply  Company,  owner. 

SUBJECT — Application  April  29,  197-1 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-14  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  installation  of 
a  water  pumping  station. 

PREMISES  AFFECTED— 231-19  128th  Drive,  northeast 
corner  of  Francis  Lewis  Boulevard,  Block  12869,  Lot  54, 
Springfield  Gardens,  Borough  of  Queens.  Community 
Board  #13. 


328-74-BZ 

APPLICANT — Ames  Associates  for  Department  of  Public 
Works,  Incorporated,  owner. 

SUBJECT — Application  May  29,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
one  story  library  that  exceeds  the  permitted  lot  coverage 
and  aggregate  width  of  the  street  wall,  encroaches  on  the 
required  front  yard  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 92-06  1 56th  Avenue,  southeast 
corner  of  92nd  Street,  Block  13957,  Lot  1,  Howard  Beach, 
Borough  of  Queens.  Community  Board  #10. 


330-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Metropolitan  Life 
Insurance  Company,  owner;  The  58th  Street  Spaghetti 
and  Macaroni  Factory,  Incorporated,  sub-lessee. 

SUBJECT — Application  May  30,  1974 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C5-3  (F)  district, 
in  an  existing  33  story  commercial  building,  the  addition 
to  the  use  of  the  restaurant  located  in  the  cellar  and  first 
floor  to  include  cabaret. 

PREMISES  AFFECTED— 745  Fifth  Avenue  and  6  East 
58th  Street,  southeast  corner,  Block  1293,  Lot  69,  Borough 
of  Manhattan.  Community  Board  #5. 


331-74-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Gary  W.  Lazachek, 
owner. 

SUBJECT — Application  May  31,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  M 1-5  district,  the  conversion 
of  an  existing  seven  story  building  from  a  warehouse  to 
joint  living — working  quarters  and  offices. 

PREMISES  AFFECTED — 48-52  Great  Jones  Street,  north 
side,  101  feet  west  of  the  Bowery,  Block  531,  Lot  45, 
Borough  of  Manhattan.  Community  Board  #2. 


355-74-BZ 

APPLICANT — Frost  Associates  for  Department  of  Public 
Works,  City  of  New  York,  owner. 


SUBJECT — Application  June  10,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  erection 
of  a  one  story  building  for  use  as  a  library. 

PREMISES  AFFECTED— 36-21  21st  Street,  east  side, 
163.77  feet  south  of  36th  Avenue,  Block  348,  Lot  10,  Long 
Island  City,  Borough  of  Queens.  Community  Board  #1. 


358-74-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Board  of  Educa¬ 
tion,  City  of  New  York,  owner. 

SUBJECT — Application  June  11,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  an  enlargement  to  a  public  school  that  encroaches  on 
the  required  front  and  rear  yards,  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 155-02  108th  Avenue,  south¬ 
east  corner  of  155th  Street,  Block  10144,  Lot  42,  Jamaica, 
Borough  of  Queens.  Community  Board  #12. 

JOSEPH  B.  KLEIN,  Chairman 


JULY  23,  1974,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  July  23,  1974,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

184-74-A 

APPLICANT — Herman  H.  Krogman  for  Procter  &  Gamble 
Manufacturing  Company,  owner. 

SUBJECT — Application  March  28,  1974 — appeal  from  a 
decision  of  Fire  Commissioner  re-  additional  smoking  area. 
PREMISES  AFFECTED— 3636  Richmond  Terrace,  east 
side,  1200  feet  south  of  Western  Avenue,  Block  1338,  Lot 
1,  Port  Ivory,  Borough  of  Richmond. 


187-74-A 

APPLICANT — Paul  G.  Mauch  for  630  Third  Avenue  As¬ 
sociates,  owner. 

SUBJECT — Application  April  1,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Fire  Alarm 
System. 

PREMISES  AFFECTED — 628-638  Third  Avenue  and  ISO- 
155  East  41st  Street,  southwest  corner,  Block  1295,  Lot  40, 
Borough  of  Manhattan. 


356-74-A 

APPLICANT — David  Schulman  for  Refuge  Church  of 
Christ,  owner. 

SUBJECT — Application  June  11,  1974 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  conversion  and 
combination  of  two  frame  buildings  from  stores  to  church. 

PREMISES  AFFECTED — 175-46/175-48  Liberty  Avenue, 
southwest  corner  of  177th  Street,  Block  10232,  Lots  31  and 
32,  Jamaica,  Borough  of  Queens. 

JOSEPH  B.  KLEIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  18,  1974,  10  A.M. 

Present :  Chairman  Klein,  Vice  Chairman  Agusta, 

Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  June  4,  1974,  were  approved 
as  printed  in  the  Bulletin  of  June  13,  1974,  Vol.  59,  No.  24. 


19-73-A 

APPLICANT — Charles  A.  Brown  for  The  Presbyterian 
Hospital  in  the  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  re-  water  supply  for  sprinkler  system ;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 622  West  168th  Street,  3959- 
3975  Broadway,  627-635  West  165th  Street,  180  Fort  Wash¬ 
ington  Avenue,  entire  block,  Block  2138,  Lots  1,  8,  30,  40, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  A.  Brown. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  appeal  was  granted  by  the  Board  on  March 
13,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  April  16,  1974,  acting  on  Misc.  Applic.  809-73  reads : 

“1.  Proposed  use  of  standpipe  riser  as  a  source  of 
supply  for  sprinkler  system  on  the  upper  floors  and 
sprinkler  system  from  street  supply  lower  floors  is  con¬ 
trary  to  Dept.  Rules  and  Regulations  and  C26  Article 
17  and  RS17-1,  RS17-2  which  permits  combination  sys¬ 
tem  for  high  rise  office  buildings,  Occupancy  Group  E. 
The  subject  premises  is  a  hospital,  Occupancy  Group 
H-2.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  13, 
1973,  by  adding  thereto : 

“that  a  combined  standpipe  and  sprinkler  system  shall 
be  permitted  throughout  the  premises,  for  use  on  all 
floors  of  the  Columbia  Presbyterian  Medical  Center, 
substantially  as  shown  on  revised  drawings  of  proposed 
conditions  marked  ‘Received  May  14,  1974’,  three  sheets, 
on  condition  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects.” 


191-46-BZ— Vol.  II 

APPLICANT — William  J.  Calise  for  Rose  Polomba,  Frank 
Vivolo,  Angelo  Vivolo  and  Vincent  Vivolo,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  7,  1974 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7a  and  7e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  extension  of  the  restaurant,  banquet  hall,  meeting 
room  and  occupancy  by  two  families. 


PREMISES  AFFECTED— 8821-8829  26th  Avenue,  south 
side,  210  feet  east  of  Harway  Avenue,  Block  6897,  Lot  18, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  J.  Calise. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  19,  1957,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  June  18,  1974,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
19,  1957,  as  amended  through  October  7,  1969,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  July  7,  1974,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  2465-56) 


240-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Edward  DiBene- 
detto  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  the  erection  and  maintenance  of  a 
structure  in  the  business  use  district  portion  of  the  lot, 
to  be  used  as  body  and  fender  repair  shop,  auto  repair 
shop,  car  and  motor  washing,  welding,  painting  and 
spraying  and  office  and  gasoline  pump  within  building 
owners  use  only,  and  parking  of  cars  awaiting  service 
and  the  storage  of  kerosene  and  gasoline  in  buried  tanks, 
owners  use  only,  in  the  residence  use  district  portion  of 
the  plot. 

PREMISES  AFFECTED— 207-22  Northern  Boulevard, 
south  side,  350.33  feet  actual  (340.33  feet,  mapped)  west 
of  Oceania  Street,  Block  7305,  Lot  19,  tentative,  (for¬ 
merly  207-22  to  207-24  (207-22  official)  Northern  Boule¬ 
vard,  south  side,  350  feet  west  of  Oceania  Avenue,  and 
(206-35  to  206-37  45th  Road,  Block  7305,  Lot  19)  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  13,  1955,  on  certain  conditions ;  and 
Whereas,  the  term  of  variance  was  extended  on  February 
23,  1971  ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  13,  1955,  as  amended  through  February  23,  1971,  by 
adding  thereto : 

“that  the  lot  may  be  reduced  in  area  and  the  building 
may  be  altered  substantially  as  shown  on  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  April  26, 
1974’,  one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Alt.  1337-73) 


132-58-BZ 

APPLICANT — Louis  Lieberman  for  Catherine  Albina, 
Mary  and  Virginia  Bartley,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  31, 
1974 — decision  of  the  Borough  Superintendent,  permitting 
in  a  residence  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  minor  auto  re¬ 
pairs,  car  wash,  storage,  office  and  sales  and  the  parking 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 17-39  to  17-61  (17-55  official), 
Francis  Lewis  Boulevard,  157-63  to  157-71  18th  Avenue, 
northeast  corner,  157-52  to  157-64  17th  Road  and  17-38 
to  17-48  160th  Street,  Block  4747,  Lot  31,  Whitestone, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  31,  1959,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  18,  1974,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
31,  1959,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  ...  ;  on  condition  that  a 
curb  be  installed  along  the  sidewalk  on  17th  Road  in 
front  of  the  premises ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  376-58) 

970-67-BZ 

APPLICANT — Noah  N.  Sherman  for  1110  Third  Avenue 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  May  7,  1974 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
Cl-9  district,  in  an  existing  four  story  building  the  exten¬ 
sion  of  the  commercial  occupancy  to  include  the  third  and 
fourth  floors. 

PREMISES  AFFECTED — 1110-1112  Third  Avenue,  north¬ 
west  corner  of  East  65th  Street,  Block  1400,  Lots  33  and 
34,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Ira  M.  Sherman. 


ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  7,  1968,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  June  16,  1970;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  7,  1968,  as  amended  through 
June  16,  1970,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  1625-61) 


258-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Thomas  Fatato 
Realty  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
11-413  of  the  Zoning  Regulation,  permitting  in  a  C2-3  dis¬ 
trict,  in  an  existing  building  previously  before  the  Board, 
the  change  in  occupancy  from  a  garage  to  a  meat  process¬ 
ing  establishment. 

PREMISES  AFFECTED — -305-11  4th  Avenue  (formerly 
303-13  4th  Avenue),  298  to  316  2nd  Street,  southeast 
corner,  Block  974,  Lots  6,  12,  15  and  17,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  4,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  4,  1970,  by  adding  thereto  : 

“that  reference  to  drawing  marked  ‘Received  October  23, 
1970’,  one  sheet  is  hereby  deleted  from  the  resolution: 
and  that  the  uses  within  the  building  may  be  rearranged 
substantially  as  shown  on  revised  drawing  of  proposed 
conditions  marked  ‘Received  April  9,  1974’,  one  sheet,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(Alt.  205-74) 


707-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Charles  Goldfarb 
and  Robert  Pomerantz,  owners. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  10,  1974 
— decision  of  the  Borough  Superintendent;  previously- 
granted  on  condition  under  Section  72- 21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
two  story  and  cellar  office  and  residential  building  that 
encroaches  on  the  required  front  yard. 

PREMISES  AFbECTED — 8703  Flatlands  Avenue,  north¬ 
east  corner  of  East  87th  Street,  Block  8008,  Lots  9  and 
10,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  14,  1972,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  April  10,  1973 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
14,  1972,  as  amended  through  April  10,  1973,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read  : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution,  on 
condition  that  no  further  extension  of  time  will  be  con¬ 
sidered  by  the  Board.”  (N.B.  439-71) 


816-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Billinghurst 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  June  26,  1974 
and  for  amendment — decision  of  the  Borough  Superin¬ 
tendent  ;  previously  granted  on  condition  under  Sections 
11-412,  11-413  and  72-21  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  Cl -2  and  R3-2  district,  on  a  plot  with  a  one 
story  building  that  was  previously  before  the  Board,  the 
change  in  occupancy  from  bowling  lanes  to  stores  and 
enlargement  in  floor  area  for  use  as  a  supermarket. 

PREMISES  AH* EC  TED — 1650  Richmond  Avenue,  west 
side,  245.56  feet  north  of  Victory  Boulevard,  Block  2236, 
Lot  125,  Bull’s  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  Oh"  BOARD — Application  reopened,  time  to  com¬ 
plete  work  extended  and  resolution  amended. 

THE  VOTE— 

Ailirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  . ”  [  ’  ’  q 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  26,  1973,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work,  and 

\\  hereas,  the  applicant  requested  an  amendment  of  the 
resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  reopen  and  amend  the  resolution  adopted  on  June 

26,  1973,  by  adding  thereto: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  June  26,  1974;  that  the  retail  stores  in 
the  existing  building  may  be  rearranged  substantially  as 
shown  on  revised  floor  plan  of  proposed  conditions 
marked  ‘Received  April  16,  1974’,  one  sheet;  that  the 
work  may  proceed  as  indicated  on  revised  site  plan  of 
proposed  conditions  marked  ‘Received  May  14,  1974’, 
one  sheet  ;  and  that  separate  Certificates  of  Occupancy 
may  be  issued  for  each  building,  on  condition  that 
substantial  construction  of  the  supermarket  shall  be 
completed  within  one  year  from  June  26,  1974;  and  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (Alt.  239-72) 

623-73-BZ  " 

APPLICANT — Louis  Lieberman  for  Gregory  Flyer,  owner. 

SUBJECT — Application  for  consideration — to  withdraw 
the  application  of  November  20,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  and  R5  district,  the  erec¬ 
tion  of  a  one  story  enlargement  to  an  existing  automobile 
repair  shop. 

PREMISES  AFFECTED — 8621  18th  Avenue,  east  side, 
194.8  feet  south  of  86th  Street,  Block  6369,  Lot  36,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  . !!!!!.”  0 


619-71-BZ 

APPLICANT— Charles  M.  Spindler  for  Cong.  Agudath 
Sholom  of  Flatbush,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in.  a  C8-2  and  R5  district,  the 
enlargement  in  area  of  an  existing  Synagogue,  Community 
Center  and  Banquet  Hall  that  encroaches  on  the  required 
side  yards. 

PREMISES  AFFECTED — 890  Coney  Island  Avenue,  west 
side,  118.93/8  feet  north  of  18th  Avenue,  Block  5403,  Lots 
26  and  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato,  Isaac  Kramer  and  Herbert 
Brody. 

For  Opposition:  Emanuel  Pearlman,  Lillian  G.  Pearlman, 
Cecilia  Mannino,  Lillian  Quartana,  Marian  Durante, 
Theresa  Meineke,  Josephine  Geraci  and  Cecilia  Webster. 
ACTION  OF  BOARD — Laid  over  to  July  2,  1974,  at  10 
A.M.,  for  decision;  hearing  closed. 


151-73-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT — Application  March  7,  1973 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  NYC  Charter  to 
permit  in  a  C2-5  district,  on  a  plot  with  an  existing  electric 
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substation,  the  erection  of  a  31  story  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  encroaches 
on  the  required  rear  yard  equivalent  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 
Community  Board  #8. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Richard  Brenner. 

ACTION  OF  BOARD— Laid  over  to  October  1,  1974,  at  10 
A.M.,  for  continued  hearing. 


152-73-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Benenson  Capital  Company,  Charles  B.  Benen- 
son,  Laurence  A.  Tisch  and  Preston  R.  Tisch,  owners. 

SUBJECT— Application  March  7,  1973— filed  pursuant  to 
multiple  dwelling  law  re-  rear  yard. 

PREMISES  AFFECTED— 313  to  341  East  63rd  Street, 
north  side,  150  feet  west  of  First  Avenue,  and  10  East  64th 
Street,  Block  1438,  Lots  10,  14,  44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Richard  Brenner. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1974,  at 
10  A.M.,  for  continued  hearing. 


247-73-BZ 

APPLICANT — Aaron  Halpern  for  Mickey  Realty  Corpor¬ 
ation,  owner. 

SUBJECT — Application  April  26,  1973 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  two  story  office  building  with  accessory  parking  in 
the  open  area. 

PREMISES  AFFECTED — 2288  Hylan  Boulevard,  south¬ 
east  corner  of  Maplewood  Place,  Block  3701,  Lot  12,  Bor¬ 
ough  of  (Grant  City)  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Alphonse  J.  Russo. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  July  2,  1974,  at 
10  A.M.,  for  decision;  hearing  closed. 


20-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Midboro  Realty 
Company,  owner. 

SUBJECT — Application  January  15,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  in  a  portion  of 
an  existing  one  story  building,  the  change  in  occupancy 
from  store  and  parking  to  an  automobile  repair  shop. 

PREMISES  AFFECTED— 1882/86  Jerome  Avenue,  east 
side,  51.45  feet  north  of  Mt.  Hope  Place,  Block  2852,  Lot  4, 
Borough  of  The  Bronx.  Community  Board  #5. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  2,  1974,  at 
10  A.M.,  for  decision,  hearing  closed. 


54-74-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Frank  Nolan, 
owner,  Four  Green  Fields,  lessee. 

SUBJECT — Application  February  4,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  the  main¬ 
tenance  of  a  one  story  enlargement  to  an  existing  eating 
and  drinking  establishment  without  restriction. 

PREMISES  AFFECTED — 46-19  48th  Avenue,  northwest 
corner  of  47th  Street,  Block  2284,  Lot  53,  Woodside,  Bor¬ 
ough  of  Queens.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  2,  1974,  at 
10  A.M.,  for  decision;  applicant  to  submit  revised  draw¬ 
ings  ;  previously  inspected ;  hearing  closed. 


65-74-BZ 

APPLICANT — Atkin  &  Bassolino  for  Bestofall  Realty, 
Incorporated,  owner. 

SUBJECT — Application  February  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  change  in 
use  of  an  existing  automobile  service  station  previously 
before  the  Board  to  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED— 4728-4736  White  Plains  Road 
and  701-707  St.  Ouen  Street,  northeast  corner,  Block  5113, 
Lot  21,  Borough  of  The  Bronx.  Community  Board  #13. 

APPEARANCES— 

For  Applicant :  Harry  Atkin  and  Anthony  Sperdini. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  July  2,  1974  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  in¬ 
formation;  previously  inspected;  hearing  closed. 


67- 74-BZ 

APPLICANT — Abraham  Grossman  for  F.  B.  N.  Realty 
Corporation,  owner. 

SUBJECT — Application  February  13,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  main¬ 
tenance  of  an  enlargement  to  the  third  and  fourth  floor 
of  a  4  story  building  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  rear  yard  and  outer  court 
encroachment. 

PREMISES  AFFECTED — 108  West  78th  Street,  south 
side,  130  feet  west  of  Columbus  Avenue,  Block  1149,  Lot 
38,  Borough  of  Manhattan.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 

68- 74-BZ 

APPLICANT — Kenneth  H.  Koons  for  Gus  S.  Santoro, 
owner. 

SUBJECT — Application  February  13,  1974— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  and  R6  district,  the 
construction  and  maintenance  of  an  open  automobile  sales 
establishment. 

PREMISES  AFFECTED— 2467  Westchester  Avenue,  north 
side,  145.16  feet  east  of  Rowland  Street,  Block  3974,  Lot 
50,  Borough  of  The  Bronx.  Community  Board  #9. 
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APPEARANCES— 

For  Applicant:  K.  H.  Koons. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at 
10  A.M.,  for  decision,  hearing  closed. 


80-74-BZ 

APPLICANT — -Leonard  F.  Rothkrug  for  Susan  Usdan, 
owner,  Reception  House,  lessee. 

SUBJECT— Application  February  19,  197-4 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  restaurant 
cabaret  and  catering  establishment. 

PREMISES  AFFECTED — 160-06/08  Northern  Boulevard, 
south  side,  318.17  feet  east  of  159th  Street,  Block  5335,  Lot 
53,  Flushing,  Borough  of  Queens.  Community  Board  #7. 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  2,  1974,  at  10 

A.M.,  for  decision;  hearing  closed;  applicant  to  submit 
additional  information. 


220-74-BZ 

APPLICANT — Aaron  Halpern  Associates  for  23-14  122nd 
Street  Realty  Corporation,  owner; 

SUBJECT — Application  April  17,  1974 — decision  of  the 
Borough  Superintendent  under  Section  73-63  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
second  floor  enlargement  to  an  existing  manufacturing 
establishment. 

PREMISES  AFFECTED — 23-14  122nd  Street,  west  side, 
100  feet  south  of  23rd  Avenue,  Block  4224,  Lot  28,  College 
Point,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Alphonse  Russo. 

For  Opposition:  Theodore  L.  Wise  Jr.,  John  J.  Alessi, 
Angela  Caparaso,  Anna  Weber,  Pat  Rocana,  Rosalie  C. 
Salamone  and  Athina  Reuithas. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1974,  at  10 
A.M.,  for  continued  hearing. 


2-74-BZ 

APPLICANT — Peirez,  Ackerman  &  Levine  for  St.  Anas¬ 
tasia’s  Roman  Catholic  Church,  owner ;  4105  Church  Ave¬ 
nue  Realty  Corporation,  contract  vendee. 

SUBJECT — Application  January  7,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2,  R3-2  and  Rl-2  district, 
the  erection  of  a  two  level  shopping  mall  with  retail  stores 
and  supermarket  that  will  create  non-compliance  within 
the  residential  front  and  sideyards,  has  less  than  the  re¬ 
quired  accessory  parking  and  with  off-site  parking. 

PREMISES  AFFECTED — 245-01  to  245-41  Northern 
Boulevard,  north  side,  140  feet  east  of  244th  Street,  Block 
8112,  Lots  106,  11  and  17,  Douglaston,  Borough  of  Queens. 
Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel. 

For  Opposition:  Virginia  Dent. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant  without  prejudice. 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 


19-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Beth  Jacob-Beth 
Miriam  School  for  Girls,  owner. 

SUBJECT — Application  January  15,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2,  in  an  R4  and  R3-2 
district,  the  erection  of  a  seven  story  non-profit  residence 
for  the  elderly  and  school  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  and  accessory 
parking,  encroaches  on  the  required  front,  side  and  rear 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 5714-16  Mosholu  Avenue,  south 
side,  161  feet  east  of  Feldston  Road  and  5711-19  Faraday 
Avenue,  Block  5855,  Lots  2234  and  2237,  Borough  of  The 
Bronx.  Community  Board  #14. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Commissioner  Hornstein, 


Commissioner  Carroll  and  Commissioner  Walsh . 4 

Negative:  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
April  9,  1974,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  21,  1974;  then  to  June  4,  1974;  then  to 
June  18,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  10,  1974,  acting  on  N.B.  Applic.  266/1973,  reads: 

“A14.  Proposed  seven  story  and  cellar  residence 
and  school  building,  located  in  a  zoning  lot,  50%  in  a 
R3-2  and  50%  in  a  Cl-2  located  in  a  R4  zoning  district, 
will  be  in  violation  of  the  Zoning  Resolution. 

A.  Section  77-22  Floor  area  ratio. 

B.  Section  77-24  Lot  coverage. 

C.  Section  77-25  Required  lot  area. 

D.  Section  77-27  Front,  rear  and  side  yards. 

E.  Section  77-28  Height  and  set-backs. 

F.  Section  77-331  Required  parking  spaces. 

A18.  Provide  a  minimum  distance  between  legally 
required  windows  and  lot  lines  as  per  Section  23-86 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-2  in  an  R4  and  R3-2  district,  the  erection  of  a  seven 
story  non-profit  residence  for  the  elderly  and  school  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  lot  area  and  accessory  parking,  encroaches  on  the 
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required  front,  side  and  rear  yards  and  penetrates  the  sky 
exposure  plane,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application,  marked 
“Received  January  15,  1974”,  one  sheet,  and  “June  14,  1974”, 
15  sheets;  on  further  condition  that  the  accessory  off-site 
parking  be  permanently  maintained  on  Block  5860,  Lot  264; 
that  a  bus  station  be  provided  on  the  Mosholu  Avenue 
frontage  in  accordance  with  the  regulations  of  the  Depart¬ 
ment  of  Traffic;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  two  (2)  years  from  the  date  of 
this  resolution. 


77-74-BZ 

APPLICANT — Savignano,  Strange  &  Vella  for  Juan 
Aranalde,  M.  D.,  owner. 

SUBJECT — Application  February  19,  1974 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  mainten¬ 
ance  of  a  two  story  and  basement  Doctors’  Offices  and 
medical  laboratory. 

PREMISES  AFFECTED — 464  44th  Street,  south  side, 
160.00  feet  west  of  5th  Avenue,  Block  738,  Lot  32,  Borough 
of  Brooklyn.  Community  Board  #7. 

APPEARANCES— 

For  Applicant :  L.  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  7,  1974,  after  due  notice  by  publication  in  Bulletin ; 
laid  over  to  June  4,  1974;  then  to  June  18,  1974;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  8,  1974,  acting  on  Alt.  Applic.  390/1971, 
reads : 

“1.  Doctor’s  office  above  first  floor  ceiling  is  not 
permitted  in  residence  district  under  Use  Group  4  and 
is  contrary  to  Sec.  22-14  of  the  Zoning  Resolution. 

2.  Proposed  medical  laboratory  are  Use  Group  9 
and  are  not  permitted  in  R6  districts  as  of  right  and 
same  are  contrary  to  Sec.  22-00  and  32-18  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

W hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  /he  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R6  district,  the  maintenance  of  a  two  story  and  basement 
Doctors  Offices  and  medical  laboratory  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed,  marked 
i5£?“ved  FebruaiT  19>  1974”,  four  sheets,  and  “June  11, 
1D74  ,  three  sheets  and  that  all  laws,  rules  and  regulations 
be  complied  with  and  that  substantial  construction  be  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  resolution. 


191-74-BZ 

APPLICANT — Peter  Casine  for  Lafayette  Associates, 
owner ;  United  States  Postal  Service,  contract  vendee. 

SUBJECT — Application  April  2,  197*1 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  one  story  building  for  use  as  a  post  office  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — Lafayette  Avenue,  south  side, 
between  Newman  Avenue  and  White  Plains  Road,  Blocks 
3605,  3606,  Lots  1  and  1,  Borough  of  The  Bronx.  Com¬ 
munity  Board  #8. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
jurisdiction. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 


Adjourned:  11:35  A.M. 

John  B.  Cincotta,  Executive  Director 

REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  18,  1974,  2  P.M. 

Present:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 
Commissioner  Walsh. 


14-74-BZY — B.B. — 3110  Farragut  Place,  Block  4995,  Lot 
20,  N.B.  468-73. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Julius  J.  Rosen. 
For  Opposition:  Bernard  M.  Bloom. 

ACTION  OF  BOARD — Application  dismissed,  for  lack  of 
jurisdiction,  without  prejudice. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


64- 74- A 

APPLICANT — Leonard  F.  Rothkrug  for  328  Keap  Street 
Enterprises,  Incorporated,  owner. 

SUBJECT — Application  February  11,  197*1 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #5279-73. 

PREMISES  AFFECTED — 3110  Farragut  Place  and  560 
East  32nd  Street,  southwest  corner,  Block  4995,  Lot  20, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Julius  J.  Rosen. 
For  Opposition :  Bernard  M.  Bloom. 

ACTION  OF  BOARD — Application  dismissed,  for  lack  of 
jurisdiction,  without  prejudice. 
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THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 


THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  o 


25-73-BZY — B.Q. — 353  Beach  48th  Street,  Block  14850, 
Lots  6,  8,  12,  14,  18,  20,  23,  25,  29,  31,  35,  45,  52,  N.B. 
775-72. 

APPEARANCES— 

For  Applicant :  Richard  Brenner. 

For  Opposition :  Herbert  A.  Posner,  William  Hopper, 
and  Julie  Rapport  for  Cong.  F.  J.  Basco. 

ACTION  OF  BOARD — Application  dismissed,  for  lack  of 
jurisdiction,  without  prejudice. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


698-73-A 

APPLICANT — Meyer,  Temkin,  Joy  Springer  and  Fred 
Springer,  d/b/a  Rockaway  Care  Center,  owners. 
SUBJECT — Application  December  21,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Revocation  of 
Building  Permit  # 3262/73 . 

PREMISES  AFFECTED — 353  Beach  48th  Street,  south¬ 
west  corner  of  Beach  Channel  Drive,  Block  15840,  Lots  6, 
8.  12,  14,  18,  20,  23,  25,  29,  31,  35,  45  and  52,  Edgemere, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Richard  Brenner. 

For  Opposition :  Herbert  A.  Posner,  William  Hoppen, 
Julie  Rapport  for  Cong.  F.  J.  Basco. 

ACTION  OF  BOARD — Application  dismissed,  for  lack  of 
jurisdiction,  without  prejudice. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 


1-74-BZY — B.Bx. — 685  White  Plains  Road,  Block  3563, 
Lots  1,  19,  20,  56,  61,  65,  66,  67,  68,  69,  71,  73,  N.B.  406-73. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  dismissed,  for  lack  of 
jurisdiction,  without  prejudice. 

THE  VOTE — 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


2-74-BZ Y — B.B. — 1702  to  1750  Avenue  R,  Block  6821, 
Lots  201,  212,  N.B.  91-73. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition  :  Barry  Schwartz. 

ACTION  OF  BOARD — Application  dismissed,  for  lack  of 
jurisdiction,  without  prejudice. 


676-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Willow  Grove 
Realty  Corporation,  owner  (Willow  Grove  Health  Related 
Facility). 

SUBJECT — Application  December  14,  1973 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #91-73. 

PREMISES  AFFECTED — 1702/50  Avenue  R,  southeast 
corner  of  East  17th  Street,  Block  6921,  Lots  201  and  212, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  dismissed,  for  lack  of 
jurisdiction,  without  prejudice. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  q 


4-74-BZY — B.Bx. — 3355  White  Plains  Road,  Block  4624, 
Lot  37,  N.B.  188-73. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  dismissed,  for  lack 
of  jurisdiction,  without  prejudice. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  q 


23-73-BZY — B.Q. — 112-12  Ocean  Promenade,  Block 
16185,  Lot  41,  N.B.  61-73. 

APPEARANCES— 

For  Applicant:  Hubert  Burns. 

For  Opposition:  William  Hoppen,  Julie  Rapport  and 
Ada  Zakin. 

ACTION  OF  BOARD — Application  dismissed,  for  lack 
of  jurisdiction,  without  prejudice. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  q 


26-73-BZY— B.Q. — 2929  Far  Rockaway  Boulevard,  Block 
15688,  Lots  25,  29,  33,  N.B.  368-73. 


APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  William  Hoppen,  Julie  Rapport  and  Ada 
Zakin. 

ACTION  OF  BOARD — Application  dismissed,  for  lack 
of  jurisdiction,  without  prejudice. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  . ‘  ‘  ’  q 
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12-74-BZY — B.Q. — 140  Beach  25th  Street,  Block  15815, 
Lot  20,  N.B.  984-72. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  H.  A.  Posner,  Ada  Zakin,  Julie  Rapport, 
William  Hoppen  and  Madeline  Manning. 

ACTION  OF  BOARD — Application  dismissed,  for  lack 
of  jurisdiction,  without  prejudice. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 


15-74-BZY — B.Q. — 23-20  Beach  Channel  Drive,  Block 
15714,  Lots  155,  8  and  29 — N.B.  30-72,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Robert  H.  Shanker,  William  Hoppen,  Ada 
Zakin  and  Julie  Rapport. 

ACTION  OF  BOARD — Application  dismissed,  for  lack  of 
jurisdiction,  without  prejudice. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commisioner  Walsh  .  5 

Negative:  .  0 


9-74-BZY — B.B. — 2316  Surf  Avenue,  Block  7070,  Lots 
120  and  126,  N.B.  89-73. 

APPEARANCES— 

For  Applicant:  Julius  J.  Rosen. 

ACTION  OF  BOARD — Application  dismissed,  for  lack  of 
jurisdiction,  without  prejudice. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commisioner  Walsh  .  5 

Negative :  .  0 


4-74-A 

APPLICANT — Leonard  F.  Rothkrug  for  Beaton  Associates, 
owner  (Waters  Edge  Manor  Adult  Residence). 
SUBJECT — Application  January  8,  1974 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  revocation  of 
Building  Permit  #4173/73.  (N.B.  735/73) 

PREMISES  AFFECTED — 420  Beach  49th  Street,  south¬ 
east  corner  of  Norton  Avenue,  Block  15973,  Lots  1  (1,  6, 
15  and  20),  Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commisioner  Walsh  .  5 

Negative :  .  0 


11-74-BZY — B.B. — 55-59  Pierrepont  Street,  Block  236, 
Lot  15,  Alt.  No.  1659-73. 

APPEARANCES— 

For  Applicant:  Samuel  Lindenbaum. 


ACTION  OF  BOARD— Laid  over  to  July  2,  1974,  at  2 
P.M.,  at  the  request  of  the  applicant. 


22-74-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Pierrepont  Hotel  Affiliates,  owners;  S.  L. 
Associates,  contract  vendee. 

SUBJECT — Application  January  15,  1974 — appeal  from  a 
decision  of  the  Borongh  Superintendent,  re-  revocation  of 
building  permit. 

PREMISES  AFFECTED — 55-59  Pierrepont  Street,  north¬ 
east  corner  of  Hicks  Street,  Block  236,  Lot  15,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Lindenbaum. 

ACTION  OF  BOARD— Laid  over  to  July  2,  1974,  at  2  P.M., 
at  the  request  of  the  applicant. 


820-57-SM 

APPLICANT — Bowman  Construction  Products,  Elwin  G. 

Smith  Division,  Cyclops  Corporation — owner. 

SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
820-57-SM — Amendment  to  resolution  so  as  to  show  a 
change  of  corporate  name. 

Bowman  Construction  Products,  Elwin  G.  Smith  Division, 
Cyclops  Corporation,  Pittsburgh,  Pennsylvania,  requests  that 
the  resolution  adopted  September  20,  1960  and  amended  at 
various  times  through  January  18,  1972,  under  Calendar 
Number  820-57-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  corporate  name. 

PROPOSED  USE:  Incombustible  roof  deck. 
DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  Reeves-Bowman  Division  Cyclops 
Corporation  to  Bowman  Construction  Products,  Elwin  G. 
Smith  Division,  Cyclops  Corporation. 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  20,  1960  and 
amended  at  various  times  through  January  18,  1972  under 
Calendar  Number  820-57-SM  be  reopened  and  amended  so  as 
to  show  a  change  of  corporate  name  from  Reeves-Bowman 
Division  Cyclops  Corporation  to  Bowman  Construction  Prod¬ 
ucts,  Elwin  G.  Smith  Division,  Cyclops  Corporation  on  condi¬ 
tion  that  the  requirements  of  the  resolution  adopted  Septem¬ 
ber  20,  1960  and  amended  at  various  times  through  January 
18,  1972  under  Calendar  Number  820-57-SM  are  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 


556 


MINUTES 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 

821-57-SM 

APPLICANT — Bowman  Construction  Products,  Elwin  G. 

Smith  Division,  Cyclops  Corporation,  owner. 

SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
821-57-SM — Amendment  to  resolution  so  as  to  show  a 
change  of  corporate  name. 

Bowman  Construction  Products,  Elwin  G.  Smith  Division, 
Cyclops  Corporation,  Pittsburgh,  Pennsylvania,  requests  that 
the  resolution  adopted  September  20,  1960  and  amended  at 
various  times  through  January  18,  1972  under  Calendar 
Number  821-57-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  corporate  name. 

PROPOSED  USE:  Incombustible  roof  deck. 
DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  Reeves-Bowman  Division  Cyclops 
Corporation  to  Bowman  Construction  Products,  Elwin  G. 
Smith  Division  Cyclops  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  20,  1960  and 
amended  at  various  times  through  January  18,  1972  under 
Calendar  Number  821-57-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  corporate  name  from  Reeves-  Bowman 
Division  Cyclops  Corporation  to  Bowman  Construction  Prod¬ 
ucts,  Elwin  G.  Smith  Division,  Cyclops  Corporation  on 
condition  that  the  requirements  of  the  resolution  adopted 
September  20,  1960  and  amended  at  various  times  through 
January  18,  1972  under  Calendar  Number  821-57-SM  are 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


1160-65-SM 

APPLICANT — Patent  Scaffolding  Company,  a  Division  of 
Harsco  Corporation,  owner. 

SUBJECT — To  include  change  of  conditions  of  approval 
and  change  of  load  ratings  of  material  hoist. 

APPEARANCES— 

For  Applicant:  Richard  Kamholtz. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1160-65-SM — Amendment  of  resolution  to  include  change  of 
conditions  of  approval  and  change  in  load  ratings  of  per¬ 
sonnel  and  material  hoist. 

Patent  Scaffolding  Company,  a  Division  of  Harsco  Cor¬ 
poration,  requested  that  the  resolution  adopted  May  9,  1967 
and  amended  February  26,  1974  under  Calendar  Number 
1160-65-SM  be  reopened  and  amended  to  include  change  of 
conditions  of  approval  and  change  in  load  ratings  of  per¬ 
sonnel  and  material  hoist. 

PROPOSED  USE:  Personnel  and  material  hoist. 
DESCRIPTION :  The  previous  approved  Models  60A 
and  60B  hoists  were  erroneously  listed  as  having  capacities 
of  4000  pounds  and  3000  pounds,  respectively.  The  actual 
capacities  are  the  reverse:  3000  pounds  for  the  Model  60A 
and  4000  pounds  for  the  Model  60B. 

The  approval  of  the  Model  E  hoist  states  that  the  tower 
is  guyed  to  the  building  at  regular  intervals.  An  additional 
condition  is  that  the  tower  shall  be  guyed  to  the  building  at 
intervals  not  exceeding  26  feet. 

The  approval  of  the  Model  E  hoist  states  that  plans  and 
design  calculations  for  each  installation  shall  be  submitted  for 
approval  to  the  Department  of  Buildings.  This  requirement 
is  changed  to  the  submittal  of  drawings  and  specifications 
for  each  installation  to  the  Department  of  Buildings  by  a 
licensed  Professional  Engineer,  as  is  stated  in  the  approval 
of  the  Model  60A  and  60B  hoists.  The  basis  of  the  change 
is  that  all  installations  will  have  the  same  parameters  that 
were  used  in  the  design  calculation  that  was  submitted  to 
the  Board  with  the  application  for  approval  of  the  Model  E. 
INSPECTION  AND  TEST:  The  design  of  the  Model 
E  hoist  is  an  extension  of  the  design  and  calculations  by 
Chesebro- Whitman  Company  for  the  smaller  Model  60A 
and  Model  60B  hoists.  Calculations  which  justify  the  differ¬ 
ences  have  been  submitted.  The  Model  60A  and  Model  60B 
hoists  were  approved  on  the  basis  of  an  inspection  of  operating 
equipment  by  the  Department  of  Buildings. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  9,  1967  and  amended 
February  26,  1974  under  Calendar  Number  1160-65-SM  be 
reopened  and  amended  to  include  changes  of  conditions  of 
approval  for  the  Model  E  personnel  and  material  hoist  and 
changes  in  load  ratings  of  the  Model  60A  and  Model  60B 
personnel  and  material  hoists,  as  described  above,  on  condi¬ 
tion  that  all  other  unchanged  requirements  of  the  original 
resolution  and  previous  amendment  adopted  under  this  Calen¬ 
dar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
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Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


55-66-SM 

APPLICANT — Bowman  Construction  Products,  Elwin  G. 

Smith  Division,  Cyclops  Corporation,  owner. 

SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
55-66-SM — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Bowman  Construction  Products,  Elwin  G.  Smith  Division, 
Cyclops  Corporation,  Pittsburgh,  Pennsylvania,  requests  that 
the  resolution  adopted  November  1,  1966  and  amended  at 
various  times  through  March  14,  1972  under  Calendar  Num¬ 
ber  55-66-SM  be  reopened  and  amended  so  as  to  show  a 
change  of  corporate  name. 

PROPOSED  USE:  Incombustible  roof  deck. 
DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  Reeves-Bowman  Division  Cyclops 
Corporation  to  Bowman  Construction  Products,  Elwin  G. 
Smith  Division,  Cyclops  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  20,  1960  and 
amended  at  various  times  through  March  14,  1972  under 
Calendar  Number  55-66-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  corporate  name  from  Reeves-Bowman 
Division  Cyclops  Corporation  to  Bowman  Construction  Prod¬ 
ucts,  Elwin  G.  Smith  Division,  Cyclops  Corporation  on  con¬ 
dition  that  the  requirements  of  the  resolution  adopted  No¬ 
vember  1,  1966  and  amended  at  various  times  through  March 
14,  1972  under  Calendar  Number  55-66-SM  are  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with  the 
above  report. 


1067-66-SM 

APPLICANT — Architectural  Steel  Corporation,  owner. 
SUBJECT — To  include  additional  flashing  material. 
APPEARANCES— 

For  Applicant:  Harry  Chome. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  . !....  5 

Negative:  . .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1067-66-SM — Amendment  to  resolution  to  include  additional 
flashing  material. 

Architectural  Steel  Corporation,  Cambridge,  Massachu¬ 
setts,  requested  that  the  resolution  adopted  March  14,  1967 
under  Calendar  Number  1067-66-SM  be  reopened  and 
amended  to  include  an  additional  flashing  material. 
PROPOSED  USE:  Flashing  material. 

DESCRIPTION :  The  material,  known  as  Fiberweb,  is  in¬ 
stalled  with  concrete  mixes  and  mortars  against  surfaces  of 
steel  buried  in  masonry  or  as  a  through-wall  in  masonry  to 
prevent  the  penetration  of  moisture.  The  material  consists 
of  a  3  mil  thick  Mylar  polyester  film  reinforced  by  a  fiber¬ 
glass  20  x  10  mesh  laminated  to  each  side.  The  overall 
thickness  of  the  flashing  material  is  .011".  It  is  available 
in  widths  up  to  48". 

INSPECTION  AND  TEST :  The  flashing  material  was 
tested  by  Skinner  and  Sherman  Incorporated,  Newton, 
Massachusetts  (Case  No.  5000),  and  Aziz  Asphahani,  Chem¬ 
ist,  Massachusetts  Institute  of  Technology,  and  met  ASTM 
requirements  for  tensile  strength,  moisture  vapor  transmis¬ 
sion,  tear  resistance,  corrosion  resistance,  and  resistance  to 
cracking  under  flexure. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  14,  1967  under 
Calendar  Number  1067-66-SM  be  reopened  and  amended  to 
include  an  additional  flashing  material,  known  as  Fiberweb, 
on  condition  that  the  requirements  of  the  original  resolution 
adopted  under  this  Calendar  Number  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to  sub¬ 
mit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
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Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricicer,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


682-69-SA 

APPLICANT — The  DeVilbiss  Company,  owner;  William 
H.  White,  agent. 

APPEARANCES— 

For  Applicant :  Channing  Starke. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
682-69-SA — The  DeVilbiss  Company,  Toledo,  Ohio,  filed  for 
approval  of  DeVilbiss  IRO-500  Series  Infra-Red  Traveling 
Ovens  under  the  provisions  of  Article  7  of  the  Building  Code 
of  the  City  of  New  York  and  the  Board  of  Standards  and 
Appeals  Rules  Governing  the  Use  of  Equipment  for  Spray¬ 
ing  and  Drying  of  Paints,  Varnishes,  Lacquers  and  Other 
Inflammable  Surface  Coatings  (Calendar  Number  353-30- 
SR) . 

PROPOSED  USE:  Drying  oven  for  refinished  automo¬ 
biles. 

DESCRIPTION:  The  oven  consists  of  three  modular  sec¬ 
tions,  left,  right,  and  top  sections,  which  are  bolted  together 
at  the  site  where  the  oven  is  used  to  form  a  tunnel-like  con¬ 
figuration.  The  overall  dimensions  are  4'-8"  long  x  7' -1*4" 
high  x  9'-8"  high.  The  inside  clearance  dimensions  are  6'-5" 
high  x  7'-5"  wide.  Drying  is  accomplished  by  linear  quartz 
tube  heating  elements.  Electrical  specifications  are  as  fol¬ 
lows  :  current,  240  volts,  60  cycles ;  maximum  load,  32  KW, 
80  amps.  Controls  include  on-off  of  separate  sections  of  the 
dryer,  automatic  movement  of  the  dryer  back  and  forth  at  a 
rate  of  between  14"  and  30"  per  minute,  an  automatic  shut¬ 
off,  and  an  automatic  overload  shut-off. 

INSPECTION  AND  TEST:  The  drying  oven  has  been 
tested  and  approved  by  Underwriters’  Laboratories  (File 
E40623). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  DeVilbiss  IRO-500  Series  Infra-Red 
Traveling  Ovens  on  condition  that  the  ovens  shall  be  in¬ 
stalled,  located,  and  ventilated  in  accordance  with  the  re¬ 
quirements  of  the  Board’s  Paint  Spraying  Rules  (Calendar 
Number  353-30-SR)  and  Article  7  of  the  Building  Code  of 
the  City  of  New  York.  The  drying  ovens  shall  be  perma¬ 
nently  labeled:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Num¬ 
ber  682-69-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

215-72-SM 

APPLICANT — Bowman  Construction  Products,  Elwin  G. 

Smith  Division,  Cyclops  Corporation,  owner. 

SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
215-72-SM — Amendment  to  resolution  so  as  to  show  a 
change  of  corporate  name. 

Bowman  Construction  Products,  Elwin  G.  Smith  Division, 
Cyclops  Corporation,  Pittsburgh,  Pennsylvania  requests  that 
the  resolution  adopted  May  16,  1972  and  amended  July  17, 
1973  under  Calendar  Number  215-72-SM  be  reopened  and 
amended  so  as  to  show  a  change  of  corporate  name. 
PROPOSED  USE:  Incombustible  roof  deck. 
DESCRIPTION :  The  applicant  requests  that  the  corpo¬ 
rate  name  be  changed  from  Reeves-Bowman  Division  Cy¬ 
clops  Corporation  to  Bowman  Construction  Products,  Elwin 
G.  Smith  Division,  Cyclops  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  16,  1972  and  amended 
July  17,  1973  under  Calendar  Number  215-72-SM  be  re¬ 
opened  and  amended  so  as  to  show  a  change  of  corporate 
name  from  Reeves-Bowman  Division,  Cyclops  Corporation 
to  Bowman  Construction  Products,  Elwin  G.  Smith  Divi¬ 
sion,  Cyclops  Corporation  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  May  16,  1972  and  amended 
July  17,  1973  under  Calendar  Number  215-72-SM  are  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner- 
shin,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  material  in  accordance  with 
the  above  report. 


545-72-SA 

APPLICANT — Pacific  Pumps  Division,  Dresser  Industries, 
Incorporated,  owner. 

SUBJECT — Application  August  21,  1972 — Pacific  Type 
SVCN  Pumps,  approval  of. 

APPEARANCES— 

For  Applicant :  Paul  S.  Morgan. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
545-72-SA — Pacific  Pumps  Division,  Dresser  Industries,  In¬ 
corporated,  Huntington  Park,  California,  filed  for  approval 
of  Pacific  Type  SVCN  Pumps  under  the  provisions  of 
Chapter  19  of  the  Administrative  Code  and  Section  C26-107.2 
of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Pumps  for  hydrocarbon  liquids. 
DESCRIPTION :  The  pumps  are  centrifugal  type,  with 
cast  iron  impellers.  Components  of  the  pumps  include 
radially  split  steel  casings  with  cantilever  rotor  supports, 
AISI  4140  steel  shaft,  cast  iron  trim,  water  cooled  packing 
box,  oiled  bearings,  Crane  8B1  mechanical  seal,  seal  flush 
line,  fabricated  steel  base  with  air  cooled  pump  pedestals, 
steel  coupling  and  coupling  guards.  Specifications  for  the 
different  sizes  are  as  follows: 


Pump 

Peak 

Max. 

Max. 

Size 

Capacity 

Suction 

Discharge 

(in.) 

(GPH) 

(psi) 

(psi) 

1x7 

95 

300 

620 

1  x8j4 

105 

300 

705 

1  Hx7 

205 

300 

600 

1^x8J4 

215 

300 

705 

1^x10^ 

200 

300 

720 

2x7 

320 

300 

600 

2x8^ 

320 

300 

640 

2x10^ 

280 

300 

710 

2x13 

375 

300 

690 

3x8j/£ 

450 

300 

620 

3  x  10 

450 

300 

650 

3x13 

500 

300 

690 

3x15 

675 

300 

620 

4x8  y2 

1000 

300 

600 

4x10^ 

1000 

300 

600 

4x13 

1225 

300 

640 

4x15 

1500 

270 

620 

6x11 

1700 

380 

660 

6  x  13 

1650 

300 

590 

6x15 

1800 

380 

620 

6  x  18 

2200 

450 

430 

6  x  21 

2200 

450 

450 

8x11 

3100 

340 

700 

8  x  13 

2800 

240 

620 

8x15 

3600 

480 

580 

8x18 

3300 

450 

480 

8x21 

3200 

450 

500 

10x15 

4850 

480 

530 

10x18 

4750 

450 

460 

10x21 

4500 

440 

530 

INSPECTION  AND  TEST:  Frederick  Betz,  P.E.,  No. 
14256,  New  Jersey  has  certified  that  the  pumps  are  provided 


with  explosion  proof  motors,  that  the  pumps  have  no  com¬ 
ponents  which  could  possibly  produce  a  spark  and  ignite 
the  hydrocarbon  liquid  being  pumped,  and  that  the  design 
of  the  pumps  meets  API  requirements. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Pacific  Type  SVCN  Pumps  for  pump¬ 
ing  liquid  hydrocarbons  under  the  provisions  of  Chapter  19 
of  the  Administrative  Code  and  Section  C26-107.2  of  the 
Building  Code  of  the  City  of  New  York.  The  pumps  shall 
be  permanently  labeled :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  545-72-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


452-73-SA 

APPLICANT — House  of  Interphones,  Incorporated,  owner. 
SUBJECT — To  include  modifications  of  fire  alarm  system. 

APPEARANCES— 

For  Applicant:  A1  Shapiro. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
452-73-SA — Amendment  to  resolution  to  include  modifications 
of  fire  alarm  system. 

House  of  Interphones,  Incorporated,  Brooklyn,  New  York 
requested  that  the  resolution  adopted  October  30,  1973  under 
Calendar  Number  452-73-SA  be  reopened  and  amended  to 
include  modifications  of  a  fire  alarm  system. 

PROPOSED  USE:  Class  E  interior  fire  alarm  system. 
DESCRIPTION :  The  system  is  modified  to  use  solid  state 
electronic  circuitry  with  multiplexing,  time  sharing  over 
common  wires,  as  follows : 

1.  A  remote  annunciator  read  out  is  multiplexed. 

2.  A  lobby  display  and  control  unit,  which  is  designated  as 
the  fire  command  station,  incorporates  multiplexed  circuiting. 
The  fire  command  station  includes  visual  displays,  manual 
pushbuttons  for  system  operation,  multiplexing  receivers, 
transmitters,  and  processors.  All  signals  between  the  fire 
command  station  and  floor  terminal  boxes  are  multiplexed 
over  a  single  pair  of  wires. 

3.  Floor  terminal  boxes  are  multiplexed  with  inputs  con¬ 
nected  to  sensing  units  and  outputs  connected  to  relays.  The 
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floor  terminal  boxes  include  duplex  amplifiers  and  alarm  and 
alert  signal  tone  generators. 

INSPECTION  AND  TEST:  The  modifications  described 
above  have  been  recommended  for  approval  by  the  Division 
of  Fire  Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  30,  1973  under 
Calendar  Number  452-73-SA  be  reopened  and  amended  to 
include  the  modifications  of  the  Class  E  interior  fire  alarm 
system  described  above  on  condition  that  the  requirements 
of  the  original  resolution  adopted  under  this  Calendar  Num¬ 
ber  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  appliance  in  accordance  with 
the  above  report. 

95-74-SA 

APPLICANT — Acme  Fire  Alarm  Company,  Incorporated 
for  W.  J.  Plenge  &  Company,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant :  Lawrence  S.  Glover. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative : . [ .  ’  ’  q 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
95-74-SA — Acme  Fire  Alarm  Company,  Incorporated,  Fort 
Lee  New  Jersey,  for  W.  J.  Plenge  and  Company,  Incorpo- 
rated,  Ijpper  Saddle  River,  New  Jersey,  filed  for  approval  of 
the  Catalog  No.  280  Fire  Detection  and  Alarm  Control 
Panel  under  the  provisions  of  Article  17  and  RS  17  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Fire  alarm  control  panel. 

DESCRIPTION:  The  control  panel  provides  audible  and 
visual  alarm  and  trouble  signals  from  approved  manual  coded 
and  non-coded  fire  alarm  stations,  automatic  fire  detection, 
sprinkler  alarm,  and  sprinkler  and  standpipe  supervisory 
devices. 

The  basic  panels  consist  of : 

1.  Catalog  No.  281  System  Control  Module: 

containing  all  the  necessary  alarm  and  trouble  cir¬ 
cuitry  common  to  the  system.  Individual  system  alarm 
and  trouble  lights,  each  with  their  own  silencing 
switch  with  ring  back  feature,  a  power  on  light,  and 
a  system  reset  button  are  located  on  the  panel. 
Visual  indication  is  accomplished  by  lamp  lenses  in  the 
cabinet  door  while  the  manual  silencing  and  reset 
buttons  can  only  be  reached  by  opening  the  locked 


outer  cabinet  door,  thereby  preventing  their  use  by 
unauthorized  persons.  The  system  control  module 
can  also  function  as  a  1  zone  unit,  or  the  Master 
Control  Module  of  a  coded  fire  alarm  system. 

2.  Catalog  No.  282  Zone  Control  Module: 

provides  for  the  individual  visual  annunciation  of 
from  1  to  4  alarm  points  for  each  panel  together  with 
the  supervisory  circuitry  of  each  alarm  zone.  Each 
alarm  zone  is  provided  with  an  end  of  line  resistor 
for  mounting  after  the  last  device  on  that  alarm  zone 
circuit.  Sprinkler  and  standpipe  supervisory  zones 
are  actuated  from  normally  closed  contacts  on  these 
devices.  Additional  zones  may  be  added  by  increasing 
the  number  of  zone  control  modules.  Visual  indication 
is  accomplished  by  lamp  lenses  in  the  cabinet  door. 
Each  zone  is  provided  with  auxiliary  contacts  for 
actuation  of  individual  zone  controls  where  required 
to  start  or  stop  fan  and  damper  motors  or  to  close 
smoke  barrier  doors. 

3.  Catalog  No.  283  Auxiliary  Control  Module: 

for  the  control  of  any  number  of  HVAC  circuits  to 
start  or  stop  fans  upon  alarm  condition  and/or  for 
the  control  of  smoke  damper  motors  or  closure  of 
smoke  barrier  doors.  The  auxiliary  control  module, 
when  furnished  separately,  can  function  as  a  master 
fan  control  panel  or  as  a  smoke  barrier  door  release 
panel. 

4.  Catalog  No.  284  Code  Transmitter  Module: 
provides  for  the  means  of  actuating  the  audible  signals 
of  an  electrically  supervised  individually  coded  or 
master  coded  interior  fire  alarm  system.  The  coding 
mechanism  is  self-restoring  after  the  system  is  reset 
and  requires  no  manual  rewinding.  Coding  wheels 
are  individually  cut  to  correspond  to  each  system’s 
requirements. 

5.  Catalog  No.  285  Power  Supply  Module: 

includes  transformer  and  bridge  rectifier  to  provide  for 
system  operation  and  for  the  power  feed  requirements 
for  approved  smoke  detection  actuating  devices  where 
furnished  for  operation  with  the  system. 

6.  Catalog  No.  286  Alarm  Signal  Module: 

when  used  with  coded,  non-coded  or  master  coded 
fire  alarm  station  the  alarm  signal  module  provides 
for  control  and  supervision  of  up  to  4  signal  circuits. 
Ground  fault  or  interruption  of  the  circuit  wiring 
will  cause  the  system  trouble  bell  to  activate. 

7.  Catalog  No.  287  Battery  Charger  Module: 
provides  for  the  trickle  and  condition  charge  of  stand¬ 
by  batteries  when  auxiliary  power  is  required.  The 
module  contains  an  internally  mounted  power  failure 
buzzer  and  an  individual  rate  of  charge  meter. 

8.  Catalog  No.  288  Remote  Station  Receiver  Module: 
for  the  receiving  of  alarm  and  trouble  signals  at  a 
remote  location  over  telephone  lines.  This  module  con¬ 
tains  its  own  individual  alarm  and  trouble  audible  and 
visual  signals  with  silencer  switches. 

INSPECTION  AND  TEST :  The  fire  alarm  control  panel 
has  been  recommended  for  approval  by  the  Division  of  Fire 
Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Catalog  No.  280  Fire  Detection 
and  Alarm  Control  Panel,  with  components  Catalog  Nos.  280 
through  288  as  described  above,  under  the  provisions  of 
Articles  17  and  RS  17  of  the  Building  Code  of  the  City  of 
New  York.  The  control  panel  shall  be  permanently  labeled: 
/Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  95-74-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
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Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


99-74-SM 

APPLICANT — CIMCO  Wire  &  Cable  Company,  owner. 
APPEARANCES— 

For  Applicant :  Thomas  F.  McCarthy. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
99-74-SM — Cimco  Wire  &  Cable  Company,  Allendale,  New 
Jersey,  filed  for  approval  of  Cimco  Fire  Alarm  Control 
Cable  under  the  provisions  of  Article  17  and  RS  17  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Cable  for  Class  E  fire  alarm  systems. 
DESCRIPTION :  The  cable  consists  of  the  following  com¬ 
ponents  : 

conductors — wire  gauge  sizes  No.  10  through  No.  24. 
insulation — F.  E.  P.  teflon,  U.  L.  Style  No.  1330,  600 
volts,  200  c.  rating. 

cabeling — twisted  pairs  with  standard  lay,  either  single 
or  multiple. 

shielding — Nomex  backed  aluminum  foil  with  drain  wire 
or  standard  braided  shield. 

identifying  tapes — red  background  and  Nomex  tape 
printed  with  legend  “Fire  Alarm  Service.” 
jacket — clear  F.  E.  P.  teflon,  .025"  minimum  average 
wall  thickness. 

INSPECTION  AND  TEST :  The  insulation  has  been  ap¬ 
proved  by  Underwriters’  Laboratories  (File  No.  E  33706). 
The  cable  has  been  recommended  for  approval  by  the  Division 
of  Fire  Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Cimco  Fire  Alarm  Control  Cable  for 
Class  E  fire  alarm  systems  under  the  provisions  of  Article  17 
and  RS  17  of  the  Building  Code  of  the  City  of  New  York. 
The  packaging  of  the  cable  shall  be  labeled:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  99-74-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

189-74-SM 

APPLICANT — Teledyne  Thermatics,  owner. 
APPEARANCES— 

For  Applicant :  Thomas  F.  McCarthy. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
189-74-SM — Teledyne  Thermatics,  Elm  City,  North  Carolina, 
filed  for  approval  of  Teflon  Insulated  Wire  and  Cable  under 
the  provisions  of  Article  17  and  RS  17  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Wire  and  cable  for  Class  E  fire  alarm 
systems. 

DESCRIPTION :  The  wire  and  cable  are  used  for  speakers, 
manual  stations,  amplifiers,  feeder  conditioning  wiring,  smoke 
detectors,  fail  safe  door  release  wiring,  computer  connections, 
and  other  applications  for  Class  E  fire  alarm  systems.  The 
color,  texture,  and  insulation  meet  the  requirements  of  RS 
17  of  the  Building  Code.  The  insulation  is  Teflon  100  FEP 
(fluorinated  ethylene  propylene)  resin  which  meets  the  re¬ 
quirements  of  U.  L.  No.  1330.  The  insulation  is  rated  at 
200°C.,  600  volts. 

INSPECTION  AND  TEST :  The  wire  and  cable  have  been 
recommended  for  approval  by  the  Division  of  Fire  Preven¬ 
tion.  The  insulation  has  been  approved  by  Underwriters’ 
Laboratories. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Teledyne  Teflon  Insulated  Wire  and 
Cable  for  Class  E  fire  alarm  systems  under  the  provisions  of 
Article  17  and  RS  17  of  the  Building  Code  of  the  City  of 
New  York.  The  packaging  of  the  wire  and  cable  shall  be 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  189- 
74-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocatiton  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 
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214-74-SM 

APPLICANT — Regency  International  Business  Corpora¬ 
tion,  owner. 

APPEARANCES— 

For  Applicant :  Richard  Mernige. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
214-74-SM — Regency  International  Business  Corporation, 
New  York  for  Genplas  Industrial  Company,  Limited,  Kwun 
Tong,  Kowloon,  Hong  Kong,  filed  for  approval  of  MTX- 
1097.  Flame  Retardant  Long  Needle  Pine  Spray  under  the 
provisions  of  the  Flameproofing  Rules  of  the  Board. 
PROPOSED  USE:  Decorative  artificial  flowers. 
DESCRIPTION :  The  decoration  includes  a  stem,  branches, 
and  needles.  It  is  made  of  polyethylene  plastic  and  is  treated 
with  antimony  trioxide,  ammonium  bromide,  and  barium 
metaborate  to  provide  flame  resistance. 

INSPECTION  AND  TEST :  The  decoration  met  the  re¬ 
quirements  of  the  Flameproofing  Rules  of  the  Board  when 
tested  by  the  Better  Fabrics  Testing  Bureau  (Report  No. 
15157). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  MTX-1097  Flame  Retardant  Long 
Needle  Pine  Spray  under  the  provisions  of  the  Flameproofing 
Rules  of  the  Board.  The  spray  of  flowers  shall  be  perma¬ 
nently  labeled:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
214-/ 4-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

253-74-SM 

APPLICANT — The  Central  Foundry  Company,  owner. 
APPEARANCES— 

For  Applicant:  John  J.  Flynn  and  Charles  Reinhart. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  . .  ’  Q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
253-74-SM — The  Central  Foundry  Company,  a  Division  of 
Gable  Industries,  Incorporated,  New  York,  filed  for  ap¬ 
proval  of  the  Central  Foundry  Hubless  Cast  Iron  Sanitary 
System  with  No-Hub  Joint  Couplings  and  No-Hub  Cast 
Iron  Soil  Pipe  and  Fittings  under  the  provisions  of  RS  16 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Joint  coupling  and  cast  iron  soil  pipe 
and  fittings. 

DESCRIPTION :  The  coupling  consists  of  a  neoprene  seal¬ 
ing  sleeve,  a  corrugated  stainless  steel  shield,  and  a  screw 
clamp  assembly.  It  is  used  to  join  hubless  cast  iron  soil 
pipe  and  fittings  from  \l/2"  through  8"  in  diameter.  The 
spigots  are  inserted  inside  the  sleeve,  the  shield  is  put  over 
the  sleeve,  and  the  screw  clamps  are  tightened  with  60  inch- 
pounds  of  torque.  The  coupling  has  a  minimum  tensile 
strength  of  1500  psi. 

INSPECTION  AND  TEST :  The  system  has  been  tested 
and  approved  by  Pittsburgh  Testing  Laboratory  (No.  Bi- 
1967). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Central  Foundry  Hubless  Cast 
Iron  Sanitary  System  with  No-Hub  Joint  Couplings  and 
No-Hub  Cast  Iron  Soil  Pipe  and  Fittings  under  the  pro¬ 
visions  of  RS  16  of  the  Building  Code  of  the  City  of  New 
York.  The  system  components  or  their  bills  of  lading  shall 
be  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
253-74-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


264-74-SA 

APPLICANT — Chemetrom  Corporation,  Medical  Products 
Division  for  B  &  F  Medical  Products  Company,  owner. 

APPEARANCES— 

For  Applicant :  Douglas  E.  Murray. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
264-74-SA — Chemetron  Corporation,  Medical  Products  Di¬ 
vision,  St.  Louis,  Missouri,  for  B  and  F  Medical  Products 
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Company,  Toledo,  Ohio,  filed  for  approval  of  Retractable 
Service  Units,  680100-64  Series  (Models  680100-64  through 
680171-64)  under  the  provisions  of  Section  C26-107.2  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Service  unit  to  supply  medical  gases 
and  electrical  services  to  hospital  rooms. 

DESCRIPTION :  The  unit  is  a  ceiling  column  which  tele¬ 
scopes  down  to  60"  above  the  floor  level  when  it  is  used  and 
then  retracts  back  toward  the  ceiling.  The  column  is  54" 
long  when  extended  and  36"  long  when  retracted.  The  column 
housing  is  made  of  high  strength  fiber  glass.  The  column 
mechanism  is  operated  with  a  CFM  vacuum.  A  “ball  and 
bell”  locking  mechanism  is  used  in  conjunction  with  the 
vacuum  cylinder  and  a  control  valve  to  hold  the  column  in 
any  position  between  fully  extended  and  fully  retracted.  The 
unit  provides  electrical  services  and  medical  gases :  oxygen, 
vacuum,  nitrous  oxide,  air,  carbon  dioxide.  Components  of 
the  medical  gas  supply  system  include  electrically  conductive 
polyvinyl  chloride  tubing  and  hose,  compressed  gas  manifolds, 
station  outlets,  and  compressed  gas  regulators. 
INSPECTION  AND  TEST :  All  the  components  of  the 
medical  gas  supply  system  of  the  unit  have  been  approved  by 
Underwriters’  Laboratories:  tubing  and  hose  (File  MH 
7354),  compressed  gas  manifolds  (File  SA  1886),  compressed 
gas  regulators  (File  SA505),  and  station  outlets  (File  SA 
3486). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Retractable  Service  Units,  680100-64 
Series  (Models  680100-64  through  680171-64),  for  supply  of 
medical  gases  and  electrical  services  to  hospital  rooms,  under 
the  provisions  of  Section  C26-107.2  of  the  Building  Code  of 
the  City  of  New  York.  The  units  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
264-74-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  B.  Cincotta, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 

Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

424-73-SM 

APPLICANT — General  Electric  Company — Silicone  Prod¬ 
ucts  Department,  owner. 

SUBJECT— Application  July  13,  1973— SCM-3300  Weather 
Coating  applied  over  foamed  in  place  polyurethane  insula¬ 
tion  (roof  covering  material),  approval  of. 

APPEARANCES— 

For  Applicant:  Peter  Corto  and  Robert  Fine. 

ACTION  OF  BOARD — Laid  over  to  July  2,  1974,  at  2 
P.M. 

731-65-SM 

APPLICANT — The  Reeve  Electrical  Company  Incorpo¬ 
rated,  owner. 


SUBJECT — Application  June  24,  1965 — Reeve  Electrical 
Company  Bells  (for  Fire  and  Sprinkler  Alarm  Use) 
various  models,  approval  of. 

APPEARANCES— 

For  Applicant :  Stephen  D.  Alster. 

ACTION  OF  BOARD— Laid  over  to  July  2,  1974,  at  2 
P.M. 


398-73-SM 

APPLICANT — Inmont  Corporation,  owner. 

SUBJECT — Wall  coverings. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  July  2,  1974,  at  2 
P.M.,  awaiting  information  from  the  applicant. 


695-73-A 

APPLICANT — Leonard  F.  Rothkrug  for  Liana  Properties, 
Incorporated,  owner;  Somersey  Home  for  Adults,  lessee. 
SUBJECT — Application  December  20,  1973 — -appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  revocation  of 
Building  Permit  #5095/73. 

PREMISES  AFFECTED — 150  West  47th  Street,  south 
side,  216  feet  east  of  Broadway,  Block  999,  Lot  54,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  12,  1973,  on  Alt.  Applic.  928/73  and  Permit 
No.  5095/73,  reads : 

“On  December  6,  1973  this  office  was  advised  that  the 
Board  of  Estimate,  under  Cal.  No.  7  on  December  6, 
1973  adopted  a  Resolution  suspending  all  permits  for 
proprietary  nursing  homes,  domiciliary  care  facilities 
for  adults  and  other  health-related  facilities — Use  Group 
3  of  the  Zoning  Resolution — where  work  has  not  been 
substantially  completed. 

Accordingly,  the  reinstatement  of  the  subject  applica¬ 
tion  and  permit  by  my  letter  of  December  5,  1973  is 
hereby  rescinded,  and  the  approval  and  permit  are 
revoked,  in  accordance  with  Section  11-30  of  the  Zoning 
Resolution. 

You  are  hereby  ordered  tQ  stop  all  work,  forthwith.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  premises  have  been  inspected  by  a  com¬ 
mittee  of  the  Board  and  the  Board  finds  that  the  proposed 
facility  is  located  at  150  West  47th  Street,  east  of  Broadway 
in  the  Borough  of  Manhattan,  which  is  a  nonresidential  area ; 
and 

Whereas,  the  proposed  facility  will  substantially  benefit 
the  surrounding  area  in  that  it  will  remove  a  nuisance  from 
the  community;  and 

Whereas,  no  objections  to  the  re-instatement  of  the  per¬ 
mit  have  been  offered, 

The  Board  finds  that  this  is  an  appropriate  case  to  grant 
relief. 
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Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  December  12,  1973,  acting  on  Alt.  Applic.  928/73  and 
Permit  No.  5095-73  be  and  it  hereby  is  granted  and  the 
permit  is  reinstated. 


36-74-A 

APPLICANT — Union  Carbide  Corporation,  owner. 
SUBJECT — Application  January  23,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Use  of  Mark  II 
Linde  Oxygen  Walker  System. 

APPEARANCES— 

For  Applicant:  J.  A.  Sawdye. 

For  Administration :  C.  Palmieri  and  Lt.  T.  Milne,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
January  9,  1974,  on  Account  #S-215414,  reads: 

“1.  A  review  of  the  Literature  submitted  to  this 
department  concerning  the  modification  of  the  Mark  I 
Linde  Oxygen  Walker  System  was  made  and  the  follow¬ 
ing  objections  to  the  system  were  found: 

1.  Filling  of  cylinders  over  12"  in  length  to  a 
pressure  over  15  p.s.i.  at  70°F  is  prohibited  by  09- 
91. Oe  as  amended  by  local  law  #68  of  1972,  Adminis¬ 
trative  Code.  (Refers  to  filling  reservoir  in  hospital 
and  ‘Walker’  at  home). 

2.  Container  (‘Walker’)  must  be  one  approved  as 
indicated  in  09-91. 0.d  Administrative  Code  (BSA 
approval  required). 

3.  The  Fire  Department  believes  that  only  quali¬ 
fied  persons,  holding  Fire  Department  Certificate  of 
Fitness  should  be  permitted  to  transfer  liquid  oxygen 
(Refers  to  L.S.  175  to  reservoir,  and  reservoir  to 
‘Walker’)  09-11.0  and  09-91. 0-b  Administrative 
Code. 

4.  That  the  inner  vessel  shall  remain  as  SS  304. 

5.  That  a  check  be  provided  on  the  gas  supply  fit¬ 
ting. 

Since  this  department  does  not  have  the  authority  to 
modify  the  mandatory  provisions  of  09-91.0  Adminis¬ 
trative  Code  and  09-11.0  Administrative  Code  this  de¬ 
partment  will  have  no  objection  to  you  filing  with  the 
Board  of  Standards  and  Appeals  for  a  modification  of 
the  above  requirements.” 

and 

Whereas,  the  equipment  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

.  Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  9,  1974,  acting  on  Account  No.  S- 
215414,  Objection  Nos.  1,  2,  3  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  equipment  shall  substantially  conform  to  drawings 
marked,  “Received  January  23,  1974,”  6  sheets;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


102-74-A 

APPLICANT — Mobil  Oil  Corporation,  owner. 

SUBJECT — Application  February  28,  1974 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Mobil  Windshield  Washer 
Fluid”  in  y2  gallon  Polyethylene  bottle  with  plastic  screw 
cap,  not  in  compliance  with  Administrative  Code  of  New 
York  City. 


APPEARANCES— 

For  Applicant:  Stanley  T.  Zack  and  Charles  A.  Malone. 
For  Administration:  C.  Palmieri  and  Lt.  T.  Milne,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Hornstein,  Commissioner  Carroll  and 


Commissioner  Walsh  .  5 

Negative:  . ’*[  o 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
February  8,  1974,  on  Folder  #  122-1 199B,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  Mobile  Windshield  Washer  Fluid— a 
Combustible  Mixture  with  a  F.P.  of  110°F  (T.O.C.) 
in  containers  as  follows:  y2  gal.  Polyethylene  Bottle 
w/Plastic.  Screw  Cap  is  disapproved.  Such  containers 
are  not  in  compliance  with  our  regulations  to  wit: 
C19-62.0.b  NYC  Adm.  Code  limits  the  packaging  of 
Combustible  Mixtures  of  above  capacity  to  Metal  Con¬ 
tainers.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions ; 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
February  8,  1974  acting  on  Folder  Number  122-1 199B,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  container  comply  with  draw¬ 
ing  filed  “February  28,  1974 — two  sheets”,  “April  24,  1974 — 
1  sheet”,  on  further  condition  that  the  label  on  the  container 
be  in  such  style  and  wording  as  is  satisfactory  to  the  Fire 
Commissioner;  and  that  in  all  other  respects  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with. 


588-73-A 

APPLICANT — Sheldon  Lobel  for  345  Park  South  Associa¬ 
tion,  owner. 

SUBJECT — Application  November  5,  1973 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  entry  from  stair¬ 
ways. 

PREMISES  AFFECTED — 343-361  Park  Avenue  South, 
northeast  corner  of  East  25th  Street,  Block  881,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Administration:  C.  Palmieri  and  Lt.  T.  Milne,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1974,  at  2 
P.M.,  at  the  request  of  the  applicant. 


140-74-A 

APPLICANT— J.  J.  McKinney — GAF  Corporation  for  Clo- 
pay  Corporation,  owner. 

SUBJECT — Application  March  8,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  combus¬ 
tible  mixture  known  as  “GAF  2506  Toner  Premix”  in  thirty 
two  (32)  ounce  polyethylene  bottles  with  plastic  screw  top, 
not  in  compliance  with  regulations  of  the  Administrative 
Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  J.  J.  McKinney. 

For  Administration:  C.  Palmieri  and  Lt.  T.  Milne,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  2 
P.M.,  for  decision. 
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161-74-A 

APPLICANT — Timothy  P.  Stitt  for  Schrader  Packaging, 
Incorporated,  owner. 

SUBJECT — Application  March  18,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  combus¬ 
tible  mixture  known  as  K  Mart  Radiator  Fast  Flush  in  12 
ounce  sanitary  metal  without  replaceable  cap  containers 
not  in  compliance  with  regulations  of  Administrative  Code 
of  New  York  City. 

APPEARANCES— 

For  Applicant :  Timothy  P.  Stitt. 

For  Administration :  C.  Palmieri  and  Lt.  T.  Milne,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  2 
P.M.  for  decision. 


205-74-A 

APPLICANT — Erwin  D.  Ettin  for  Salcoa  Corporation, 
owner. 

SUBJECT — Application  April  12,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Firemat  TM  Firestarter  in 
Co-polymer  Laminated  Aluminum  Foil  Pouch  (.00035 
thick)  4  x  5j4"  x  %  inches — 4  oz.,  not  in  compliance  with 
regulations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  C.  Palmieri  and  Lt.  T.  Milne,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1974,  at  2 
P.M.  at  the  request  of  the  applicant. 


162- 74- A 

APPLICANT — Timothy  P.  Stitt  for  Shrader  Packaging 
Incorporated,  owner. 

SUBJECT — Application  March  18,  1974 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  combus¬ 
tible  material  known  as  Bowman  Radiator  Fast  Flush  in 
12  ounce  sanitary  metal  without  replaceable  cap,  containers 
not  in  compliance  with  regulations  of  Administrative  Code 
of  New  York  City. 

APPEARANCES— 

For  Applicant:  Timothy  P.  Stitt. 

For  Administration :  C.  Palmieri  and  Lt.  T.  Milne,  F.  D. 
ACTION  OF  BOARD — Laid  over  to  June  25,  1974,  at  2 
P.M.  for  decision. 

163- 74-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 
OWNER  OF  PREMISES — Deepdale  General  Hospital. 
SUBJECT — Application  March  18,  1974 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 55-15  Little  Neck  Parkway, 
east  side  of  Horace  Harding  Expressway,  Block  8400, 
Lot  24,  Douglaston,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  C.  Palmieri  and  Lt.  T.  Milne. 

For  Opposition:  John  C.  Kenny. 

ACTION  OF  BOARD— Laid  over  to  July  9,  1974,  at  2 
P.M.,  at  the  request  of  the  applicant. 


Adjourned:  4:00  P.M. 

John  B.  Cincotta,  Executive  Director. 
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